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PREFACE 

Tins ^ook was written primarily to go with the Course on Mineral 
Dressing at the Koyal School of Mines. Hitherto, the well-known 
works of It. H. Itichards, H. Louis, and E. S. Wiard have been 
tecomniended for rel'erence purposes, hut with Flotation established 
as a ])rinie process of mineral dressing these works no longer appear 
quite ade^^uate. In these circumstances J have felt it a duty to 
make tlie necessary effort, the outcome being a book which, 1 venture 
to hope, may ])e of service to my own students and to others. 

My competence in the subject lies to some extent in my own work 
and observation, but much more in the study of the published work 
and experience of otluirs. Teachers and students to-day have at their 
disposal valualde Transactions of Mining and Metallurgical Institutions, 
and admirable teclinical Periodicals; upon such 1 have largely drawn, 
making endeavour always to give specific acknowledgement. Beyond 
this, to cover all tlie indebtedness for which no specific reference is 
possible, and such referciiices as have unwittingly been overlooked, I 
gratefully make general acknowledgement. 

I am likewise greatly indebted to my colleagues of the Imperial 
College, and particularly to Professor L. H. Cooke, and Mr. B. W. 
Holman, of the Mining D(‘partment, for advice and assistance, always 
insisting, however, that my good colleagues are not involved in any 
such crudities of statement or treatment as may be deemed to exist. 
To iJr.n. G. Dines, also, 1 desire to express my thanks for valuable 
help with the illustrations. 

Tlfough Ore Dressing does not cover the whole Subject of Mineral 
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Dressij;ig, itsf principles are the same as those applied in the dressing 
of non-metaljiferoiis minerals, including coal ; in addition, while Ore 
Dressing is relatively elaborate, non-metalliferous dressing is relatively 
simple. It is hoped eventually to include a description of coal-washing, 
to which and to non-metalliferous dressing there are in the present 
work but few references. 

S. J. TRUSCOTT. 


London, Janucmj 1923 . 
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CHAPTER I 
introduction; principles 

Native and Scope . — “ Ore is metalliferous rock from which metal or 
metallic^ compound may be extracted commercially. Being such, it is 
the raw material of the metalliferous industry. 

In the crude state as mined, such ore generally consists of : the metal- 
liferous mineral, that is the ore-mineral, this being the valuable portion ; 
the genetically associated but generally non-metalliferous mineral, the 
gangue-iffineral ; and a proportion of the containing rock, the country- 
rock. These two last are conveniently included under the term 
“gangue,” while the ore-mineral may be described as “mineral.” In this 
complex condition crude ore is generally unsuited for the extraction of 
metal or metallic compound by metallurgical operations ; in addition, 
much of it is in large lumps, whereas metallurgical operations usually 
demand a smaller condition, sometimes even that of impalpable powder. 

The operations which result in removing the gangue, as far as necessary 
or expedient, together with those which bring about the necessary reduction 
in size, constitute the art of ore-dressing. Such operations come between 
those of mining on the one side and those of metallurgy on the other, to 
prepare the ore delivered by the former for submis|ion to the latter, or 
exceptionally for direct use in the industries. 

Ore-dressing therefore embraces that series of preparatory operations 
to which the crude ore is submitted till any further work to extract the 
metalliferous content is best conducted metallurgically. The two arts 
have this relation : dressing operations efiect a mechanical and preparatory 
concentration of the valuable constituents, whereas metallurgical opera- 
tions effect a chemical and final concentration. 

The place of dressing, therefore, is definite. It receives the crude ore 
from the mine and delivers it suitably cleaned for metellurgical treatment, 
or for Tlse. On the side of the mine the line between mining and dressing 
is distinct : dressing takes the ore upon arrival at the shaft-top. On the 
^de of metallurgy, though dressing is essentially mechanical and metallurgy 
essentially chemical, there is some overlapping of the two ar^. Ore- 
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dressing ^iS) fo'? instance^ taken to include such caicnung or ^^oasdbg jut 
inay be necessary to induce magnetism preparatory tq magx^p separa^ 
tion ; such as may be necessary to break up a sulphide or an arseuide 
preparatory to subsequent water separation; and such as may be employed 
to sulphatize the surface of a suli^hide in preparation for differential 
flotation. Boasting, of course, effects a chemical change and is in con- 
sequence primarily a metallurgical operation, but where it is preparatory 
to a directly-foUowing mechanical or physical operation it presents itself 
for consideration with ore-dressing, as under similar circumstances do 
drying, and other heat treatments. 

The preparatory character of these operations is not well disclosed by 
the name under which they go. In the term “ Dressing ” the suggestion 
of preparation is not nearly so implicit as that in the German “ Auf- 
bereitung” or the French “preparation mecanique,” this latter suggesting, 
in addition, the mechanical nature of the operations. Frequently this 
preparation consists almost entirely of breaking, crushing, and grinding 
the crude ore to the fine condition necessary for the intimate working 
of extracting agents, while nearly always such comminuting operations 
play a considerable part. Ore-dressing operations are accordingly often 
described under the term “ Milling ’ - -a mill being primarily a building 
with machinery for grinding — and the whole range of the ore beneficiation 
is often given as mining, milling, and smelting or cyaniding as the case 
might be. Milling is undoubtedly one of the two primary operations of 
dressing, and sometimes, as in the preparation of ore for hydro-metallurgical 
processes, cyanidation for instance, it is the only operation. But in the 
preparation for pyro-metallurgical treatment, smelting for instance, the 
removal of gangue and consequent concentration of the mineral might 
necessitate more machinery than any necessary comminution ; the works 
would then be spoken of as a concentrator rather than a mill and 
dressing reasonably described as “ Concentrating,^^ 

Necessity fcyr Dressing . — The necessity for dressing lies in the physical 
and mineralogical differences between crude ore and ore suitable for 
metallurgical treatment or for direct use. 

The most obvious difference lies in the size of individual pieces. The 
broken ore sent from underground to the surface contains pieces of all 
sizes, from huge lumps to the finest particles ; yet for successful smelting 
no large lumps can be permitted, a common limit being about 4 in., and 
for hydro-metallurgical operations fineness is always necessary, soi&etimes 
even complete pulverization. 

Not less importa^it is the difference due to the low mineral-oont^t o^ 
crude qre. Copper ore, for instance that from the large disseminated 





depoi^ as 1—1*5 per emt^iii ooppe^ yet kX4)Qpp6r 

8iadtuig» by wMob the greiat bulk of metallic copper^ ieo6veted/*a 
content rarely ae low as 2*5 per cent and generally above 5 per cent 
is dmaaded, or otherwise there is too great a loss in the slag. The 
jtame may be said of lead ; ore from the disseminateddead deposits may 
contain as little as 3 — i per cent of lead, whereas lead smelting is rarely 
undertaken upon material containing as little as dO per cent, a smaller 
percentage not allowing the proper collection of the silver generally 
present. With zinc it is the same ; a large portion of the world’s pro- 
duction of zinc is derived from ore containing but 4—5 per cent of 
zinc, Ti^hereas successful retorting requires the content to be not less 
tthan 30 per cent, or incipient fusion would take place and the dis- 
tillation* of the zinc would suffer. With tin the case is extreme; the 
broken ore does not usually contain more than 1 per cent of tin, yet 
smelting operations for the production of the metal are rarely conducted 
upon ore containing less than 55 per cent, because tin so readily slags with 
any silica present, and because other metals present in the impurities would 
in part also be reduced and contaminate the tin. 

The case of iron is interesting. The dressing of iron ore was till within 
the last few years rarely practised, but to-day, with the demand for iron 
increasing at a rate the purer ores can no longer meet, attention is being 
turned to the poorer deposits and dressing is more common ; ore con- 
taining 25 per cent of iron is now being mined, whereas ore with 
50 per cent is as low as generally can be smelted. With the basic or 
Thomas process silica is harmful and must be removed, and with the 
acid or Bessemer process lime and phosphorus. 

With the precious metals, gold and silver, when these are associated 
with pyritic sulphides, the concentration of such sulphides into .a much 
smaller bulk would sometimes permit their submission to a metallurgical 
treatment impossible of application to the great bulk of the original crude 
ore, by reason of expense. Preparatory dressing would in such cases be 
a necessity. 

Into this question of difference in valuable content, ordinary com- 
mercial economy enters. As would be expected, dressing once applied 
to meet technical necessity is not stopped when the barely-suiffeient 
concentration has been reached, but is carried to its economic limit. 
With copper, for instance, though ore containing as little as 2*5 per cent 
may exceptionally be successfully smelted, a better recovery is obtained 
when fhe content is higher ; some copper is always lost in the slag, and 
the amount so lost increases with the proportion of gangue, that is to 
say, ^th the lower value of the material smelted. ^ Morepver, from the 
point of view of economy, smelting is not generally possible at t]^e mines 
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themselws; rfdemandgtclieap fuel, cheap fluxes, good smeBing rnixtoi^, 
and no damage^^o agriculture may be caused by its fume. Such conditions 
are rarely fulflUed at individual mines, and to satisfy them the ore has often 
to be sent some distance. The question of freight then makes it necessary 
to reduce the bulk of the ore as much as possible, its richness increasing^ 
Accordingly, the copper content of the material smelted is generally 
above 10 per cent and- sometimes as high as 36 per cent, and the practice 
of copper smelting has adjusted itself thereto, now taking place to a great 
extent in reverberatory furnaces instead of the blast furnaces associated 
with a lower content. Such bulk reduction demands much dressing. «> 

In the case of lead the position is similar, though much lead ore con- 
taining 10 — 15 per cent of the metal is smelted in blast furnaces, mucfi also 
containing 40 per cent is smelted in reverberatory furnaces, and some above. 
60 per cent. No closer idea of the lead content acceptable to the smelter 
can be given, marketing conditions varying greatly. Exceptionally, it 
has been demanded that the content shall be as high as 70 per cent. 

With regard to zinc, retorting being impossible with impure ores, the 
range in value of material acceptable to the metallurgist is smaller. 
Though a content as low as 30 per cent may be accepted with oxidized 
ores the general base for the sale of such ores is 40 per cent of zinc, while 
that for sulphide ores is 50 — 60 per cent. Below these percentages pro- 
portionate penalties are inflicted ; above them premiums are given. 

With tin the difficulties and cost of smelting likewise increase with 
decrease in content, so that the net return from low-grade material is 
doubly diminished. Though, therefore, a concentrate assaying as low 
as 65 per cent may be smelted when the smelter is near by, a higher content 
is demanded when freight is a consideration, and it is more common for 
dressed ore to assay higher than 60 per cent, and often above 65 per cent. 

Another difference between crude and dressed ore is the frequent 
presence in the former, of mineral impurities, metalliferous or non- 
metalliferous, which if present would actively interfere with the succe^ 
of metallurgical operations. In smelting, one of the essentials is to 
produce a fusible and light slag. Against this several objectionable 
substances militate. Alumina, barium, and zinc all render slags pasty, 
necessitating greater heat to keep them fluid; an excess of silica 
does the same. Yet alumina is generally present in crude ores, barite 
a common gangue- mineral, and blende a frequent impurity in other 
ores. 

Should the ore offered for smelting contain such objectionable sub- 
stances penalties are imposed. With copper sometimes all the insoluble 
portion of the ore i|Lcluding the silica is penalized ; sometimes sil^a is,^ 
penalizejj only when there is an excess beyond that necessary to flux the 
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iron presort. j|)|eqn^ntly in lead-amelting zinc is j^naMzed ^hen more than 
10^ per cent is present, .since it is not easy to carry away |uch an amouAt 
in the slag or drive it ofi in the fume. Again, in zinc retorting it is necessary 
to remove iron so that the substance of the retort may not be attacked, 
and to limit the lead that the distilled zinc may not be contaminated ; 
accordingly, the iron present is liable to be penalized, and the lead also. 
Fluorite, likewise, by reason of its fusibility, would harmfully affect the 
operation of retorting, which for success demands an unfused mass. Yet 
galena — the lead sulphide — marcasite and pyrite — iron sulphides — and 
fiuorite are common associates of zinc ores. 

With tin, copper renders the metal less suitable for plating; iron 
tend^ to the formation of the alloy known as hard-head, from which it is 
difficult io separate the tin. Yet minerals of both these metals are common 
in tin lodes. 

In cyanidation, representative of hydro-metallurgy, complex sulphides, 
especially when sulphides of copper and antimony are among them, may 
rob the cyanide solution of much of its efficacy, and the removal of such 
sulphided Is sometimes vital to success. 

Finally, a vital difference between crude ore and that suitable for sub- 
mission to metallurgical operations often exists in the complexity of crude 
ore by reason of the presence of different valuable metalliferous minerals, 
successful smelting demanding simplicity in this respect. The sulphides 
of lead and zinc, for instance, are close associates in deposits, yet only in 
proportion to the completeness of their separation mechanically, can they 
be recovered metallurgically. More than that, not only is the unseparated 
portion of the interfering metal lost, but, whether lead in zinc ore or zinc 
in lead ore, difficulties in the subsequent smelting are caused. Similarly, 
lead present in copper ore undergoing smelting is lost, though copper 
present in a charge of lead ore may to some exteqjj be recovered, in a 
matte. 

Dressing then is necessary : to reduce the ore to a proper size ; to 
remove the gangue to the extent necessary ; to remove interfering minerals 
as completely as possible ; and to separate different ore-minerals occurring 
together. 

Advantages of Dressing . — In meeting these technical necessities many 
economic advantages are obtained, to reap which more fully the dressing 
operations, started in necessity, often are further developed. 

WhAre smelting follows there is less material to smelt. Leaving out 
of consideration the costs of converting,* refining, etc. — ^which depend 
japon^the metaUio contents eventually recovered, an(^ therefore would not 
appreciably vary whether dressing formed part of the treatment or the 
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ore were smellbd ^irect^melting is more costly than %^38iBg! Where 
diossing, including milling and concentrating, could be accomplished 
at^ an operating cost of 5s. per ton, smelting would cost 15s. per ton ; and 
where a dressing plant would cost £75 per ton treated per day, a smelting 
plant would cost £160 per ton per day. Considering interest an^ 
amortization of these capital sums as part of the cost, the full costs would 
be about 5s. 9d. and 16s. 6d. respectively. Taking the case that the 
reduction of bulk by dressing was so low that one-half the material re- 
mained to be smelted, there would still be a saving of cost, thus : 


let Case — 

Cost 
per ton. 

Cost, Dressing and 
Smelting per ton of 
lotal. Crude cjre. 

2 tons crude ore directly smelted 

. 16s. 6d. 

33s. = 168. 6d. 

2 tons crude ore dressed 

. 11s. 6d. 

7. 

1 ton dressed ore smelted 

. 16s. 6d. 



288, Od. 

28s. = 14s. Od. 


In practice, however, the reduction in bulk is rarely so little as to 
one-half but generally to about one-tenth, though it varies gr&itly. At 
one-tenth the calculation of saving in cost of treatment would be : 


2nd Case — ; 

Cost 
per ton. 

Cost. 

Total. 

Cost, Dressing and 
Smelting per ton of 
Crude Ore. 

10 tons crude ore directly smelted . 

. 16b. 6d. 

165s. 

= 168. 6d. 

10 tons crude ore dressed 

. 67s. 6d. 



1 ton dressed ore smelted 

. 168, 6d. 




748. Od. 

748. 

= 78. 6d. 


Or if it be allowed that the smelting of this concentrate would cost more 
per ton, say twice as much, because of the smaller quantity handled and 
the greater care nec^sary with richer material : 


10 tons crude ore dressed 
1 ton dressed ore smelted 


Cost 
per ton. 


67s. 6d. 
33s. Od. 


Cost, Drossing and 
Smelting per ton of 
Crude Ore. 


00s. 6d. OOs. Od. = Os. Id. 


An almost equally important advantage coming from this reduction 
in bulk is the saving in cost of transportation to the smelter. In greater 
part base-metal ores are sent away to be smelted and there is freight to 
pay. If the smelter be near so much the better, freight is not then so 
important a matter. But where the ore has to be sent hundreds 6f miles 
by rail or thousands of miles by sea, freight is a large consideration and 
not infrequently th^ largest. Whatever reduction of bulk dressing can. 
accomplish is therefore all to the good. 
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yrhm in the traverse from mine to* smelter a tenttei^ 
is passed where a tax or duty is imposed, it will generally be found that 4 II 
ore is rated as of a stated Hgh ^ade. If then the conbentrate does iibt 
reach the stated hgure the impost is needlessly increased, whereas if it 
be of still higher grade the impost will in effect be agreeably lessened. 
Accordingly, it is usual to find that concentrate for shipment to distant 
smelters is prepared more carefully than that to be smelted near by. 

A. further advantage of dressing — of secondary importance perhaps 
but one which greatly facilitates the smooth running of the subsequeiit 
smelting operation — is the regular character of the dressed ore. In 
addition to removing the gangue, passage through the concentrating plant 
removes ajso the irregularities characteristic of crude ore. Accordingly, 
the material which eventually passes to the smelter is of such regular 
chemical and mechanical character that in the provision of flux the margin 
of safety may be substantially reduced, and charges are made up more 
economically. 

Per Contra Consideralimis . — The greatest point against dressing is 
the relatively large loss of mineral sometimes sustained in the opera- 
tion. The loss in smelting is comparatively small, being generally about 
10 per cent when smelting crude ore and 6 per cent when smelting 
dressed ore. That sustained in dressing is of the order of 20 per cent. 
With such greater ioss the above enumerated advantages of dressing 
may be largely offset. Counting loss as a part of cost, and assuming a 
gross value for the crude ore of 40s. per ton, the two cases previously 
calculated to show the advantage of dressing may be worked out afresh, 
thus : 


let Case—- 

Coat per ton. 
Operating. Lobs. 

Cost. 

Total. 

• 

Coat ' OresBlng, Smelting 
and Losaes per ton ot 
Crude Ore. 

2 tons Bmelted @ 

16s. 

6d.+ 48. = 

41p. Od. 

= 20b. 6d. 

2 tons dressed @ 

5b. 

9d.-|' 8s. — 

278. 6d. 


1 ton smelted @ 

168. 

6d.-l- 4s. = 

'208. 6d. 

•• 




488. Od. 

23s. Od. 

2nd Case — 





10 tons smelted @ 

16s. 

6d.+ 4s. = 

2058. Od. 

20s. 6d. 

10 tons dressed @ 

5s. 

9d.+ 8a. = 

1378. 6d. 


1 ton smelted @ 

16s. 

6d.+168. = 

31b. 6d. 





169b. Od. 

= . 178. Od. 


m( 


Leaving out of consideration any question of freight these figures 
d^te that in the first case it would be better not to dress the ore, and 
the second case of some benefit to do so. 
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It will be Tj^aliied therefore that the question whether to dress or not 
would often turn upon &e question of freight. Taking a freight of 10s. 


per ton the two*cases would work out as follows : 


Cost per ton. 

Case— 

2 tons @ 208. 6d.-fl0a. = 

Cost. 

Total. 

eis. Od. 

Cost; Oporatins, lioss, 
and Freight per ton of 

Crude Ore. 

= 30s. 6d. 

2 tons @ 13s. 9d. . . = 

1 ton @ 208. Od.+lOs. = 

278. 6d. 

30a. 6d. 


2nd Case — 

10 tons @ 208. Cd.+lOs. = 

58s. Od. 

305s. Od. 

= 29s. Od 

= 30s. 6d 

10 tons @ ISs. 9d. . . = 

1 ton @ 31s. Od.+lOs. = 

137b. 6d. 

41s. 6d. 



1798. Od. 

11 

w 

The figures now are entirely in favour of dressing, those of the second 
case showing a very great advantage in favour of that operation. 

The foregoing calculations are given to illustrate the possible^effect of 


operating cost, operating loss, and freight, upon the question of dressing. 
With crude ore suitable for direct metallurgical treatment these con- 
siderations largely determine whether dressing shall be applied or not. 
More generally, however, crude ore is not possible of such direct treatment, 
but dressing is a technical necessity. 

Ore Character in Relation to Dressing 

The extent to which dressing is carried as well as the operating cost 
and the loss in dressing, are largely determined by the character of the 
ore itself, in respect both to its composition and its texture. 

Concerning compositional character, in ore-deposits the primary com- 
binations of most metals are with sulphur to form sulphides, these pre- 
dominating; with arsenic, tellurium, etc., to form arsenides, tellurides, 
etc. ; with oxygen to form oxides ; and in the case of iron, with carbonic 
acid to form the carbonate. The corresponding primary ores are with 
minor exceptions amenable to dressing. 

• ^The secondary combinations are with much the same elements, but the 
oxides and carbonates predominate. These secondary ores, in so far as 
they are the oxidized products of sulphides, arsenides, etc., are, by reasoji 
of their friable character, generally unsatisfactory to dress, and ^jome- 
times impossible. They are mostly smelted direct. 

Compositional character also influences the extent of dressing when it 
introduces two or morfe valuable minerals which require separation before 





metallurgical treatment can reasonably procee^; and tgain, when it 
introduces a heavy gangue-mineral, such as barite, fluorite, rhodonite, Or 
garnet, which requires for its removal methods other tlian those based 
on density. 

Concerning textural character, an ore may be : massive, when, contain- 
mg little or no gangue, dressing will be simple and limited ; intergrown, 
when, containing much both of mineral and gangue, a moderate amount 
of dressing will be necessary ; disseminated, when, containing but little 
mineral, and that finely distributed, dressing will be extensive. 

• In greater detail, intergrown ore may be coarsely aggregated, mth 
mineral and gangue large enough to be picked out separately by the hand 
wheif the ore is broken, this representing the most favourable condition ; 
or it m|iy be microscopically aggregated with the mineral and gangue 
particles so interlocked that the finest comminution is necessary for an 
adequate release, this representing the least favourable condition ; or it 
may be granularly aggregated, corresponding to an intermediate condition. 

When to the complexity of an ore containing two or more valuable 
minerals a heavy gangue the further complexity of a finely intergrown 
texture is added, the greatest demand is made upon dressing, should 
which fail the deposit presently is worthless. A classic instance of such 
a demand successfully met is that of Broken Hill, New South Wales, 
where galena and blende occur with some pyrite in a rhodonite-gamet- 
calcite-quartz-felspar-fluorite gangue something in the following pro- 
portions : 


Galena 

18 per cent. 

7*6 specific gravity. 

Pyrite 

7-0 „ 

6’0 

Blende 

. 23*9 „ 

4*0 

Rhodonite and garnet 

. 9 0 „ 

3-6 

Fluorite 

2*6 „ 

3-2 

Calcite 

. 7-0 „ 

2*7 

Quartz 

. 30-0 

i'Q 

Felspar 

. 3-5 „ 

99’6 per cent. 

2-6 


This crude ore contains about 15 per cent of lead, 12 per cent of zinc, 
and 6 oz. of silver per ton. For a long time, only the galena and a portion 
of the silver could by any means then available be marketed ; beyond 
this and to allow a quartz tailing to be discarded and a zinc-rhodonite- 
garnet middle product to be preserved, water concentration could do no 
more. But with the advent of flotation concentration, which, ignoring 
densitj^, appealed to surface properties, the zinc became separated from 
the heavy gangue and in greater part recovered. 

^ !]^e case of Broken Hill is illustrative of what^may be expected to 

be of more frequent occurrence in the future. In the 'natural pro^ss of 
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selection the sifiiple and <ich deposits received' first attention, and to-day 
sees already the, relatively complex and poor deposits in exploitation ; lite 
disseminated deposits are, for instance, a discovery of present-day con- 
ditions. It seems likely, therefore, that in the future crude ore will *, 
become more and more complex or of lower value*, and dressing will bc^ 
burdened with the increasing work of a greater preparation. 

Mineral Properties making Dressing possible,— li the natural association 
of tiie various minerals in ore-deposits is responsible for the necessity to 
dress and the difficulties of dressing, the physical properties of the mineral! 
and sometimes those of the ore make concentration and separation possible. 
These properties are : specific colour, lustre, general appearance, density, 
surface energy, magnetic permeability, electric conductivity, etc. « 

Of the first three properties advantage is taken in hand-picking and 
sorting. All minerals have distinctive colour and characteristic lustre, by 
which they largely declare themselves ; upon that there is no need to insist. 
Where, however, these are masked by the sparse distribution of the mineral 
the ore itself may have a distinctive appearance, as, for instanc^ is strik- 
ingly the case with the “ banket ’’ of the Witwatersrand gold-fields, no 
difficulty being experienced in picking out pieces of this auriferous con- 
glomerate from among the pieces of quartzite broken with it. 

The remaining properties are those of which advantage is taken in 
mechanical dressing. 

Of these the most important is Specific Density, commonly expressed 
in terms of Specific Gravity ; most metalliferous minerals are of relatively 
high density. This property, it is true, can be appreciated by the human 
intelligence, and advantage of it may be taken in hand-picking ; the sense 
of weight in the hand would declare the metalliferous nature without 
assistance from sight. In mechanical dressing, however, it is not by 
greater pressure upon a support that higher density usually takes effect, 
but by a more rapid rate of fall in a resistant medium, generally water, 
or by the greater inertia of the denser particle. Differences in density 
are the basis of that most important means of dressing, Water Gonjcmtra- 
tion, as well as of Pneumatic Concentration. 

* Next in importance comes Specific Surface Energy. As with liquids, 
each solid, and accordingly each mineral, possesses a surface energy 
peculiar to itself. This energy, unlike liquid surface-energy, cannot be 
directly measured, but it manifests itself when a solid is brought to «n 
interface between two fluid phases, say, that between air and*water. 
Then, according to the equilibrium* obtaining between the three inter- 
facial energies present, the solid will become wetted and sink, or 
hold ba<jk the water and float provided it be fine enough. With sulphido 



dies (xo^ed to 4 polf with water the saUd'H^d infaurfc/Bitl eneigf cd 
the mineral particle is relatively high, or by the addition of sttita% 
igents can be so made, and the particle forming part ot a system coh> 
baining potential energy and being free to move, will break upwards 
bhrough an air-liquid interface to bring the potential energy to a minimum» 
liV^ith gangue it is the other way ; the solid-liquid interfacial energy is 
relatively low, or can be so made, and the particle fmds its condition of 
stability in the liquid. The dressing operations which in this manner 
nake use of differences in surface energy constitute Flotation Concentration, 
Next, but no longer of primary importance, come the magnetic 'pro- ' 
perties of minerals. Each mineral has a specific power to concentrate lines 
3f i]&.gnetic force within its mass, and thus to develop polarity, that is, to 
become* magnetic ; this property is known as its Magnetic Permeability, 
Some minerals, such as magnetite, have a high permeability, that is, they 
ire highly magnetic ; others, such as wolframite, are feebly magnetic ; 
^hile others again, such as cassiterite, are non-magnetic. Differences in 
magnetic permeability are the basis of Magnetic Separation, 

Spedjic Electric Conductivity is made use of in Electrostatic Separation, 
Most of the ore-minerals are good conductors, and in consequence quickly 
become charged and repelled when placed in contact with a charged 
3ody. Contrariwise, most of the gangue-minerals are non-conductors, 
md, becoming charged only at the actual contact, are not so vigorously 
repelled. Differential paths may thus be forced upon mineral and gangiXe, 
ind a separation thereby be effected. It is possible that the future may 
iee Specific Inductive Capacity a means of separation. 

Exceptionally, ready Fusibility may be made use of* to separate 
jtibnite from its gangue, stibnite being the most fusible of minerals. 
Decrepitation under heat has served to effect the removal o^ barite from 
i blende concentrate, the barite upon heating going to pieces, separation 
by sizing then being possible. Friability of the mineral will sometimes 
result in greater pulverization of the valuable portion than of the stony 
. portion of the ore, making separation again possible by sizing. The fibrous 
mineral asbestos, on the other hand, resists pulverization while the 
containing rock yields completely ; the asbestos becoming flu% may be 
sucked into an air chamber and thus recovered. 

Fracture^ as expressed by the shape into which a mineral breaks, though 
it may affect the separation of metalliferous minerals by other means, 
does not itself afford any basis for a separation. In the removal of shale 
from fioal, however, advantage is sometimes taken of the fact that the latter 
breaks in equidimensional pieces and the shale in flat pieces, by a screen r 
« set^lp pass pieces lying flat. ^ 

and shale differ also in their Coefficients of Frid/ion^ and m > 
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t^t difierence?)rovide a,further basis for their separation, pf which some 
advantage is taken. 

Hardness afJects the work of comminution but is not itself a basis 
of separation. Similarly, Texture and Aggregation affect the work of 
separation but do not themselves afford bases of separation. 



CHAPTER JI 

WASHING AND SORTING 

WASHING 

The firjit essential in separation is the release of the mineral from its 
attachment to gangue. Generally the ore must be crushed. Sometimes, 
however, release can be effected by disintegration with water, that is by 
washing. 

Among iron ores, limonite often occurs as nodules embedded in clay, 
while hematite occasionally • occurs distributed through sandy material. 
Among lead ores, it is common to find masses of galena associated with 
residual clays ; a similar occurrence of copper ores is not uncommon. The 
oxidized ores of zinc are likewise largely associated with clay and other 
impurities resulting from weathering. Manganese ores also are largely 
found in surface deposits mixed with a good deal of clay, etc. Finally, 
the gravel deposits of gold, tin, platinum, etc., contain their valuable 
constituents in an overwhelming mass of gravel, sand, clay, loam, etc. 
With all these and similar ores, release and sometimes final separation 
may be effected by the disintegrating and carrying power of water, 
assisted by such mechanical means as may be found necessary. 

Though such release .may represent washing in jts greatest develop- 
ment, washing has a further well-defined purpose in cleaning ordinary 
crude-ore preparatory to the subsequent operations of sorting and crushing. 

Apart from the shallow deposits mentioned above, steep-standing 
deposits often have in their upper portions a pronounced weathered zone 
characterized by much clay. In depth also such deposits are frequently 
associated with deep-seated clayey alterations of the country rook, pro- 
pylitization and kaolinization, for instance ; or they may be associated 
with shear and attrition zones containing excessively-comminuted material. 
Moreover, the clay-lined walls of many such deposits are characteristic. 

Ev6n' where no natural clay be present much fine material resulting 
from blasting settles everywhere, but largely upon the broken rock, to 
^whicj^, with the aid of the moisture in the atmospjiere underground, it 
clings tenaciously, masking the material it covers. 

13 
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By washing sot only do hard 
ores become the better displayed 
for sorting, but at the same time 
relieved from material which in 
crushing might cushion the blow^ 
or clog the discharge# 

Washing Appliances 

Log Wa$her,oj: Trough W ashen 
— This washer consists of a tank 
or trough about 18 — 25 ft. long, 

4 — 7 ft. wide, and 4 ft. .deep at 
the lower end, the bottom rising 
about 1 in 12 so that the upper 
end is just above water (Fig. 1). 
In this tank, and supported in 
bearings at either end,* are laid 
two cast-iron or steel < logs’ or 
shafts driven by gearing to 
rotate some 8 — 16 revolutions 
per minute in opposite direc- 
tions. These logs have upon 
them a large number of stiff 
chilled-iron blades, so obliquely 
set that upon revolution they 
exert an upward conveying effect 
upon the ore introduced near 
the lower end. In this upward 
movement the ore meets water 
arriving through the bottom and 
flowing downward. At the same 
time the blades, which in their 
revolution come close to the 
bottom, stir the ore and crumble 
the larger pieces, giving oppor- . 
tunity for the descending water 
to carry the lighter non-metalli- 
ferous portion over the* lower 
end, while the mineral continues 
its forced way upward, to dis-^ 
charged at the upper end (F%. 2). 


Alto S(®Tiirck ^ 

> , . . / 

Tie inatedal fed into these log washers is gei^^rally thesundersize of a 
screen with about 2} in. aperture. If desired, the impoverished overflow 
from one washw may after settlement be passed in a thickened condition 
throu^ a second and smaller w&her, the dimension and action of which are 
l^etter suited tC the treatment of finer material (Fig. 3). 

These washers have received their greatest application upon the sandy 
hsematites of the Mesabi iron range, Minnesota. They are also largely 
used in Florida to clean ‘ phosphate,’ and have been used elsewhere to clean 
^ oxidized zinc ores, etc. They have a large capacity, a washer of standard 
size being generally capable of treating 26 — 100 tons per hour, the exact 



Fig. 2. 


Log Washer. — Perspective View (Allis Chalmers). logs are shown, their 
lower ends being secured in substantial enclosed bearings over which the discard 
flows. Along the length are six supports to the trough. !^tween ( ach two supports 
is a pocket or hutch in the trough bottom, these pockets being connected with a 
water service (p. 14 ). 

figure depending upon the amount of clay or sand present. The earlier 
forms of this appliance had usually but one log, and the capacity was 
consequently much lower. 

Log washers are as simple in design as they are effective in operation. 
They require little power, generally less than 6 h.p., and their operating 
costs are low. On the Mesabi they deliver a cleaned product which 
contains 60 — 60 per cent of iron, discarding at the same time one-half to 
twice as much impoverished material containing about 12 per cent of iron. 
The cdhsumption of added water is 0*6 — 1 ton per ton of ore treated. 


* Washer , — The log washer is chiefly knqwn* in America. In 

Europe the washing drum serves a similar purpose. Ordinarily, this 
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Fig. 3. 


Washing Plant on the Mesabi Range-Side Elevation (Allis Chalmers). This 
illustration shows the crude ore delivered on to a screen (grizzly), the oversize pieces 
rolling to a platform where they are broken by hammers, the smaller pieces passing 
into a conical trommel set within a housing. The oversize from this screen passes ■ 
to a picking belt, where waste is picked out and dropped down a chute, while the 
mmeral passes on, to be delivered over the end. The undersize collected in .the 
housmg passes down to the first washer 26 feet in length, which dehvers cleaned ore 
at the upper end and an overflow of impoverished material at the deep end. This 
latter passes to a settling tank from whence relatively clear water is taken off at the 
top, while thick pulp is|ues at the bottom to drop into a smaller washer belw, the 
overflow from which is the final discard. It wiU be noticed that whereas there aie^ 
e^nes foV water along the whole bottom of the smaller washer, these entries only 
extend half-way down the. bottom of the larger washer. In the smaller washer there 
18 a greater proportibh of waste to remove (pp. 16, 20). 
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forated, so that water is not raised (p. 18 ). 
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appliance is ai large steel-plate cylinder about 6 ft. in diameter and 10 ft* 
in length, supported at each end on rollers, and rotated, some 40 revoluticms 
per minute by the engagement of a pinion with a" toothed wheel medially 
disposed around its body (Fig. 4). The material to be washed is fed 
through a large central opening at one end, the cleaned material being 
lifted by perforated scoops or buckets to a similar discharge-opening at 
the other end. Progression towards the discharge is sometimes assisted 



^ Fig. 6. 

Drum Washer.—Perspeotive View. Looking into the drum through the discharge 
end, rows of lifting ribs are seen disposed longitudinally and at regular intervals 
around the interior. A novel t3rpe of discharge bucket is shown, just capable of 
lifting over the rim ; of those buckets there are three. The toothed wheel around 
the body is seen medially placed between the two supporting tires. The overflow 
of the muddy suspension takes place at the far end (p. 18 ). 

by plates bolted obliquely to the shell to give a forward impulse during 
revolution ; discharge of the water at that end is prevented by providing ^ 
facilities at the feed end (Fig. 5). 

The ore is generally fed dry, water being added through the diseWge 
end to the extent of about 1 to 2 tons of water per ton of material. This 
water, while serving its disintegrating purpose, passes through the drum 
in a direction opposite to that of the mineral, eventually overflowiiig 
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through a perforated ring at the feed end, carrying with it the material 
brought into suspension. The rim over which this overflow takes place 
determines the depth of water in the drum. To assist in the dis- 
integration, ribs of angle-iron bolted to the shell at regular intervals 
around the periphery raise the ore during revolution to drop it again as 
they rise above the centre. 

These washers have been largely used on the Continent for cleaning 
iron ores, lead ores, and manganese ores, the granular sorts of these Ikst 
ores being easily brought up to 85 per cent of manganese dioxide. They 
have a large capacity, some 10 — 20 tons per hour, upon material which L 
not too clayey ; the power required is not great, something of the order 
of 5 h.p. per washer ; and the operating cost is not high. 

Where the ore is very clayey and a longer treatment necessary, the 
drum, instead of having longitudinal ribs upon its interior, may haVe 
helical flights of perforated steel plate projecting towards the centre 
(Fig. 6). During revolution, progression towards the discharge is then 
positive but slow, actual discharge being finally effected through a conical 
discharge end, up which the flights continue. Such drums are used in 
the Bilbao field to enrich fragmentary limonite deposits. There they are 
5 ft. in diameter and 10 ft. in length, excluding the cone ; are driven 
90 r.p.m. and require 12 h.p. ; have a capacity of 10 tons per hour, and 
require 2 tons of water per ton of ore to be washed. 

Instead of being horizontal, such flighted drums may be laid at an 
inclination, when there would be no need for a conical end to hold back the 
water while facilitating the discharge. 

In another design of drum washer a set of paddles arranged around an 
independently-driven central shaft is rotated rapidly within the drum and 
in an opposite direction to it. The material, lifted by the longitudinal 
ribs bolted to the shsll, is then struck in its fall by the rapidly rotating 
paddles, the most clinging attachment being thereby broken and the most 
tenacious clay puddled. 

Washing Trowmcl— Eevolving trommels, these being drum-shaped 
screens, constitute an excellent means, for cleaning ore (Fig. 3). The 
rough-and-tumble passage down the trommel, taking place as it does under 
the searching action of water, provides all the opportunity necessary for 
washing preparatory to sorting, and such trommels are largely used for 
that purpose. The holes in the trommel are then of a diameter to pass only 
the unsortable fines. * 

Either the cylindrical or conical trommel may be used, the latter having 
the advantage that^with axis horizontal it is more conveniently d^ven, 
while the cylindrical trommel, though it requires to be set with itaaxis** 
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somewhat inclined, is more simply constructed (p. 236), ^The trommels 
used for washing are large ; having to bear thS passage of large pieces 
they must also be robust. • They are generally about 12-^16 ft. in length 
and 3 — 5 ft. in diameter, though for heavy work and large quantities, as 
for instance with soft iron ores or when dredging alluvial deposits, these 
dimensions are greatly exceeded. They make about fifteen revolutions 
per minute. The better to support their great weight they are generally 
carried on rollers, and not upon arms around a central shaft. Their 
capacity is large, a trommel of the dimensions given being capable of 
gashing about 20 tons per hour. Discharge of the undersize or of the 
puddled material being directly downward through the walls and not at 
the end, the amoimt of water necessary is somewhat less than with washing 
drums, and generally about 0*5 — 1 ton of water per ton of ore. 

Washing on fixed Screens ^ Grizzlies. — ^Where fixed screening-appliances 
are used to separate the unsortable fines, the coarse material is often 
cleaned for subsequent sorting by the play of water jets upon it, either 
as it movtfs down the screen or as it lies collected at the bottom (Fig. 9). 
Such fixed screens, be it remarked, must be set at a comparatively high 
angle, generally above 35° ; they usually deliver directly and freely on to 
the sorting appliance, but sometimes this delivery is regulated by a gate, 
making it possible to keep the material on the screen, and consequently 
under the play of the water, longer than otherwise. 

Washing by Pressure Water. — Water under pressure has sometimes 
been advantageously used in washing. A jet of water issuing under a 
pressure of, say, 60 lb. has great disintegrating force, and such jets have ’ 
sometimes been the most effective way of removing much clay. For their 
successful application the ore must either be brought to a discharge gate 
facing the jet, or the jet may be directed into an iron cylinder open in 
front for the entry of the jet and for discharge, and on the top for the feed. 
More water is required by this means, but since there are no moving parts 
the installation is simple. In hydraulic mining such j ets are played directly 
upon the deposit. 

Puddling Machine. — The early appliances for washing ores con- 
sisted of a circular trough around which knives or harrows, fixed tc 
or^ dragging from radial arms, were drawn by horses. This trough 
was generally cut in the ground and lined with stone or wood; into 
it the ore was thrown and water was turned. Such contrivances, 
known as puddlers, were, however, only suited to intermittent and 
consequently small-scale work ; they cannot be said to have any place 
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in present-day^practice. The clay was carried away in suspension, 
cleaned ore remaining to%e lifted out when the washing of a charge was 
complete (Fig, 7), 

At the Kimberley diamond mines an improved form of puddling machine 
for washing the decomposed blue ground is used (Fig, 8), which consists of 
an annular iron trough or pan, of 15 ft. diameter outside and 8 ft. diameter 
inside, set on pedestals. At the outside rim — where the material is fed 



with a proper amount of water to form a pulp of thick consistency — 
the depth of this pan or mixer is about 18 inches, and at the inside about 10 
inches. Around the trough so formed a system of paddles attached to a 
central spindle rotates about 10 revolutions per minute, the paddles being 



so set that in addition to stirring the material they tend to force the solid 
portion of the pulp outwards, while the resultant muddy suspension ove^ 
flows inwards. The paddles accordingly act against the flow. The per- 
centage of heavy material finally remaining is about 2 — 3 per cent pf 
the weight of material originally fed. This concentrate accumulates till 
the pan is considered to be reasonably full — ^reasonably, having regard to 
the fear of casting out diamonds — ^when the feed is stopped, and the 
accumulation removed through a slot opened in the pan bottom, to * 



wbieli slot all is brouglit by a ploiigb lowered from one of tKe rotating 
arms. % 

It sliould be remarked that, ordinarily, puddling is trfken to be the 
operation by which fine, dry or stiff material is mixed with water to form 
a uniform sludge, as when forming mortar, or bringing dumped residues 
again into the condition of pulp for retreatment. Puddling machines 
and drum washers may be used equaUy well for such a purpose. 

SORTING, HAND-PICKING 

Sorting or hand-picking is the separation of different constituents or 
classes of ore by hand, taking advantage of those mineral characteristics 
appreciated by the eye, namely colour, lustre, and appearance. It is, 
in short,' the hand-dressing of ore, distinct from the more extensive 
^ mechanical dressing. 

The aims of this operation are : where possible, to pick out pieces of 
ore clean enough for direct metallurgical treatment, these thus escaping 
the loss and avoiding the expense of further dressing ; to sort out pieces 
of gangue so obviously worthless that any further work upon them would 
be futile ; and to pick out and keep separate those different minerals of a 
complex ore, or those different classes of a simple ore, which the ordinary 
milling operations could only result in more intimately mixing. 

Concerning the first aim ; galena, blende, chalcopyrite, native silver, 
etc., frequently occur in their respective deposits in pieces large enough 
to be hand-picked. The second aim can almost invariably be realized, 
since only with verv low-grade ore can waste not be sorted with ad- 
vantage ; ordinarily, in addition to that picked out underground, a per- 
centage amounting often to twenty and more, may be sorted on surface. 
The third aim is particularly possible of realization^ with complex ores 
containing two or three such minerals as galena, blende, pyrite, and 
chalcopyrite, in a coarse state of aggregation (Figs, 235, 284) ; but also 
with massive simple ores of copper and iron. 

In addition, when sorting, the opportunity is taken to remove such 
' minerals and foreign materials as would likely interfere with the smooth 
running of the subsequent operations, namely : pieces of steel which might 
cause breakage in the crushing equipment ; wood shavings and chips 
which might cause choking of pipes and spigots, or the blinding of screens ; 
and occasional pieces of such minerals as might interfere with subsequent 
metallurgical treatment, pieces of stibnite from a gold ore being prepared 
for cyanidation, for instance. The very gratifying effect of these appar- 
ently jtninor attentions must be credited to tne op|)ortumties provided 
*by the .sorting equipment. 
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It will be apparent that hand separation might under certain circum- 
stances be the only, serration. Such cirfumstances would obtain where 
the mine was stiiall or in its early stages, or where the ore was massive and 
required a division into such classes as the human intelligence alone could 
make. In the first case, the lump ore would be broken by sledge hammers 
— weighing about 10 lb. and worked two-handed — when opportunity 
would be taken to pick out the pieces of mineral and to discard those of 
barren gangue (Fig. 284). This operation of sledging would be followed 
by a similar one with a spall hammer weighing about 6 lb., when a further 
separation would be made. Following spalling would come the operatiqn 
of cobbing y which consists in using a chisel-edged hammer — weighing 
about 3 lb. and worked single-handed — deliberately to break oid from 
waste. All these three minor operations go to make the complete hand 
separation, though the term cobbing is sometimes used for the whole 
operation ; hand-picked ore is, for instance, often known as cobbed ore. 

Hand separation, though satisfactory upon large material, is so ex- 
pensive when applied to smalls that it cannot be continued upon material 
less than 0-5 in. in size. Yet, though hand-breaking produces relatively 
little fine material, a large proportion of the ore would quickly reach that 
limit of size, and so escape beneficiation were only hand-dressing applied. 
Moreover, the capacity of hand labour to cob ore is very limited, not 
reaching more than about 1 — 2 tons per man per shift, depending upon 
the hardness. Where, therefore, the ore is hard or the quantity great, 
mechanical breaking must be called in, employing which, a larger amount 
of fine unsortable material is made and mechanical separation becomes 
more than ever the rational procedure. With such mechanical means 
once installed, hand separation becomes limited to the early stage of 
dressing — which is its ordinary position in present-day practice — and is 
not continued down to the same small size as before. Often, indeed, it 
is entirely superseded by mechanical dressing. 

Exceptionally, where the ore is massive and sorting would hardly be 
justified by the small amount of waste present, it may be desired to 
keep different classes of ore separate ; hand-dressing then would still be 
an important and extensive operation. At the Rio Tinto copper mines, 
Spain, for instance, smelting ore, leaching ore, sulphur ore, and quartzose 
ore, are separated by hand, while at the Gellivara iron mines, Sweden, 
several classes of ore are separated according to the sorter’s estimate 
of their phosphorus content. 

Sorting Appliances 

Sorting or picking can to a limited extent be done at the foot ^f the 
grizzly on to which Ihe ore coming from the mine is first delivered, The*^ 
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oversize from this gmdy then falls upon an iron-plated fl«or where it is 
clean^ by water jets, the larger lumps broken,* and opportunity given 
for discai^ waste. If, however, this grizzly be small in width, as those 
situated in the head-frame usually are, sorting becomes intermittent, 
consequent upon the intermittent arrival of the ore. Moreover, as ore 
usually arrives both day and night, some sorting must of necessity be done 
by night, whereas it is best done by day only, since artificial light is often 

from ShdF^ 



inadequate for sharp discrimination. Sorting under such conditions is 
very inefficiently performed and of doubtful advantage. 


Sortimi Floors . — The same general design as that described above, when 
developed to provide the necessary facilities for the operation, becomes 
a sorting floor (Fig. 9). The grizzly is then increased by placing several 
sections ^ide by side, the iron-plated floor at the bottom being extended 
similarly. Such a floor is served by a track running along the top of the 
permitting the ore to be dumped where the ^oor happens to be 
free ; moreover, the ore arriving from the mine may be tipped into a bin 
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'em*. 

to be drawn afterwards during the day-time only,, no sorting tJien bang 
necessary at night. The grizzly bars, set at an angle of about 45°, are about 
12 ft, in length^and 1 J in. apart. At their lower end is a drop of one foot 
or so on to the iron plates, this drop giving opportunity for the oversize to 
collect, the undersize passing directly to a bin beneath. This collected 
oversize is then pulled apart with rakes and cleaned by the play of water 
jets, while the large lumps are sledged. Picking is then undertaken, the 
different finished products, clean ore or waste, being lifted into trucks* 
running upon the floor, while the mixed or milling ore remaining on the 
floor — this being generally the greater bulk — ^is shovelled into the mill-biij., ‘ 
The water which runs off from such a floor is generally led to a tank for 
the fine solids to settle, this material being periodically removed and 
delivered at some point lower down the treatment. 

Such floors are simple and efficient, though with so little mechanical 
assistance they are expensive in labour. They have been used extensively 
on the Witwatersrand for sorting waste from gold ore, and at Rio Tinto, 
as mentioned above, for separating the crude ore into several different 
classes. 

Sorting Tray . — The sorting tray is an iron-lined tray placed at the 
bottom of the head-frame grizzly, or immediately following a breaker. 
Suspended by rods, ropes, or chains, this tray lies at an angle of about 10° 
from the horizontal, and is free to take a backward motion against gravity 
and a forward motion with gravity (Fig. 10). This reciprocating motion 
is imparted either by an eccentric — when the momentum of the particle 
on the. movement downward works with gravity to secure a progression of 
the material — or by a cam which releases the tray at the end of the back- 
ward stroke, the tray then falling forward to be arrested against a stop 
while the ore moveji onward by reason of its acquired momentum. The 
amplitude of the reciprocation varies from 2 in. to 8 in., and the speed 
from 80 to 250 reciprocations per minute, the smaller amplitude going 
with the greater speed. 

The length of such a tray may be anything from 10 to 25 ft., and the 
width from 3 to 6 ft.', depending upon the width of the grizzly. The 
length largely depends upon the space available, and, when these trays 
are used to convey the coarse material to or from the breakers, also u^n 
the desired distance of conveyance. 

Sorting is performed as the material passes down the tray, water bping 
played upon it during passage. When placed below the head-framtf grizzly, 
the irregular arrival and heaping of the material at the head of the tray 
places this part at^a disadvantage for sorting, while night sorting must 
also be done if ore is drawn during the night. When placed below a 
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the curcumstances 6m oonsideiably better, but tjje appliance is still &r 
from ideal. * 

9 



Sorting Trays.— Diagrammatic Longitudinal Sections. Pi-ogression of the material 
is brought about by repeated shakes. Such trays can accordingly be used as feeders, 
for instance, to breakers. They arc convenient in that a man at work can stand 
up, but being heavy and burdened with ore, they strain themselves and their 
support (p. 26 ), 

Sorting Tables, —Boxtmg tables may be stationary oj revolving. They 
possess the advantage over floors that the material to be sorted is displayed 
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Stationary Sorting Table. — Diagrammatic Cross-section. Tables of this type, but 
simfle, are also used for* cobbing, the iron-plated top making a good anvfl for 
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at a convenient height. The stationary table is the simpler appliance, 
but one necessitating a good deal of handling and of limited capacity. 
It is generall/ a long table covered with iron plate and inclined slightly 
to one side (Fig. 11). At the foot on the lower side is a trough having 
a false bottom of perforated plate. The screened ore, arriving in trucks 
along a track running on the other side of the trough, is tipped into this 
trough where it is cleaned by water. When clean it is shovelled on to the 
table, the waste then being picked out and thrown behind into a truck, 
while the ore is drawn by a scraper to drop into a bin below. If pieces of 
rich ore can be picked out separately, these are dropped into special 
baskets or pockets. The actual sorting is done from the far side of the 
table, the width of which is about 3 feet. The length of thfe table 
determines the number of operators, and consequently the capacity ; one 
man is usually required for every 4 ft. or so of length. 

Another design of stationary table is octagonal in shape, the crude 
ore arriving down a central chute. Sorting is then performed as the 
material is drawn towards the periphery by rakes under a spray of water, 
an appropriate number of operators participating. • 

The revolving table represents a considerable advance both in con- 
venience and capacity. It is the stationary table bent round a circle and 
made capable of rotation around a vertical axis (Fig. 12). The outside 
diameter of the annular sorting space so provided varies from 15 to 
25 ft. When the operators stand outside only, which is the mor<} 
usual practice, the sorting width is from 24 to 30 in. ; but when they 
stand both inside and outside, as they sometimes do with larger tables, 
the width is proportionately greater. The surface is not usually quite 
horizontal but slopes towards the operator to permit any water to drain 
into a launder. Where sorting is done from the inside as well as from the 
outside, the table ]^as a double slope. If a flat table is used, there are holes 
in the plated surface down which the water may drain. 

The tables of smaller diameter are generally supported upon an in- 
verted umbrella-frame radiating from an upright shaft at the centre, 
through which shaft rotation is communicated. Tables somewhat larger 
may be suspended like a merry-go-round, from above. Those still larger, 
having a circular track fixed to the reverse surface, are supported upon 
rollers placed at regular intervals around the circle, rotation being com- 
municated by a driving pinion engaging a peripheral rack (Fig. 13). 
Whether large or small, the speed at which sorting tables are is 
determined by the rate at which sorting can be done, and a peripheral 
speed of 20 — 30 ft. per minute is common. At that speed one. operator 
can overlook about 3 — 5 ft. of the circumference. ^ 

The ore usually delivered to the table is the oversize after a first screeniftg 
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has separated the unsortable fineii 
Generally this oversize has been machine 
broken before delivery to the table, but 
sometimes, except for the sledging of 
larger lumps, it is delivered unbroken. 
Where machine breaking has been 
applied, the broken product may have 
received a second screening before being 
sorted, but this practice is not general. 

The ore arrives on the table eitker 
directly from a grizzly or trommel, or 
from a breaker. Before arrival it has 
been washed or wetted to the extent 
necessary. Passing in front of the 
operators the clean ore and the waste# 
according to the particular practice 
followed, are picked out and placed in 
separate pockets, while the mill ore, 
which generally constitutes the great 
bulk, passes on to be eventually 
ploughed ofE into a bin. Since each 
operator must be able easily to place 
the picked material into its proper 
pocket, there may be quite a number 
of pockets around the periphery, though 
those for each particular material woidd 
lead into one bin. Tables using both 
the outside and inside rims have some- . 
times a projecting rim at the crown, 
making a double table on which two 
separate materials may be sorted con- 
currently, the larger from the outside 
and the smaller from the inside. 

Where only one separation is made, 
namely, waste from milling ore, or clean 
ore from milling ore, simplification of 
bin construction is obtained when the * 
table width is divided between two 
decks, the upper, that farther from 
the operator, serving as a sheH |ipon 
which the material picked qut may , 
be placed. This material can , 
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likewise, be ploi^hed off into its proper bin, the J)in arrangements being 
thereby much simplified. Such a table is described as a double-decked 
table. With some larger tables served from the inside as well as from 
the outside a raised central portion is sometimes made a common shelf for 
the waste from both sides. 

The capacity of these sorting tables is large and proportional to their 
width, that of a 30 in. table being about 40 tons per hour, provided the feed 
be continuous and regular. The length around a table determines the 
completeness of the sorting accomplished, the larger the circle the greater 
*tbe number of possible operators and the more thorough the work. If 



Rubber Sorting Belt. — This bolt runs upon idlers, those supporting the upper half 
being set at an angle to trough the belt sufficiently but not excessively ; in addition, 
special guide -idlers spaced at greater intervals keep the belt properly to its course. 
The idlers supporting the return half of the belt lie flat. 

A sorting belt differs from a conveying belt, in its shallower trough ; in its more 
frequent support upon idlers, these occurring roughly every 3—4 feet instead of 
4-^ feet ; and in its slower speed, 30 — 40 feet per minute agailist 150 feet per minute 
at least (p. 31). 

more than one material is picked out, different operators may devote their 
attention to different products. 

Sorting Beks , — If it be required that the sorting appliance deliver the 
milling ore without transporting it, the sorting table possesses advantages ; 
but if it be desired that at the same time the ore shall be carried forward or 
raised, the sorting belt is the appliance to install. This belt is an ordinary . 
conveyer belt having a rubber surface on a canvas backing (Fig. 14). Its 
>width is usually from 24 to 36 in., and its length dependent upon tiie 
distant to be traversed. It runs at a speed of about 30 ft. per minute^ 
liffeiihg in this respect from the conveyer belt which runs many 
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faster. In order to cojitain the material, the belt is troughed upon idle 
rollers ; the material at the centre is in consequence not so well displayed. 
The shallow depth at the sides also affects the capacity, and a belt has 
in consequence a somewhat smaller capacity than a table of the same 
width and running at the same speed. To minimise these disadvantages 
the belt is not troughed so deeply as for conveyance pure and simple. 
With sorting belts also, the disposition of pockets at intervals along the 
length makes collection of the material into bins more difficult, though 
this difficulty may be surmounted by having a separate belt to carry 
away and deposit in one place the material picked out (Fig. 16). 

Belts have, however, some compensating advantages. Instead of 
being set downwards like the shaking tray, or horizontally like the table, 
they may, within the limit of about 15®, be inclined upwards, height being 
thereby gained. This upward inclination also permits entrained water to 



drain away ; washing may even be performed on the belt by playing water 
on the first portion. The belt is also in many cases a conveyor, and any 
such service must J)e recognized as one of its advantages. In obtaining 
these advantages more power is required than with tables. 

Instead of rubber belts, a string of articulated metal trays passing 
around polygonal sprockets, is sometimes used where the large size or 
abrasive character of the ore would make rubber too expensive (Fig. 15). 
Such belts run at a slower speed than rubber belts and consequently for 
the same width have a smaller capacity ; even then wear and repair are 
considerable. They are largely used on collieries chiefly because being flat 
and wide the material is well displayed. 

As with tables, the operators may stand on one side or on both ^des, 
the latter procedure justifying a wider belt; the capacity again^depends 
upon the width and the speed of running, while the completeness of sorting 
depends upon the length. Exceptionally, at some coifieries, ancj^with a 
wide steel-belt, the operators stand upon the belt. ^ 
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Rimnd. The extent to which sorting is carried depend| largely upon 
the quality and the aggregation of the ore. * 

If the ore is rich there will be some pieces of high value and others 
containing practically nothing. With this wide range in value there will 
usually be an equally pronounced difference in appearance, and more ex- 
tensive sorting becomes possible ; moreover, rich ore-bodies are generally 
small and in consequence more waste is broken with them. On the other 
hand, when the ore is poor it is usually less distinguishable from the 
waste, in addition to which, poor ore is generally associated with a large 
•o^p-body and the proportion of waste unavoidably broken with it is small. 

The dependence upon aggregation arises in that the ore may be coarse- 
grained or fine-grained, the former permitting closer sortmg ; in that it 
may be simple or complex, the latter calling for closer sorting where the 
grain allows ; and in that it may occur as veins of high-grade mineral 
„ traversing worthless gangue on the one hand, or as a regularly impreg- 
nated mass on the other, the former permitting, the latter defying any 
separation by hand. 

As already stated, when no mechanical dressing is done, hand separa- 
tion may be continued upon ore as small as half an inch. Where, however, 
mechanical dressi^ is practised, the extent to which sorting is carried’ 
apart from considerations of quality and aggregation, depends upon 
the cost of the operation in relation to that of mechanical dressing. In 
turn, the coat of sorting depends largely upon the lower limit of size to 
which it is carried ; whereas it might cost Is. 6d. per ton sorted out when 
this limit was — 2 in., it would probably cost 48. per ton sorted out 
from material between that size and 1 inch. There are, however, many 
plants where mechanical dressing costs less than this latter figure, and in 
such cases to pick material as small as one inch would be to exceed the 
economic limit of sorting. 

It will be realized that into this question of the relative cost of the 
two operations the price of labour will largely enter ; if that commodity were 
cheap and mechanical appliances costly, it would be rational to use hana 
separation to an extent otherwise not justifiable. In this same question 
the extent of the necessary plant is a considerable factor. To sort material 
having a minimum size of 1^2 in. does not make any large daman,! for 
plant, but where material finer than this is sorted, two stages to the opera- 
tion are necessary, since fine material is not adequately displayed in the 
presence of coarse (Fig. 16). The additional plant thus rendered necessary 
would often cost more than an appropriate enlargement of the moalian.ani 
dressing plant, and to install it would be to carry sorting too far. 

Finjlly, the extent to which sorting is carried depends also upon 
ifrhether clean smelting ore or whether waste is being picked out. If it be 

ft 
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the former, sorting must be credited with the fact that such ore will escape 
the losses inherent to mechanical dressing, and the operation can be 
carried farthef on that account. If it be the latter, sorting must be 
debited with the fact that discarded waste always contains some mineral, 
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discarded by sorting, the percentage at the richer <nines beiilg higher than 
that at the poorer mines, some of the latter not sorting aj all ; the cost 
per ton sorted out is about Is. 4d., each native operator separating about 
3 tons per day. At Tonopah, Nevada, treating a siliceous silver ore, the 
mines in the early days sorted some 20 per cent of shipping ore and 12 
per cent of waste, the former at a cost of about 48. per ton and the latter 
at about 2s. per ton, each operator separating about 5 tons per day. 
Similarly, at Cobalt, Ontario, where native silver is largely the valuable 
^constituent, 2 per cent of rich ore was picked out containing half the 
sih^er. At the North Star gold mine on the Mother Lode, California, where 
the ore-body consists of auriferous quartz veins in slate, much of the latter 
being broken, 10 tons per man per shift has been sorted out, about 35 per 
cent of the crude ore being thus removed as waste. The Lake Superior 
copper mines, Michigan, generally discard but little waste by hand, this 
'^heing also true for the large disseminated-copper deposits around Arizona. 
Other copper mines, however, discard as much as 15 per cent, besides 
separating an amount of smelting ore. At lead mines as a rule less sorting 
is done, because galena, being heavy and generally granular, is readily 
recovered by mechanical dressing. The same may be said of zinc, though 
on the Wisconsin field about 10 per cent of waste is discarded. Where, 
however, lead, zinc, and copper ores occur together, it is usual to find as 
much as possible of these ores separated by sorting. With tin ores very 
little sorting is done 'because, on the one hand, none could be picked out 
rich enough for direct smelting, and, on the other, it is generally most 
difficult to discriminate between ore and waste ; exceptionally, at some 
of the rich mines in Bolivia different classes of ore may, however, be 
separated for different treatments. With respect to iron, at Lake Superior, 
at Cleveland, Yorkshire, at Bilbao, Spain, and elsewhere, the amoimt of 
material separated at the dressing floor as worthless may vary from 2 per 
cent to 25 per cent of the ore mined. 

In conclusion, sorting, which requires only a relatively cheap instal- 
lation, cheaply removes a substantial amount of material from the ore 
passing to the more costly mechanical-dressing plant, which may be 
smaller in consequence. Smaller size of that plant also follows from the 
fact, that in removing the extremes of rich ore and waste, the ore 
to be meclianically dressed is maintained more regular in value, a condition 
under which all the machines work best. Sorting, therefore, stands towards 
mechanical dressing much as dressing itself stands towards metallurgical 
treatment, and the arguments for and against the adoption of sorting are 
very similar to those for or against dressing in general. 
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COMMINUTION 

Comminution is the whole operation of reducing the crude ore to thjB fine- 
ness necessary for mechanical separation, or for metallurgical treatment ; 
for mechanical separation it effects the release of mineral from gamgue ; for 
metallurgical treatment it exposes the mineral so that attack by solution 
is possible, or it brings the ore to a size proper for fusion. Familiarly, • 
Comminution is spoken of as Crushing, though that term may be reserved 
for the main and not the complete operation. 

Complete Comminution may be divided into the following ttree stages : 

Preliminary Comminution, or Breaking. 

Primary Comminution, or Crushing. 

Secondary Comminution, or Grinding. 

Breaking 

Breaking may be considered to be that preliminary stage of comminution 
which rarely sees any adequate release or exposure of the mineral (Figs. 
44-50). It is effected by machines which apply pressure and work dry. 

In certain initial stages of a mine’s existence, or in places where labour 
is cheap and machinery dear, breaking may be done by sledging, spalling, 
and cobbing. By these means I — 3 tons may be broken per man per day 
at a cost of Is. fid. — 4s. per ton. With a capacity so low and a cost so 
high, the possibilities of thus breaking by hand are strictly limited. In some 
respects, however, it possesses advantages over machine breaking, in that 
it does not make so large a proportion of fines, and the blow may be 
directed with intelligence. These advantages are particularly appreciated 
when hand-picking is the only separation employed, or when the resultant 
material is to be roasted in heaps. Where, however, the ore is hard or 
the quantity great, breaking must be done by machinery. 

Breakers 

Breakers are of three types, namely, Reciprocating or Jaw Bteakeri^, 
Gyratory or Cone Breakers, Revolving or Disc Breakers. 

36 
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RedproccUing or Jaw Breakers , — ^In these marines the tore is broken 
between a fixed and a moving jaw as the latter advances towards the fonner, 
while discharge takes place u 2 )on the succeeding retirement, when also 
fresh ore enters in readiness for the next advance (Fig. 17). By far the 
greater number of these machines are of the type known as the Blake Crusher, 
In the standard makes of these machines the reciprocating movement of 
the jaws takes place within a massive iron or steel frame of rectangular 
shape. At one end of this frame the fixed jaw is held vertically while the 
moving jaw liangs from bearings situated on the frame — at an angle of 

— 20'^ toward the fixed jaw. In these relative positions the larger 
opening between the two jaws at the top is the mouth,” the smaller open- 
ing a^ the bottom is the “ discharge,” while the space between may be 
spoken of as the throat.” 

The moving- or swing jaw, as it is termed, is maintained in this inclined 
position by a toggle-plate behind it, a piece so named because it takes part ^ 
in the toggle action which is the feature of the machine (Fig. 19). The 
other end of this toggle-plate has its seat on an upright central member 
known as l^e pitman, which in turn is kept in position by another toggle- 
plate behind it, this second plate having its far seat fixed in the back of the 
frame. This pitman acts as a connecting rod between a heavy eccentric 
above and the toggle-plates below, raising the central toggle-seats till 
the plates approach the horizontal and then dropping them again, at each 
revolution of the eccentric shaft. As the pitman moves upwards the toggles 
spread at a constantly diminishing speed but with an ever-increasing 
force, outwards. Since also the far toggle-seat is held immovable in the 
framework the entire spread of the toggles is conveyed to the swing jaw. 
When the advance is complete and the pitman descends, the swing jaw is 
pulled back by a tension rod actuated by a stout spring or indiarubber 
buffer, its own weight helping. Discharge of the bijoken material then 
takes place, new material slipping in at the mouth. The eccentric shaft, 
having upon itself the driving pulley and being therefore the driving shaft, 
makes 160—250 r.p.m. in the larger machines, and 250—460 r.p.m. in 
the smaller, uniformity of effort during the revolution being maintained 
by two heavy fly-wheels, one on each side of the framework, which absorb 
energy during the retirement to give it out upon the advance. The actual 
speed at which a given crusher is run depends upon the hardness of the ore, 
a lower speed being effective with softer ore. 

The dimensions of the two jaws and their disposition to one another, 
determilie the size of material which the machine will take and the amount 
0 size-reduction it will effect (Fig. 17) — the amount of size-reduction is 
expre^ed by the ratio between the size of the “ feed ” and that of the 
product. In particular, the length and width of the mouth determine 

i. 
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the size of the feed, th^ former being the dimension from side to side of 
the machine, and the latter that from jaw to jaw. Ordinj^ily, the width 
is from 10 to *24 in. and the length 1*5 — 2 times the^width, though both 
smaller and larger breakers exist, some indeed having a jaw-width of 60 
inches. 

With regard to the discharge, while the length of this opening is the 
same as that of the mouth, its width is but a fraction of the mouth width ; 
moreover, the discharge width varies from a maximum upon the complete 
retirement of the swing jaw to a minimum upon its farthest advance, the 
amount of this movement varying from 0*5 in. in the smaller sizes to as * 
much as 3 in. in the mammoth sizes. The maximum width is taken as the 



Jaw Breaker (Fig. 17). — Diagram illustrating thn relative positions of the crushing 
faces. The face of the swing jaw produced upwards should pass under the axis of the 
shaft from which that jaw is hung, or at least not over that axis, for the movement of 
the swing jaw around an axis situated so low would have too large a component of 
lift and a smaller horizontal component. The harder and tougher the ore the greater 
should be the ratio of the de2)th of the crushing throat to its width (pp. 37, 38). 

Jaw Breaker (Fig, 18).— Diagram illustrating the beam action made i)OBsible by 
corrugating the jaw plates (p. 41). 


“ set ” of the machine, this set being usually 1|— 3 in., but with exceptionally 
large machines as much as 6—9 in. The relation between the mouth width 
and the set determines the size-reduction, this being generally about 4. 

The depth of the crushing throat is an important factor, since with 
given dimensions of the mouth and discharge, the angle of the swing jaw 
from the vertical will depend upon this depth. At an ordinary angle, 
16® — 20°, and with the ordinary size-reduction effected, the depth is 
usimlly 2 — 2-6 times the width of the mouth. When the depth is less the 
.swing jaw becomes more inclined, and there is a tendency for the material 
to be lifted instead of being seized ; a shallow machine, though proper for 
weak material such as limestone, would not therefore be suitable ior ore. 

It is seen that breaking is done only upon the upward strok^bf the 
pitman, corresponding to the advance of the swing jaw ; accor ding ly^ the 
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macbine is mtermittent in its action, breaking oijjy half th« time. * It is 
therefor that the fly-wheels are so essential. During the re^^irAment of the 



A Eccentric Shaft 
B Draw, back Rod 
C Adiusting Bolts 
D Wedge Cotters for Eccentric 
E DraW'back' Rod Bolt 
F Draw'back Springs 
G Cotter Bolts for Swing Jaw 
H ^olts for Toggle Blocks 

37 Bearing for Eccentric Shaft 
iFrame). not shown 
30 Top Bearing for Eccentric 
Shaft (Pitman) 


1 Mam Frame (Cast Steel) 

2 Cap for Swing Stock Shaft 

3 Eccentric Shaft Bearing Cap 

4 Cheek Plate (Top) 

4a Cheek Plate (Bottom) 

6 Swing Stock 

6 a Shaft for Swing Stock 
6b Bush for Swing Stock 

7 Wedge for Swing Jaw 
g'l [ Togg’e CiBhions 

' 9 Pitman (Can Steel) 

Fig. 19. 


1 0 Bottom Bearing for Eccentric 

1 1 Pitman Grease Covers 

1 2 Lower Swing Jaw Fact 
12a Upper Swing Jaw Face 

13 Lower Fixed Jaw Face 
13a Upper Fixed Jaw Face 

14 1^Iet 

1 5 Adjusting Wedge 

1 6 Adjusting T oggle Block 

17 Flywheel 

1 8 Driving Pulley (not shown) 


CastHSteel Jaw Breaker (Hadfield).~-This illustration shows : flame reinforced by 
ribs ; swing jaw well extended upwards to keep the ore from flying into the mechanism, 
and jaw-plates steep at the top where the pieces are seized and given their first break ; 
jaw-plates corrugated, reversible, and sectionalized ; bearings for eccentric easily « 
removable (p.^37). 


jaw, ^ergy is stored in these wheels to be of assistance ^en the heavy 
work 0# breaking has again to be met. Moreover, putting forth a doubled 
efiort while working half time, the machine must be doubly strong ; in 
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addition to a ifirm foundation, the frame must be solidly cast or strongly 
braced, otherwise it will not withstand the immense stresses developed. 

The most serious of these comes on the pitman, which, as it draws the 
toggles up to do their heavy work, is in tension — except where nipped by 
the toggles. The stresses it has to bear are, moreover, irregular, since 
it is rarely that the entire width of the jaw is at any one time equally 
engaged. To meet them it is made massive, generally of cast-iron in the 
smaller sizes and of cast steel in the larger sizes, but even with generous 
dimensions it occasionally fails. Uneven stress across the jaw has been 
minimized in one design by dividing the entire machine into two halves 
down the centre, so that within the same frame two narrow crushers exist 
side by side, working in unison ; but this construction has not* been 
endorsed by wide adoption. , 

The swing jaw more rarely fails since the tensile stresses to which it is 
subject are not so great as with the pitman ; it is pushed up to its work. • 
Moreover, since it neither hangs from a revolving shaft nor is raised and 
lowered at each revolution like the pitman, its weight may be greater 
without causing undue friction or irregularity of effort, and it ^lay conse- 
quently be made most massive. Being inclined, it has a longer face than 
the fixed jaw, in addition to which, it extends upward to hang from a shaft 
usually placed high enough that the upper portion of the swing jaw 
becomes a bulwark against the flight of ore into the driving mechanism, 
and assists entry into the crushing throat. With the idea of securing a 
better entry, in one new type of machine the fixed jaw is inclined in the 
direction of the incoming feed, while the swing jaw hangs vertically. 

Next after the pitman the eccentric shaft is liable to receive hurt 
when undue stresses are set up, as, for instance, when a hammer-head 
passes into the throat. When such happens, unless provision be made, 
either the pitman Iv'eaks or the eccentric shaft becomes bent. To escape 
these costly injuries some cheaper breakage is usually provided. For 
instance, in some designs the driving pulley is not keyed to the eccentric 
shaft but bolted to a collar or to a fly-wheel which is so keyed, this weaker 
connection becoming sheared by excessive stress. Or, the toggle-plate may 
be constructed of two overlapping halves riveted together in such a manner 
that an undue stress shears the rivets. 

Speaking of the machine as a whole, the jaw breaker is simple, reliable, 
and requires little height. On the other hand, it is heavy, and a firm 
well-braced framework is necessary for its support, or a destructive vibra- 
tion will develop. Large crushers of this type are, therefore, set bn solid 
foundations, rock or concrete. 

Apart from breakage there is wear of the breaking faces. Thiu wear 
is taken on special jaw-plates wedged or bolted into position on the actual 
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jaws and easily removable. To prevent these platps from bfeaking, their 
seat upon the jaw is made perfect, either by running in soft metal behind 
them or by planing the faces. Ordinarily the jaw-plates present a plane 
surface to the ore, but in the larger sizes a corrugated surface is often used, 
the solid angles of such corrugations being usually 90°, and the pitch from* 
2 to 6 in., or more, the larger fibres applying only to very large breakers 
(Fig. 18). With such corrugation, a large piece spanned across any two 
ridges of one jaw would be readily broken at its middle by the advance of 
an opposing ridge. Beam action and consequent tensile-stress will effect 
quite readily what pure compression would find great difficulty in doing; 
rocks are weak to tensile stress and strong against compression. 

Most wear taking place at the bottom these plates are usually so shaped 
)hat they ean be reversed. In the larger sizes this endeavour to minimize 
he weight of metal discarded in worn plates is carried further by making 
hese plates sectional, the sections interlocking when in position but easily 
cmoyable (Fig. 20). With the same idea large plates are ribbed at the 
lack instead of being solid right through. 

Just as the jaw-plates protect the jaws, so the sides of the throat are 
lined with what are known as cheek-plates which preserve the main frame, 
these being shaped to suit the dimensions of the throat ; extending above, 
they also preserve the top of the frame and incidentally prevent ore from 
leaping the side. 

To set the width of the discharge to any desired figure, and at the same 
time to keep this set constant through all conditions of plate wear, appro- 
priate adjustments are provided. To this intent the far seat of the back 
toggle is laid in a wedge-shaped block capable of being moved forward or 
backward, by the up and down movement of a wedge behind it ; as this 
toggle seat is moved forward or backward, so also is the swing jaw. In 
addition, the toggle-plates may be changed for others which are longer or 
shorter, this change constituting a rougher adjustment. 

Concerning the material of which these machines are constructed, it 
is usual to find the frame of cast-iron when the machines are small, and of. 
cast steel when they are large. Cast steel, with suitable strengthening ribs 
or bolts, permits a reduction in weight by about one-half (Figs, 19, 20). 
The swing jaw, pitman, etc., being similarly of cast iron or steel, the whole 
machine, including the two fly-wheels, is very heavy, a size with a mouth 
10"x 20" weighing about 8 tons, and one of 24"x36", when of steel, 
weighing about 40 tons. With a cast-iron frame the weight of a breaker 
expressed in tons is about the same figure as the capacity of the machine 
expressed in tons broken per hour. 

The material of the jaw-plates must be chosen to suit the ore. With 
a material so brittle as Kmestone chilled cast-iron would have a sufficiently 
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long life, an^ being clviap would probably be preferred. With hard ore 
manganese steel, costing almost four times as much, would probably be more 
econofhical, while chrome steel and forged steel would suit intermediate 
conditions. In the form of jaw-})lates manganese steel would cost about 
6d. per lb., forged steel 4d., cast steel 2Jd., and chilled cast-iron about IJd. 



Fig 20. 

Sectionalized Jaw Breaker (Joshua Hendy) —Frame held together by strong 
bolts ; interlocking and interchangeable jaw-plates (p. 41 . 


per pound. The ordinary amount of wear, including the weight of metal 
in the discarded plate, is about 0*1 — 0*2 lb. of average steel per ton broken. 
Of manganese steel, which if properly heat-treated is extraordinanly tough 
rather than very hard, the consumption by wear would be substantially less. 

The capacities of these breakers vary from 6 tons per hour fot a small 
size, to as much as 500 tons per hour for the mammoth sizes ; for common 
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sizes it is generally about 0-1 ton per square inch oi mouth ai«a. In rela- 
tion to power, the capacity varies from 0*5 ton per hour per horse-power 
installed, in the smaller sizes, to 2 tons in the larger sizes, with an average 
of about one ton. Breaking finer than in. the capacity of a machine 
drops considerably. 

Concerning the quality of the work done, the product of these breakers 
is not particularly regular, partly because the discharge opening varies 
in width from a maximum to a minimum, but also because long flat 
joieces may pass. It is sometimes stated that a more regular product, 
is obtained by passing all the ore, fines and lumps together, through the 
breaker^ keeping thereby the throat so filled that flat pieces have not 



Jaw Breaker, Dodge Type.— Sectional view (p. 43). 

the freedom to align themselves with the length. In general, about 15 
per cent of the product is larger than the set of the machine. 

The cost of breaking by these jaw breakers is generally about 2d. to 
4d. per ton broken, the lower cost being associated with large tonnage. 
With very small plants the cost will be greater still ; with very large 
plants still less. 

Apart from jaw-plate renewals, lubricating oil and bearing metal are 
the principal supplies needed. These are consumed largely to relieve the 
friction of the eccentric shaft and the toggle bearings, adequate lubrica- 
tion^ of these members being most necessary. 

A. sebond type of jaw breaker, the Dodge Crusher ^ is in many re- 
speefe similar to the Blake ; it has the same principal parts all con- 
tain^ 'vithin the same massive rectangular frame (Fig. 21). It differs, 
however, from the Blake in that the moving jaw is not humr from above 
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but supported from bfJow, wMle the connecting rod, instead of being a 
central vertical member depending from the eccentric shaft, is at the far 
end of the machine and sits on that shaft, its motion being conveyed to the 
jaw by a massive bell-lever of which the jaw is actually the short arm ; 
moreover, the toggle-plates are absent. The eccentric shaft is again the 
driving shaft, and again there are two heavy fly-wheels. 

The principal difference caused by the above reversed disposition of the 
principal parts is that the movement of the swing jaw is greatest, say | in., 
at the mouth, and least, say J in., at the discharge ; with the Blake 
it was contrariwise. This difference has distinct consequences. Since *‘vh.e 
discharge opening remains practically constant, 
the machine delivers a more regular product;* 
but, lacking movement at discharge, it more 
readily chokes and its ca})acity is less. Again, 
the largest pieces being broken farthest from 
the fulcrum and the bell -lever transmitting 
the force being long, this lever requires to be 
extraordinarily massive, and th^ running of 
the machine is very unbalanced. Accordingly, 
Fiq. 22. Dodge Breaker is not made so large as the 



Gyratory Breaker. — 

Diagram illustrating rela- 
tive position of crushing 
faces and the possibility 
of applying beam action. 
The outer ring represents 
the concave plates and the 
fixed jaw ; the inner ring 
represents the conical head 
and the moving jaw ; the 
central circle is the gyrat- 
ing spindle (pp. 44, 46). 


Blake. As an intermediate breaker to obtain 
a regular product it has some application, but 
compared with the Blake it is an unimportant 
machine. 

Gyratory or Cone Breakers. —Jn breakers of 
this type the ore is caught and broken inside a 
ring of concave jaw-plates by the gyration of a 
conical head within that ring (Fig. 22). The 
concaves represent the fixed jaw of the Blake, 
and the conical head the moving jaw. Usually 


the interior concave surface is not vertical but inclines inward like the 


surface of an inverted cone (Fig. 23). 

In the Gates Crusher and similar machines — Gates being the name 
under which these machines became prominent — the concaves are held in 
a. cast-steel shell which constitutes the central portion of the machine. 
Upon this central shell comes an upper shell which, expanding at the 
top, forms a flat hopper to receive the ore and direct it to the centre. 
Across this hopper the machine is spanned by two or three massive arched 
arms, which meet at the centre to form a hub wherein the upper end of the 
spindle carrying the conical head is held. The mouth of the machine is the 


upper annular opening between the concaves and the conical head. The 
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1 Spider Cap 
S Oil Canal 

3 Spider 

4 Hopper 

5 Spider Bolt 

6 Top Shell 

7 Head 

8 Concaves 

9 Middle Joint Bolt 

10 Lower Shell 

11 Door Pin 

12 Door 

13 Bevel Pinion 

14 C&p for Countershaft 

Bearing 

13 Band«Wheel 


List of Parts 

18 Countershaft 

19 Outboard Bearing ^ 

21 Countershaft Bearing 

22 Bolt for Bottom Plate 

23 Brass Wearing Ring 

25 Eccentric 

26 Bottom Plate 

27 Drain Pipe 

28 Overflow Pipe 

29 Steel Bushing 
80 Oil Chambers 

31 Main Shaft 

32 Dust Plate 
38 Oil Cup 

34 Oiling Collar Chain 

35 Bevel Wheel 

Fig. 23. 


30 Oiling Collar 

37 Discharge Spout 

38 Wearing Plates 

39 Canvas Hood 

40 Dust Collar 

41 Feather Key in Main 

Shaft 

42 Lock Nuts on Head 

43 Wearing Ring 

44 Sleeve 

45 Steel Bushing 

46 Annular Oil Ring 

47 Adjusting Nut 

48 Key 

49 Shield for Spider 

50 Diaphragm Liner 


Gsrri^|<fry Breaker (MoCully). — Vertical Section. This illustration shows the 
spin^e hting from above by a nut or collar caught in the central hub (p. 44). 
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width of thi| mouth is^that of this annular opening ; its length is the out- 
side circumference, but as this is divided by the above-mentioned arms, it 
is usual to giVe the length of the segment between any two arms, and the 
number of such segments, whether two or three. The width largely de- 
termines the size of feed the breaker will accommodate ; the long length 
gives great capacity. 

Below the central shell comes a third section, which increases somewhat 
in diameter downwards, its bottom rim being bolted to the foundations. 
On one side of this lower shell the broken material emerges ; .on the other 
the horizontal driving-shaft enters ; while within is contained the lower 
end of the spindle, the eccentric by which it is gyrated, and the driving 
gearing, all these parts being boxed-in by a bottom plate or basal casting. ^ 

The driving shaft, running at a speed of 350 — 500 r.p.m.,.has on its 
internal end a bevel pinion, which drives a horizontal bevel-wheel at a speed 
reduction of about 2-5 : 1. This wheel drives a shaft or journal of large 
diameter borne in a bearing in the basal casting. Inside this journal — 
generally described as the eccentric — the spindle of the machine is held 
eccentrically so that it gyrates at the same speed as the \fheel rotates, 
namely, 140 — 200 per minute, the radius of gyration being 1 — 3 in. 

The conical head, moving with the spindle, gyrates within the con- 
caves, approaching and receding from each section of the entire ring in 
turn. The spindle being held at the top, the greatest movement within 
the crushing throat is, as with the Blake, at the bottom, this movement 
being usually | — 1 in. From jaw breakers, however, this type differs 
essentially in that, whereas in the former breaking only takes place half the 
time yet over the complete surface, with gyratory breakers it takes place 
all the time yet over only a portion of the complete breaking surface at any 
one time. The distinct consequences of this difference are, that the work 
of breaking is do®e more uniformly and, for a given amount broken, the 
maximum stress is less; accordingly a machine of this type is less heavy than 
one of the reciprocating type having the same capacity. In this gyratory 
progress around the circle there is also a rolling motion which tends to 
prevent packing of the material, while, in addition, the convex head is 
able to apply beam action across the concavity (Fig. 22). These crushers 
consequently employ power more efficiently, are generally less troubled 
by packing and choking, and deliver a more regular product ; while for 
the reason given above, and for the additional reason that no fly-wheels 
are required, the same weight of machine possesses considerably greater 
<5apacity. * 

Gyratory breakers are essentially large-capacity machines, no standard 
machines of small capacity being made. This attribute follows <rom the 
relatively great length of mouth, a particular width of mouth’ being 
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associaW with a much greater length in the gyratory than in the recipro- 
cating breaker ^ moreover, the width cannot be increased v^hout at the 
same time increasing the length, the two being interdependent. For its 
full working the gyratory requires to be fed all round the circle, or 
centrally on to the spindle-hub. 

Adjustment of the set of this machine is made by raising the spindle, 
either by screwing it up from above or by forcing it up from beneath. . This 
means, however, does not allow more than about | in. alteration of the 
discharge width, and greater adjustments must be made by putting in a 
nej^r set of concaves. Some operators start a new head low down within 
old concaves, and adjust for wear first by raising the head and then by 
changing the concaves. Unless some procedure of this sort is followed, 
only the lower portion of the head gets worn, and since these heads are not 
reversible, a discarded head contains a large proportion of its original 
weight. To minimise this loss the head is generally made of two portions, 
an inside core of ordinary metal and an outside shell or mantle of the steel 
found best suited to the particular conditions. Sometimes the head is 
made of an lipper and a lower section, but this is seen more often with the 
concaves. Since beam action is obtained by the concavity of the throat, 
corrugated surfaces are not so necessary with these machines as with jaw 
breakers, nor are they much used. One hundred thousand tons is quite 
a reasonable figure to expect the head of a moderate-sized machine to 
crush before being discarded. 

It will be realised that the spindle and the manner in which it is held 
are important elements in this type of breaker. In the early types this 
spindle was supported on a hard-steel button in the bottom plate, which 
button by a screw could be raised or lowered, and the spindle with it. 
To-day, the spindle is more usually suspended from a collar screwed on to 
its upper end, and bearing upon a shoulder in the hub^the spindle being 
raised or lowered by screwing this collar. In either case, in order to avoid 
such angularity as would cause difiiculties in the hub-bearing above and 
the eccentric-bearing below, the spindle is kept as long as other factors 
permit. It is in consequence a long member, and being long it must 
be immensely strong to stand stiff under the tremendous stresses to which 
it is subjected. To meet this necessity it is of greater diameter in its 
central portion than at either end, and on this enlarged portion, which is 
generally polygonal in section, the head is seated. 

Concerning the materials of construction, the body shells are usually 
of cast steel, while the jaw-plates are of manganese steel, chrome steel,* 
forged steel, cast steel, or chilled cast-iron, as the character of the ore and 
the respective costs of these materials determine. The wear per ton is 
ordmrily less than with jaw breakers — probably because of their greater 
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size and capacity — buj the removal and replacement of the plates is 
much more difficult, so that the total repair cost is somewhat higher. 
Should the swindle break, which sometimes happens, the cost of its 
removal and replacement adds heavily to the operating cost ; in addition, 
the withdrawal of the spindle requires considerable height beyond the 
relatively great height of the machine itself (Fig. 24). This is one of 
the disadvantages of the machine. Against it, however, may be set the 
fact that the effort being continuous and the movement circular, no great 
stress or vibration comes upon the foundation, which consequently may 
be less massive. 

In regard to operating cost, while that of repair and renewals is perhaps 



Gsrratory Breaker. — General Outline. This illustration indicates in side and 
front elevations how the bottom plate may be dropped and moved to one side on rails 
when it is desired to lower the spindle (p. 48). 


heavier, that of power is substantially less than with jaw breakers. The 
quantity crushed per horsepower-hour generally varies from 0’6 ton for 
the small sizes to 4 tons for the largest sizes, equivalent to, say, 1*2 tons for 
the medium machines more often found on mines. As to attendant labour, 
these machines being larger units require appreciably less attention per 
ton than jaw breakers, in addition to which, as before mentioned, the 
wide basin-shaped top acts as a convenient chute for the entry of the 
material. With jaw breakers considerably more attention in feeding is 
required. Altogether the cost of gyratory breaking may be said to be 
from Id. to 4d. per ton crushed. • 

Of late years a gyratory breaker of a different construction and known 
as the Telsmith Breaker has come into use (Fig. 26). The spindie of this 
breaker is short and thick ; moreover, it neither gyrates nor rotates, but 
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is at both ends firmly borne in the main casting of ^the machijie. Upon it 
a long eccentric sleeve, by gearing at the bottom, is made to revolve. On 
that eccentric sleeve the head is slipped and, upon revolution, gyrated. 
The motion of tEs head is therefore a parallel one, neither greater nor 
less at top or bottom ; the spindle exercises no lever action. In the 

I 
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Fro. 26. 

Short-spindle ayratory Breaker (TelBmith).— The eooentrio sleeve whiqh causes 
the g^ation of the head stands out clearly ; this being a parallel movement, no 
question of angularity of spindle arises (p. 48 ). 

ordinary gjn'atories the spindle is long, the power applied at one end, 
and the work done nearer the other, conditions which tend to spindle 
breakage.* 

Another advantage of this machine is that it requires considerably 
less heiglj,t, the machine being shorter in itself and requiring less h^ room 
for convenience in. repairs. Since also there is no element of lift in the 

B* 
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movement, ^ is stated^to bite the ore quicker than the ordinary type, and 
seizure is more certain. 

Concemihg the relative spheres of reciprocating and gyratory breakers, 
it may be said that where few extremely large pieces come with the general 
run of ore, it is better to employ jaw breakers for these, because a gjrratory 
with the necessary width of mouth would possess a capacity far beyond 
that necessary (Fig. 49). On the other hand, gyratory breakers are well 
suited to take the lumps ordinarily resulting from mining, except where 
the quantities are small, when jaw breakers would be better. For fine 
breaking, g 3 rratory breakers of standard design are not suitable and a 
special short-headed macliine must be used (Fig. 49), or preferably a jaw 
breaker ; small material does not offer the same possibility of applying 
beam action, and the gyratory breaker then loses that advantage. Where 
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Fig. 26. 

Disc-breaker. — Diagram of crushing jaws (pp. 60 , 61 ). 

the ore is flaky or breaks into slabs, a jaw breaker would be liable to 
give too irregular a product. 

€ 

Rotary- or Disc-breaker , — With the disc-breaker the ore is fed centrally 
between two rapidly-revolving saucer-shaped discs, placed rim to rim, and 
enclosing between them a space relatively wide at the centre and narrow 
at the rim (Fig. 26). This narrow width at the rim is not of constant 
dimension around the circumference, but, one disc lying and rotating in a 
slightly different plane from the other, varies from a Tna YirmiTn, which is ' 
the set of the machine, to a minimum at a point diametrically opposite. 
The ore fed through the centre of the outer disc is thrown centrifugally 
outwards to the rim, where such pieces as are too large to pass out are 
caught, to be carried round and broken as they arrive in the zone wh«» 
the two discs approach. 

This t 3 ^e of breaker possesses two important advantages, firstiy, 
that the throat or breaking space, decreasing in wid^h yet increasini^ in 
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diameto, is of practically constant volume from intake to discharge, 
wkereas in the reciprocating and gyratory breakers this space regularly 
decreases as the material sinks deeper into the throat, a condition en* 
gendering choking and limiting the possible size-reduction ; and, secondly, 
that the centrifugal force developed, efEects a positive and immediate 
discharge of such pieces as are fine enough, leaving thereby the throat 
free for the better breaking of those which remain. 


Symons Disc-breaker —In the horizontal type of the Symons disc- 
breaker the two discs, an outer and an inner, are held in place at the 



Horizontal Disc-breaker. — Longitudinal section (Hadfibld) (p. 51). 


ends of two shafts, one of which is hollow and contains the other in such 
a manner that the two axes are at an angle (Fig. 26). In addition, the 
far end of the contained shaft can by an eccentric be made to gyrate 
within the hoUow shaft, the plane of the inner disc at its other end being 
thereby constantly altered. This g 3 rration is made possible by a ball-and- 
socket bearing, the ball being on the contained shaft and the socket on 
ths hollow shaft. Finally, the shaft and the outer disc bolted to it can 
:be rotated by means of a pulley around the former (Fig. 27). 

In grSater detail the outer disc is held in a cap firmly bolted across 
to the socket of the hollow shaft, while the ihner disc is fixed to the ball 
of the contained shaft. The latter shaft has no separate rotation, but is 
driven throuffh firrin with the ore. this frio bein£ sufficient to cause the 
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two shafts to rotate «t the same speed, a speed which varies from 100 
r.p.m. in the Jarger sizes to 300 r.p.m. in the smaller sizes. If the axis of 
the contained shaft were fixed, then in one complete revolution there would 
be but one approach of the two discs, that is to say, but one crushing 
effort ; by gyrating the far end the number of these efforts is multiplied, 
and the effort instead of being made always at the same place is made in 



Flu. 28 . 

Vertical Disc-breaker. — General Appearance. In this illustration the housing and 
discharge chute have been removed. The prominent vertical bolts are those which 
hold the outer cover and its disc close up to the inner disc. The rotation around the 
central vortical axis is effected by bevel gearing within the machine. The driving 
shaft is shown with the driving pulley removed. These vertical breakers are used to 
break somewhat finer material than those of the horizontal type (p. 63). 

succession all round the circle, giving a multiplied duty and even wear. 
The eccentric which effects this gyration is therefore driven 200 — 
600 r.p.m., in the opposite direction to the main rotation. 

The adjustment of the crushing discs is made by changing the shima 
which act as distance-pieces to the cap holding the outside disc. The 
crushed material flies out from between the discs into an encircling chute 
by '^jhich it is conducted to the discharge, provision against the escape 
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of dust being made by a suitable bousing. The discs themselves are 
generally of manganese steel. Care must be taken to .keep foreign 
material, steel for example, from getting between them. 

These disc-breakers are made in sizes varying from 10 in. disc diameter 
to 48 in. diameter, the larger machines being those most favoured. Corre- 
sponding to such a range in diameter the space between the discs at the 
centre varies from in. to 8 in., while the set varies from j in. to 1 in. 
Upon material already broken to 2 — 3 in., the capacities vary from 6 to 
25 tons per hour, and the power consumption from 10 to 50 h.p. equivalent 
to^lOOO lb. per h.p. per hour. From these figures it is seen that these 
machines are fine breakers. They often follow ordinary breakers to carry 
•the work a stage further (Figs. 47, 50). 

In thei horizontal design this machine lies upon a hollow base serving 
as an oil-container, whence oil is forced by pump through all the principal 
bearings to accomplish the important work of lubrication. Later machines 
made particularly for breaking material of 1 — 2 in. to, say, ^.t a 

rate of about 15 tons per hour in the largest size, have been made vertical 
(Fig. 28). Whatever the design, the inclusive weight of a machine in tons 
is roughly equal to the number of tons the machine is capable of crush- 
ing per hour. The over-all dimensions of this machine are small for the 
work it does. 


PRIMARY CRUSHING AND SECONDARY GRINDING 

Crushing, as the primary stage in comminution, connotes such a 
substantial release or exposure of the mineral that mechanical separation 
or metallurgical extraction may proceed; it will be remembered that 
breaking rarely reached that position. Similarly, grinding or secondary 
comminution, when used, completes the release or exposure of the fine 
mineral, often after a first separation has been made. As these two stages 
overlap their separate description is neither convenient nor demanded. 

Comminution may be ejected either by pressure, typically employed 
with breakers ; or by shearing, as with grinding machines ; or by impact, 
as with the falling stamp. Pressure having been the particular force- 
application in the breaking machines so far described, to maintain con- 
tinuity those crushing machines which use pressure are first described. 

Rolls 

A set of rolls consists of two similar discs or rollers revolving in the 
same plaJie but in opposite directions, upon horizontal shafts so placed that 
the two opposing roller-faces are parallel and within a “ set distance of 
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one another* Into thei space above this set the ore is fed, by friction 
seized and by pressure broken, and then, when in course of revolution the 
plane containing the axes of the two rollers is reached, discharged, the 
crushed product falling clear (Fig. 29). 

Crushing in this way rolls make use of toggle action. Revolution at 
a regular speed around the circle connotes a decreasing speed of approach 
of the two points, one on each roller, upon which a piece of ore between the 
rolls would be supported, and by which, under proper adjustment, it would 
be seized. The energy available for crushing is that which would maintain 
uniform revolution, part being stored in the rotating masses, part being 
directly received from the prime mover. Around the circle this ^energy 
may be taken to be constant. That being so, and the movement inwards ^ 
of the two points mentioned above decreasing with descent to the axial 
plane, the force available for crushing continually increases to that plane. 
A piece of ore once seized will accordingly be broken, or, if too strong 
surrender, will force the rollers apart and pass. 

Seizure accordingly is all-important. It depends upon one natural 
factor, the coefficient of friction between the ore and the material of the 
roller, and upon several geometrical factors residing in the dimensions 
and disposition of the rollers. Seizure results when ore and rollers do not 
slide in respect to one another. Considering only one side of the position, 
since what is true of one is true also of the other, the roller-face at the 
point of contact is moving along the plane tangent at that contact, and 
the angle between that plane and the vertical plane midway between the 
two rollers may be regarded as that of the classic incline-plane of mechanics, 
where the relation between the coefficient of friction /a and the sliding angle 
a is expressed by the formula fi =tan a. So long as the angle between the 
two planes mentioned is less than satisfies this relation, there will be no 
sliding, the piece 'will be seized (Fig. 29). 

Or, considering now the two symmetrical halves of the position, so 
long as the “ wedge angle ” subtended below the piece of ore and between 
the two tangents, is less than twice the sliding angle, seizure will take place. 
This critical angle, equal to twice the sliding angle, may be designated the 
“ angle of nip.” In order that the ore shall be seized, the wedge angle must 
not be greater than the angle of nip. 

This wedge angle depends upon geometrical factors : the size of the 
ore, the diameter of the rollers, and the set distance between them. For 
the same diameter and same set it varies directly with the size, and a piece 
above a certain size will not be seized unless one at least of the other factors 
is suitably altered ; for the same diameter and same size of material it 
varies inversely as the set ; finally, for the same size of ore and the same 
set it varies inversely as the roller diameter. 
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Rolls. — Diagrams illustrating the relative positions of the crushing faces, and the 
forces which determine seizure, The^upper diagram shows a position of non-seizure ; 
the lower illuslarates the position when seizure first becomes possible (p. 64 ). 

Consider a piece of ore supported between two inwardly-revolving rollers : half 
,the weight is supported on each, not directly from beneath but by a reaction o-lAng 
the radius joining the roller axis to the point of contact. Friction, which is the other ' 
force actm|[ on the piece — and in amount is the product of the reaction and /x the oo* 
efficient of friction — tends to carry the piece down. Reaction and friction are at right 
angles, and the hypotenuse which joins them represents their resultant. Farther, 

fcince by definition /* = tan a, where a is the sliding angle of mechanics, and 
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is also equal *10 /x, the fiigle a between the reaction and the above-menlaoned 
resultant must be the sliding angle. 

This resultrfht may be inclined upwards, downwards, or be horizontal. If 
inclined upwards the two resultants, one on each side, would tend to lift the piece, 
whereas if inclined downwards there would be seizure, the limiting position being the 
horizontal. But in the horizontal position it is clear from the diagram that a is 
equal to half the ‘ wedge angle * under the particular circumstances ; in other words, 
when seizure takes place, the particular wedge angle, then known as the ‘ angle of 
nip,’ is equal to twice the sliding angle a. 

The same result would have been reached if the greater reaction arising from the 
crushing strength of the piece of ore had been considered. Accordingly, seizurp 
once effected by friction due to weight, becomes fracture as the energy within Hhe 
rotating masses comes into play. 

For convenience, in the lower diagram a higher coefficient of friction has been^ 
introduced ; such, for instance, as could be obtained by roughing the roller surface. 
The angle of nip varies with this coefficient. * 

All these factors were brought by Weisbach into the expression 

D= — (d-a), 

1 - cos a e 

where D is the minimum permissible roller-diameter, d the size of the ore 
pieces, a the set of the machine, and a the sliding angle corresponding to 
the particular coefl&cient of friction. This formula gives the roller-diameter 
suitable for large material. Small material will be satisfactorily accom- 
modated by any diameter convenient for the large. 

Seeing that difficulties of construction increase rapidly with roller- 
diameter, it is necessary to keep this dimension low. Yet, while maintain- 
ing a set as small as possible, rolls should take ore as large as possible, these 
two factors determining the size-reduction ; the factor (d - a) to which 
diameter is proportional, cannot accordingly be unduly reduced. It remains, 

a 1 

therefore, to keep the other factor, :j , as low as possible, which can 

1 — cos Of 

be done by selecting such conditions and such roller material that the 
coefficient of friction between roller and ore is high. 

This coefficient of friction is influenced by several factors. The 
material of the roller should not be too hard or it would become polished 
with wear and the friction would be reduced ; in this respect, hard 
steel and hard cast-iron give place to mild steel. Again, a wet 
roller has a bite which a dry surface does not possess, as witness the 
necessity of moistening the stone to sharpen the knife. A friable ore 
quickly provides the sand necessary to increase the friction, whereas a 
hard siliceous material would not so readily give of itself for that purpose. 
Finally, the speeds of the roller and of the falling ore influence the position ; 
when the roller speed is high, part of the friction is lost in overcoming 
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the inertia of the ore, the effect bemg equivalent to a redmction in the 
coefficient ; on the other hand, if the ore were dropped from a height, 
’ it would of itself press deeper between the rollers, increasing the-friction. 
Ordinarily the coefficient of friction is about 0*33, at which figure the 
sliding angle would be 18J°, and the angle of nip 37°, 

Practice confirms the above considerations ; it is usual to find the 
wedge angle to lie between 25° and 40°, when calculated with respect to 
the maximum size of feed. Using an angle of 37° the formula given above 
may be simplified to 

D = 20(d-a). 

From this formula it will be seen that with increasing size of feed the 
necessary jroUer-diameter increases more rapidly. Here also experience 
agrees ; it is found better to reduce material larger than about 2\ in. by 
.means of breakers than by rolls. It can be further seen that with the same 
size of rolls a greater ratio of size^reduction is possible with smaller than 
with larger material, the set being suitably altered. 


Boll Types v 

Geared or Cornish Rolls (Fig. 30). — In this type the two rollers of equal 
diameter, generally 15 — 36 in., are 9 — 18 in. wide, one roller being some- 
times a little wider than the other. One of them, the wider if such there 
be, revolves in fixed bearings situated on a rectangular frame, being directly 
driven by gearing, while the other revolves in movable bearings being 
driven by gearing from the first. The two rollers are set about J in., or 
less, apart, the movable roller being kept from coming closer, generally by 
distance-pieces, known as shims, placed between the two pedestals, and 
from separating farther by powerful springs which only yield when some 
unyielding mass, such as a piece of steel or an excessive amount of 
material, would pass. 

These rolls are run at a speed of 15 — 25 r.p.m. equivalent to a peri- 
pheral speed of 100 — 250 ft. They have a capacity of 4 — 8 tons per hour 
reducing IJ — 2 in. material to a product one-quarter that size. Requiring 
10 20 h.p. they crush about 800 lb. per h.p. hour, to pass a screen the 
oversize from which is returned to be crushed again. When the finished 
product is thus determined by a screen, the rolls and screen are said to 
form a “closed circuit ” (Fig. 43). Working in “ open circuit,” that is, 
with but a single passage through the rolls, the capacity would be 
appreciably greater ; the product, however, would be less regular. 

Thoftgh this type is open to the objection that the toothed wheels 
driving the movable roller cannot be efficiently engaged throughout all the 
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shifting necteary to lAaintain constancy of set as the rollers wear, this 
type is still ip considerable use, notably at Broken Hill (Fig. 48). It is 




Cleared Rolls. — ^Movable roll backed by rubber buffers under compression against 
standards rising from the bed-plate. The precise compression of these buffers is 
adjustable by nuts on a through-bolt whose backward or forward position is deter- 
mined by the same nuts, with the result that the movable roll can be kept up to its 
work with the same force through all conditions of roller wear. It will be noticed that 
the movable block has a socket at its back into which the forward end of the through- 
bolt enters. By a cotter through this socket and through the bolt, the block is held, and* 
the rollers are kept apart when no ore is passing. Distance-pieces to keep the blocks 
apart might then appear unnecessary, but such pieces are indicated in the illustration, 
their purpose being to eliminate all looseness and rattling. There is but a single driv- 
ing pulley. The standards which take the crushing stresses are held together at the 
top by longitudinal tie-rods. A centrally disposed feed hopper is shown (pp. 57, ^). 


simple and, on account of its slow speed, reliable ; moreover, tile above 
objection loses force when it is considered that during crushing the 
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movable roller is driven by friction from tbe other, Ihe gearing^fenly coming 
into action*— to keep the movable roller up to speed— when Jjittle or no ore 
* is passing. 


Betted w Standard Rolls (Figs. 31, 37, 38). — The rollers of this type have 
much the same dimensions as geared rolls, though exceptionally the dia- 
meter may be as much as 60 in. or even 72 in. Both rollers being belt- 
driven, a normal and proper speed is 40 — 60 r.p.m. equivalent to 500 — 600 



Belted Rolls. — ^Movable roller kept up to its work by helical springs taking their 
purchase against standards solid with the bed-plate. These springs are held between 
plates to make a nest. Through this nest, through plates and standard, a threaded 
bolt passes, its precise position being determined by forward nuts bearing against the 
spring plate, and by backward nuts bearing against the standard. By adjustment 
of these nuts the movable block can be given equal support wherever, throughout the 
limits determined by roller wear, it may be. No distance- piecqp are shown in this 
illustration, the rollers apparently being in contact. Of the two equal-sized driving 
pulleys shown, that driving the fixed roller ’mil be run with the tighter belt. In 
addition to longitudinal tie -rods there are also cross tie-rods (p. 69). 

feet. At this higher speed a satisfactory capacity is obtained even when 
crushing finer than usual with geared rolls ; by reason of their somewhat 
greater mechanical efficiency they effect this finer reduction at no greater 
power consumption. 

The capacity of these rolls is generally 10 — 16 tons per hour when 
crushing coarse material, or about 1000 lb. per h.p. hour ; doing finer 
work the ’capacity would be proportionately lower. 

Though, as mentioned above, both rollers are driven, the intention 
in driyiiig the movable roller is only to keep it up to speed when little 
or no ore is passing. Actually, during crushing it is driven by friction 
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from the fixtd roller, any differential movement between the two being 
thereby reduced to a minimum. 

The maintenance of the set distance between these rollers is obtained by 
the means indicated under geared rolls, these means being described in 
greater detail later (p. 63). 

Highs'peed Rolls (Fig. 32).— Crushing finer still, the area of discharge 
being reduced owing to the narrow set, capacity can only be made good by 
increasing the speed, and high-speed rolls are employed. These have^ 
much the same diameter as before, but the speed is now about 100 r.p.fli.. 



High-speed Rolls. — ^Movable rollers kept up to their work by tension rods which, 
while transmitting spring pressure, brace the machine, no additional tie-rods being 
necessary ; this design is usual with high-speed rolls. Two driving pulleys of unequal 
size are shown, the larger one driving the fixed roller. The feed hopper, though not 
centrally disposed ower the rollers, delivers a central stream. Around the rollers is a 
housing which terminates below in a discharge hopper. The great strength of the 
roller -shaft and the ample dimensions of its bearings are well indicated (p. 60). 

equivalent generally to more than 1000 ft. at the periphery ; exception- 
ally, speeds of 150 r.p.m. or even 200 r.p.m. are recorded. 

Doing fine work, grooving as well as lack of parallelism between the 
faces would be fatal to efficiency, much of the material would pass 
uncrushed. In consequence, and a narrow width being much more 
easy to keep true, the faces of high-speed rolls are only 6 — 8 in. in 
width. 

Respectmg capacity, when crushing J in. material to one millimetre, 
an ordinary high-speed roll consuming 20 to 30 h.p. will reduce 6 — 10 tons 
per hour, equivalent to about 600 lb. per h.p. hour. From fhis high 
capacjby the drop is rapid as the faces become worn. 
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In these rolls, again, one roller is fixed and ^ihe other movable, this 
latter being kept up to its work by springs. 

Rigid Rolls (Fig. 33).— In rolls of this type, apart from the means of 
adjustment, both rollers are fixed, that is to say, they are without springs 
and cannot give way. Such rigid rolls are only employed to reduce still 
finer material which is already fine, and in which accordingly there is little 
chance for unbreakable foreign material to be found ; even so, a cheap 
breaking piece is inserted to protect the main organs. With both rollers 
Imtnovable a more regular product results. Suitably to the fine crushing 
which is their province, these rolls have a narrow face and are run at a high . 
• speed. * Being unable to force the rollers apart, the stream of ore passing 
between them is very thin, and the capacity pf these rigid rolls in con- 
sequence is small. They are little used. 

Other Roll Types . — Kolls for breaking weak material such as anthra- 
cite are generally toothed or corrugated ; in addition, their width of face 
is greater iif respect to diameter than ordinarily. It is quite excep- 
tional to find corrugated rolls employed in metalliferous mining. Special 
corrugated rolls were designed by Edison for work at the Dunderland iron 
mine, Norway. In that design the rollers were several feet in diameter 
and not less in width of face, whereon, in addition to corrugations, were 
projections which acted as tremendous hammers, breaking the large lumps 
previously to passage. 

Details of Roll Design 

Rollers . — Rollers are invariably made of an inside core of iron and an 
outside shell or tire of suitable steel ; usually the interior and slightly 
conical surface of the latter is drawn tight upon th^ similarly coned 
surface of the former, till no revolution of tire upon core is possible. 

These two parts may be either single-coned or double-coned. Where 
they are single-coned, the core, a single and often hollow disc, is keyed to 
the shaft (Fig. 34). Upon it the shell, similarly coned, is held by longi- 
tudinal bolts seated in ways cut on the core surface, a lug at one end of 
the bolt engaging the shell while a nut at the other end engages the core. 

Where the core is double-coned it is made in two separate halves, each- 
a complete disc (Fig. 34). One of these two halves being shrunk or forced 
upon the shaft, over it the double-coned shell is brought, and then into its 
proper place the second half, the two smaller diameters facing one- 
another with but little clearance between. Bolts through the two halves 
then bring them home, the result being a tightly-held but easily-released 
shell. 
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Feed hopper is central (pp. 61 , 67 ' 




Soxztelftaes the fixed half of a double*coned c^re has a central exten- 
sion, tlpoif'“which the second half sits, instead of sitting directly upon the 
shaft ; this second half is then in the nature of a heavy* split-ring, a 
design which possibly permits it to be drawn more snugly into t^e 
cone (Fig. 38). 

In early types the core was often polygonal in shape, and the interior 
of the shell likewise; the polygon sides were then seats for wedges, 
wooden when crushing wet, steel when crushing dry. 

Latterly some heavy shells, parallel and not coned, have been shrunk 
enjfche core after being heated ; such shells must remain till they have 
worn sufficiently thin to be broken and detached by a blow. When the 
^width of face is great, such a method of fixing the shell is facilitated by 
dividing it^into two rings each of half the width. 




Fiq^ 34. 

Details of Roller. — Core and Shell. Double-coned core with ordinary boltaj 
single-ooned shell with special lug-bolts (p. 61). 

With respect to shell dimensions, since the diameter largely deter- 
mines the permissible size of feed, it should, at its jnaidmum, be as 
large as possible. Diameter is, however, limited by the difficulty of 
uniformly forging shells of great size. In practice 64 in. is exceptional, 
42 jn. is uncommon, while 27 in. will be a fair average. 

Concerning width, the stresses upon roller shafts and bearings in- 
crease so rapidly with increasing width that even when a true surface is not 
so essential, the width is almost always less than half the diameter, 24 in. 
being extreme and 15 in. an average width ; with fine ore, for reasons 
already given, 6 — 8 in. is general. 

of the MwMe RoUer and Adjustment of The movable 
roller may through its pedestals be forced up to its work by powerful springs 
behind it^ or be drawn up by similar springs acting through tension 
In either design it is necessary to provide : that the spring pressure shifi 
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not be perm^ently disturbed when the movable roller is moved forward as 
the roller faces wear ; that when this adjustment of set is being made the 



Simple Spring-rolls. — Adjustment of set as wear proceeds is made by first slacking 
away the two outside nuts, this allowing the springs to open and press the pedestal 
forward ; then tightening the two inside nuts to bring the springs back to the same 
condition of compression. If it be desired to widen the set the nuts would be operated 
in a reverse sense, when the pedestal would be pulled back by the cotte^ which attaches 
it to the through-bolt. By slipping this cotter the pedestal goes free. When no ore 
is passing no spring pressure comes on the roller bearings, the whole of it being con- 
veyed by the outside nuts to the frame. When ore is passing the pressure on the 
bearings is only that duo to the resistance of the ore to crushing (p. 65). 

spring pressure may be taken wholly off the pedestals for convenience in 
their manipulation ; and that the full spring pressure shall only come upon 



Simple Rolls — ^with Nesting Bolts. — ^Forward adjustment of the set is made by 
slacking the back nut and tightening the front nut, the nesting bolts preserving 
the spring pressure undisturbed. The forward nesting-plate is apparently directly 
connected to the movable pedestal (p. 66). • 

the pedestals— and consequently upon the bearings— under exceptional 
circumstances, as when the rollers are forced beyond their set to pass an 
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unbreakable foreign body or a too abundant feed. ^Tbe pressujp ordinarily 
upon the bearing should be only that due to the crushing strength of 
normal material (Figs, 35, 37). 

In the early designs and in the more simple of present designs the 
tnovable roller is forced up to its work, the fixed pedestal being either solid 
ivith the main frame or rigidly held in that frame (Fig. 35). To take up 
}he outward thrust resulting from this design special braces are usually 
3rovided, though sometimes the frame' is made substantial enough to do 
wthout (Fig. 36). In some rolls, and particularly with geared rolls, rubber 
jpriiigs take the place of the more usual steel springs (Fig. 30). 

In the standard present design, however, the springs draw the movable 



Standard Spring«rolls. — Diagram. The set is maintained as wtJar proceeds by 
lacking oil the nut outside the movable pedestal, taking out a suitable shim, then 
ightening again. Throughout these movements the undisturbed condition of the 
prings is guaranteed by the undisturbed relative positions of springs and tension-rod 
lollar. It is obvious also that the full spring pressure is transferred by that collar 
lirectly to the frame, the only pressure coming on the pedestal bt^arings being that 
lue to crushing (pp. 59, 65). 

toiler up to its work by means of tension rods, one on either side, the 
bachme not then needing any special braces. Each tension rod then 
passes successively through both pedestals on that side, the springs being 
hther outside the fixed pedestal, which is more usual (Figs. 37, 38), or 
^utside the movable pedestal. 

! In most machines the movable pedestal slides on the frame, its move- 
pent being guided by its long base. Exceptionally, however, it swings 
pto position upon a heavy arm pivoted below (Fig. 39). In all' designs 
embodying the tension rod the stationary pedestal is solid with the main 
rame. ^ 

Generally also the two movable pedestals, one on either side of the 
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nwcliine, are independent, that is to say, though th*re may b^^ome means 
of moving them together, they are not rigidly connected. In some designs, 
however, and particularly for very fine crushing, these two pedestals, well 
guided at their base, form part with a heavy yoke which extends round the 
back of the movable roller, the parallel advance of the movable roller being 
thereby perhaps better assured. Such a design is chiefly employed with 
rigid rolls (Fig. 33). 

This parallelism of the two rollers is of prime importance not only to 
the smooth running of the machine, but also to the regular quality and 



Fio 39. 

Swiaging-arm Rolls. — ^The illustration clearly indicates how tlie movable roller is 
brought and held in position. It further shows the lugged ends of the bolts securing 
the shell" to the roller core ; and illustrates a girder bed -plate (p. 65). 


amotmt of the product. When distance pieces are used, it is obtained by 
drawing the movable pedestal tightly against the same number of such 
pieces on either side of the machine. Without distance pieces, the two 
adjusting nuts, one on either side, must be advanced or retired equally. 
These nuts are usually moved independently, but, as great care is then 
demanded, in some “synchronized” rolls they are moved in unison, by 
making elch nut a small worm-wheel to be engaged by one of two 
worms upon a single spindle (Figs. 40, 41). 

Mucb obviously depends upon the nuts. When these are worm- 
wheels engaging worms they cannot slacken. Otherwise, and more 
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commonly, additional or special lock-nuts are used* or the nu# is held by 
a latch (Fig. 38). Equally, the tension rod must not be fi^ee to rotate, 
this being attained either by giving it an angular section at some point 
along its length, or by holding the bolt head in a suitable seat. 

The amount of movement of which the movable pedestal shall be 
capable depends largely upon the permissible wear of the roller shells. 
With tires 5 in. thick, a wear of 4 in. on either roller must be accommodated, 
or 8 in. in all, to which figure the desired range of set may add another 
iqch. Generally, however, thinner shells than these are used, and less 
movement suffices. 

Whyre distance pieces are employed adjustment of the set requires 



Fig. 41. 

SynchronizBd Rolls (Traylor).- -General View. This illustration presents the 
synchronizing gear very clearly. It shows the worm-wheel nut held by a cross-head, 
outboard ; it illustrates also the generous length of the roll-shaft bearings (p. 67). 

the machine to be stopped. That also is the general practice. Where, 
however, worm nuts are used it is generally possible to adjust while ru n n in g, 
whether it be desired to close or to open-out the rolls. The latter move- 
ment is generally left for the ore to perform, though sometimes the 
assistance of auxiliary springs is invoked (Fig. 40). 

Spring Pressure . — Ordinarily the rock submitted to roll crushing, 
shattered by previous blasting and breaking, will have a maximum 
strength of about 6000 lb. per sq. in., when, for single pieces as 
large as 2 in., a crushing force of 20,000 lb. wOuld be necessary. 
The total spring pressure provided is generally from 20,000 lb. in small 
machines lo 150,000 lb. in large machines. Other Details of Design . — The 
bearings must be wide and dust-proof ; the movable bearing is sometoes 
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provided y/i^h a swivft seat, to prevent undue stress at passage to one 
side of unbreakable material. To confine small pieces and dust, housing 
is necessary, particularly with the finer rolls. Cheek plates are required to 
keep the material from escape at the sides of the crushing throat. Eoller 
shafting must be amply large and strong to be perfectly stiff and rigid. 


Wear of Roll Shells (Fig. 42). — Owing to the abrasive nature of ore, 
wear of the roller faces is imavoidable. Moreover, with the greatest care 
such wear is rarely even, grooves gradually develop at the centre and 
flanges at the side. 

Grooving results from the tendency of an ore stream to flo\g fastest 



Flangiog Grooving Double-T longing 

“Fio. 42. 

Wear of RbU Shells. — ^Flanging ; grooving ; double-flanging (p. 70). 


and deepest down the centre, as well as from slip and from differential 
running between the two rollers ; it is destructive of good work, particu- 
larly in fine crushing, since with grooving developed much of the material 
passes uncTu^eA. 'Flanging Tesnlts irom 'bad aVigninent, ^he two rofiers 
npt running accuratelj on one another but leaving untrodden the end 
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about half an ihct from side to side, this being sftfficient to#wear down 
Hanges and to moderate grooving. 

Exceptionally, the contrary idea is followed and flanging is encouraged. 
Then, one roller is made a little wider than the other ; sometimes indeed 
it is provided with rudimentary flanges to lead and confine the narrow 
roller. This practice is seen at Broken Hill, New South Wales, and at 
Joplin, Missouri. By it end thrust is diminished and a less massive frame 
suffices. It has, however, not been adopted for heavy work. 

, In amount, wear depends upon the relative hardnesses of ore and shell. 
Shells are 2 — 5 in. thick when new, and ^ J in. at discard, the gross 
amount^of wear varying from O-OI to 0-1 lb. per ton crushed. Manganese 
Steel, chrome steel, forged steel, and cast-iron are all used, and a heavy shell 
of suitable Material might in its life take part in the coarse crushing of 
One hundred thousand tons. 

Practice in Koll Crushing 

llcUio of ^ize-reduction . — ^With breakers, it was seen, a size-reduction of 
5 was common, though 4 might be better. With rolls 4 is common, 
though 3 would be better, these ratios being those obtaining between the 
maximum size of feed and the set of the machine. The finished product 
of a roll is, however, generally determined not by the set but by the 
aperture of a sizing appliance in “ closed ” circuit with the roll ; that aper- 
ture, it is true, is usually the same as the set, but even so a good deal of 
oversize results from the freedom with which flat pieces pass through rolls. 
Exceptionally, the screen aperture is much smaller than the set distance 
between the rollers. At Broken Hill, for instance, the rolls are set about 
i inch apart while the screen working with them has a J in. aperture, the 
material above that size being returned to the rolls for "further crushing. 
In that way a large ratio of size-reduction, namely, about 12 ; 1, is obtained 
by one machine, though at the cost of handling much oversize (Fig. 48). 

Large-diameter rolls give greater possibilities of reduction than those 
of smaller diameter. Large rolls are also necessary with large material in 
order that the wedge angle may remain within the angle of nip. With 
great diameter, however, great stresses arise, and uniform shells are more 
difficult to forge, so that it often becomes preferable to do in series and 
by smaller rolls what otherwise might be done by one pair of larger rolls. 
* Giving it a wider set, the first member of that series, in spite of its 
smaller diameter, would still be able to nip large material 

8ta^ Crushing , — ^To crush in a series of operations, removing 
flawed material r^ulting from each operation, constitutes stage emshihg; 
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Rolls are often placed to take the product from breakers, that is 
material of 1^ — 2^ in. ring. Such rolls, set to about | in. aperture, are 
spoken of as Coarse or Roughing Rolls ; they would be of relatively large 
diameter and slow speed. Following these would come the Fine or Finish- 
ing Rolls which would have a somewhat smaller diameter but, making 


Cocirse Ore. 2" Cocirsf! Ore. 2" 



Fig. 43. 

Stage -crushing, employing Rolls, — Diagrammatic Representation. In the left- 
hand diagram the oversize is returned at each stage, this necessitating considerable 
intermediate elevation of oversize. In the right-hand diagram only the finishing 
rolls are worked in such a closed circuit, this being simpler and requiring less elevation. 
The screen working in circuit with a set of rolls generally has an aperture equal to the 
set distance between the two rollers (pp. 57, 71). 

a greater number of revolutions per minute, would have a higher 
peripheral speed. If the finishing work itself were done in two 
stages, the two sets of rolls necessary would generally have the same* 
diameter, though the final stage would be run at a higher speed. The, 
advantage of such an arrangement is that the shells on the final rolls, 
when so grooved as no longer to be efficient, could still be used on the 
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MediunT^lls. A typically complete sequence might be re^esented by 
the following : o ’ 



Feed. 

Set. 

Biam. 

r.p.m. 


In. 

In. 

In. 


Coarse or Roughing Rolls 

2 

075 

36 

40 

Medium Rolls .... 

0‘7r> 

0'25 

27 

70 

‘ Fjpe or Finishing Rolls . 

0-26 

0*05 

27 

100 


Froin Coarse Ore Bin 




Trommel* holes 



rickm^ Be\r 


EHoke Crusher. 

2 " Set 


Rolls 
h" Set 


Finishinq Rolls 
VSet 


Tro mme h l^^’'hol«s. 




Trommel* hymnvhole^ ^ — * 


Tables, 


To^iqs 


Fig. 44. 

Breaking an# RoU-cmslimg at 
the Britannia, British Golmnbia 

(1916). — The ore consists of ohaloo- 
pyrite disseminated in large lenticular 
ore- bodies in a big mineralized zone. 
It is low grade, and concentration 
is complicated by the presence of 
sphalerite and pyrite. The tailing 
from the jigs is further crushed by 
fine rolls set to 2 mm., then con* 
centrated by flotation. It will be 
noted that only the finishing rolls 
are worked in closed circuit (p. 79). 


With stage crushing each succeeding machine has less to crush, while 
that portion of the crude ore which as delivered from the mine was 
.already fine enough, is kept out of the crushing machines altogether 
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(Fig. 43). Where, therefore, the scale of operations is sufficiently large 
that the decreasing amounts can be accommodated by employing a 
smaller number of standard-size machines in each succeeding stage, stage 
crushing is economical in power consumption (Figs. 46, 47, 49). In other 
circumstances and to avoid complication, single-stage crushing is preferred, 
though at the risk of a circuit congested with oversize. 

Arrested and C}u>ke Crushing . — As will be seen later, stage crushing 
may be practised with all sorts of crushing appliances but with none sq 



Breaking and Roll-crushing at the United Verde, Arizona (1917). — In prepara- 
tion for smelting. The ore is predominantly chalcopyrite with other subordinate 
sulphides ; it carries excess of iron and sulphur (p. 79). 

clearly and definitely as with rolls, because with them crushing is arrested 
and complete pulverization does not take place, the roll normally having 
no power to crush smaller than its set. Such crushing is spoken of as 
“ Arrested Crushing ” in contradistinction to that more complete disintegra- 
tion which takes place when, as with stamps for instance, no set is inter- 
posed. Arrested crushing permits crushing to be more closely associated 
with screening, and stage crushing to be more definite in consequence. 

This condition of arrested crushing is, however, only completely 
fulfilled when the feed is at such a rate that in the crushing throdt there is 
little interference between individual pieces, and the discharge is free. The ^ 
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amount of material then passing through the mafliine is milbh less than 
that which would constitute the hypothetical rihbon outlined by the dis- 


Mintt Ore. 




To Conecntr«H«^ 

bjy CbUion mills srMlTtibC’mills 

Fig. 46. 


Breaking and Roll-crashing at the Utah Copper, Arizona (1919).~-Low-grade, 
disseminated copper ore ; chaloooite, oovellite, and chaloopyrite disseminated with 
pyrite in monzonite and in quartzite. Gigantic installation. The intermediate and 
the fine roKs are worked in closed circuit with screens.* Apart from regrindixig, five 
•tages in comminution are illustrated (pp. 74, 79, 666). 

charge arfia and the peripheral speed. Broken ore contains voids and on 
that account not more than 60 per cent of the hj^othetical ribbon could 
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possibly be passed throfigh a given and unaltered set. Tlie limitations of 
feeding devices do not permit even that figure to be reached without 
occasional overfeeding, and 30 per cent is as high as can be maintained in 


From Coaraz Ore 61 ft. 



Breaking and Roll-crushing at the Braden, Chili (1915).— Low-grade, die- 
sominated copper ore, a shattered andesite carrying chalcopyrite, bomite, and chal- 
oocite. In this flow-sheet five stages in crushing are illustrated, of which only the last 
works in closed circuit. After the fine ore-bin comes regrinding (pp. 63, 74, 79). 

practice, 20 per cent being more common. That is to say, feeding with ' 
every desire to feed fully but not to choke, the weight of ore crushed 
is generally about 20 per cent of that of the volume represented by the 
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product of speed and discharge area. Calculations based uppn that per- 
centage give reliable figures for the capacities of rolls generally. 

When, however, the ore 

is fed at such a rate that the ^"’romMine Ore b m 
set of the machine is insuf- 
ficient to pass the amount 
seized, the rollers are forced 
apart and the material 
moves forward, not freely, 

"but under great pressure 
and in a state of congestion 
•or choke, crushing being 
largely accv^mplished by the 
particles among themselves. 

.Such conditions constitute 
“ Choke Crush ing ” or 
“ Choke Feeding.” Under 
them the i)K)duct bears a 
less definite ratio to the set 
of the machine than does the 
product from free crushing, 
and is less granular. Choke 
feeding is accordingly not 
rational in stage crushing. 

It is only used designedly 
in fine crushing, and then 
because of the somewhat 
greater capacity it gives the 
machines. In choke feed- 
ing, though less wear comes 
upon the shells, undesirable 
pressure comes upon the 
bearings. 




Roll Feeding, — Addi- 


Fig. 48. 


, . . , . Breaking and Roll-cnuhing at Broken Hill. 

tional to the observations (1918). — Complex lead - zinc - silver ore. 

already made in respect to Stage-crushing by rolls was here given up ; single- 
feeding, one or two other ®tage roll crushing now reduces the breaker product 

pointsdesbrvemention. The ^ 

. , . , , , oontmual return of the oversize (pp. 68, 71, 79, 666). 

. ore must be fed regularly or 

otherwise the power requirements will be irregular, and hurtful vibrations 
will ensue. Moreover, the arrival of much material at irregular intervals 
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CriiLLty 


l]^" TrommtU 


BtoKc Crusher. 


Trormnc 


tOw vn.Seraen 


2mro 5cr«fti 



To Table* 


Breaking and Roll-crushing by the St. Louis 
Smelting and Refining Company, Missouri (1917).— 
Disseminated lead ore assaying 4 to 6 per cent of lead ; 
ore-mineral, galena ; gangue-mineral, dolomite. Large 
installation ; breaking in three stages ; roll-crushing — 
excluding rolls used for regrinding middling-products 
— in two stages ; fine rolls working in closed circuit ; 
all the other machines in open circuit (pp. 60, 74, 79). 


In coarse crushing this would not he so 
great a point, and the 
convenience of taking 
the product direct from 
the breaker would prob- 
ably outweigh the dis- 
advantage of a somewhat 
irregular feed. But with 
fine rolls a regular and 
continuous feed is* a 
necessity, and such rolls 
are usually provided with? 
a special feeder ; if then 
the feed arrives by a tray 
it may be better to have 
the bottom of that tray 
convex upwards, in order 
to keep th€ stream from 
concentrating at the 
middle. 

Roll feed is almost 
invariably dry; wet roll- 
crushing is only practised 
when fine crushing is 
attempted, the reason 
being that it is easier 
to screen fine material 
when water-borne, than 
to screen it dry. A little 
water is, however, often 
directed on to the roll 
faces to keep them in 
good condition for seizure. 


To Jla^S 


Rcqrmdin<),by roUs to b« 
replaced by cyUnder-milU. 

Fio. 49. 


Application. — Rolls 
are good intermediate 
crushers where the ma- 
terial is not too hard. 
They have large capacity, 
low operating -cost, and 
mechanical simplicity. Applying arrested crushing they are good granu- 
lators, and their use with jigs and tables in the water concentration of 
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Ffom Codrtc OrsB^n, 


base-metal ores is wide (Figs. 44 — 60). For fiiif^r work their capaci^ 
falls ofE greatly, and their range of application may be said ordinarily to 
lie J^etween 2 and 12 in. mesh. Beyond this, rolls to-day give place 
to more suitable machines, and particularly to a granulating type of the 
cylinder mill. 

Bolls have been little used in the crushing of clean precious-metal 
ores for hydro - metallurgical 
treatment, these ores being 
largely quartzose and generally 
tock hard. 

The cost of a limited 
^rushin^ by rolls is low and 
generally ^bout 6d. per ton, 
but where complete comminu- 
tion is accomplished that figure 
will require to be proportion- 
ally multiplied. 


Oriixly 


Trommels 




Pendulum Mills 


TrommeU- 


Bldke Crusher. 


Disc Crusher 

f/a". 


fine Jigs 




CPS**:?! 


f CoarMJi^ 

Regrinding hy Rolls 

Fia. 60. 

Breaking and Boll-crushing at the Thom- 
son Zinc Mine* Wisconsin (1917).— Oro consists 
of blonde mixed with galena, in limestone ancl 
shale (pp. 63, 79). 


In these mills, rollers 
swinging by their spindles 
from bearings above, run 
around the inner surface of a 
fixed ring-die, against which 
they are flung by the centri- 
fugal force derived from their 
gyration around the central 
axis of the machine, while 
they themselves rotate around 
their more or less vertical spindles (Figs. 51, 52). As with rolls, with these 
machines also, there exist two circular surfaces between which crushing takes 
place, while a further point of similarity exists in that with each type of 
machine the movement of the roller is straight forward, and always in the 
same plane. With rolls, however, two parallel and equally-limited faces roll 
one on the other in the same vertical plane, each providing a never-ending 
path for the other, whereas with pendulum mills one circular surface is 
extensive and stationary while the other is limited and moving, the inside 
face of th^ former constituting the path for the latter, the plane of move- 
ment being horizontal. Moreover, in these machines gravity does not assist 
the entry^of the ore into the crushing throat but tends contrariwise ; the 
ore is thrown into the path of the oncoming roller by centrifugal force, 
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gravity acting against ^n even distribution over the vertical crushing face. 
For this reason the face is narrower with this type of machine than with 
any other, befing generally 6 in. Further, the die, curving inwards around 
the roller, makes with the surface of that roller a less open crushing-throat 


I 



Huntington Mill. — ^Diagram of oruBhing surfaces (p. 79). 

than characterizes the rolls. Similar considerations, however, apply in both 
cases ; if the wedge angle between the two^tangents drawn front the points 
of contact with the ring-die and roller surface, respectively, be less than the 
angle of nip, the roller will ride upon the material and exert due pressure, 
whereas if it be greater the roller will tend to force the material around the 
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ring. This latter, of course, must not happen or the machine*would soon 
be choked, and these mills must in consequence be fed with a suitably fine 
material. Moreover, with larger pieces upon which the rollers might‘ride 
and yet be ineffective, a hurtful vibration would develop. 

There are two principal mills of this type, the Huntington mill and 
the Griffin mill. 


Huntington Mill (Fig. 53). — In this mill the ring die, 2 — 3 in. thick, 
6 — 8 in. deep, 50 — 60 in. internal diameter, is set in a pan-casting, wherein 
il iaffixed by wedges regularly disposed around its circumference. Outside, 


on the bottom of this pan, 
m a heavy flange by which 
the machitte is bolted 
to its foundations, while, 
oircumfcrentially around, 
comes a gutter to collect 
and lead i-he crushed 
product to tlft discharge 
lip at the front. 

Upon this pan is 
bolted the housing, in 
the lower ])ortion of which 
— and thus not far above 
the ring die- -is situated 



tlie screen discharge, which 


Fio. 52. 


occupies most of the Pendulum Mill. — Modem Type. Three rollers ; 


circumference for a depth 
of about 8 in. Above 
this screen the housing 


overhead horizontal driving pulley (not shown ) ; 
central feed ; bousing removed to show rollers, ring 
die, feed pipes, etc. (p. 79). 


continues in order to contain the splash, the total height from base to 
upper rim being thus about 3 ft. 


At the centre the bottom of the pan rises steeply to form a passage for 
the driving shaft of the machine. On to this shaft is keyed the spider 
from which the rollers hang. To obtain the necessary capacity and at 
the same time a well-balanced machine, there are usually four of these 
rollers. Each roller consists of the roller proper, the spindle on which the 
roller turns, and the sleeve which holds the spindle (Fig. 54). At the top 
this sleeve spreads horizontally to form two trunnions, these latter sitting in 
bearings so*disposed on the spider that the roller is free to swing radially 
in respect to the central axig. Even when at rest — the spindle being a little 
overhung-*-the roller hugs the die, a position which it holds with crushing 
force when working. In this overhung position the roller is a little canted, 
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SO that itS(jclearance ffom the pan bottom, which at the die is only J in., 
is increased to 1 in. inside. Covering the pan bottom is an annular liner. 

*The roller proper is 17 — 20 in. in diameter and, like the die, 6 — 8 in. 
deep. It consists of an outside tire generally of steel and a cast-iron core 
extended to embrace the steel spindle, the weight of the core and tire 
together being 450 — 600 lb. 



Fig. 53. 


Huntington Mill. — General Drawing (p. 81 ). 

So constituted, the machine is driven from the central shaft, which 
is rotated either by a horizontal pulley above, this being the most direct 
and efficient way, or by means of bevel wheel and pinion beneath, which 
is often the more convenient way. The speed is generally from 60 r.p.m. 
in the large size of mill and with relatively CQ^rse ore, to 80 r.p.m. in the 
small size and with fine ore, the roller at the same time making about 270 
r.p.m. on its spindle. 
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The resultant crushing pressure of this moyem&t is that d the centri- 
fugal force developed, obtainable from the formula : 

^ Mv\ Wv^ Wn^7r^ d^ 


gr 


gr 


where W = weight of roller, f= radius of gyration, and w= number of gjira- 
tions per second. Of these 
factors, weight and number 
^ve already been stated ; 
it rfimains to give the radius 
of gyration. This radius is 
that of the circle described 
by the lower end of the 
roller spindle. It is ordin- 
arily 20 — 24 in. From these 
figures it may be calculated 
•that, apart from some im- 
pact developed, the crushing 
force is about 2000 lb., a 
figure indicating that this 
machine is not capable of 
crushing large material ; in 
practice | in. is about the 
maximum size. 

With respect to the 
introduction of the feed, in 
the earlier types the ore was 
fed at the periphery down a 
chute forming part of the 
upper* housing. In this 
, manner, though the material 
arrived fairly into the crush- 
ing space, its distribution 
around the whole circle was 
not adequately secured, but depended upon the sweep of the rollert 
themselves and upon the action of scrapers set behind each of them, 
The central feed, now more usually seen, is in this respect muci 
more satisfactory and the machine runs smoother; with it, the 
feed chute instead of being attached to the housing is an annulai 
'cup upon the spider frai^e, the material fed into the cup passing dowi 
i^ the 'pan by pipes. With these pendulum mills generally, i 
separate feeder independently driven is employed. If underfed the] 
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Fig. 54. 

Huntington Mill.— Details of roller (p. 81). 





CHAP. 


84 ORE-DBE88ING 

are noisy and rattle,* if overfed they slow down and throw off the 
belt. 

Concerning discharge, it must be remembered that in one very im- 
portant respect this machine differs from rolls, namely, that the crushing 
is not arrested but may proceed to complete pulverization. Such com- 
plete pulverization not being ordinarily required, screens must be pro- 
vided whereby the material crushed fine enough may escape. Screens 
thus become an essential part of the machine. 

These screens, as already stated, are set closely above the die, practi- 
cally all around the circumference. To raise the fine material to ‘this 
discharge, water at the rate of about 0 tons of water to 1 ton of ore is 
necessary. This water is entered with the feed, assisting in its distribil- 
tion. Carried to the screens by the circumferential swirl, 'the crushed 
material finds exit with the water; but, the apertures being fore- 
shortened to its passage, the particles have considerably less chance to 
get through than had they struck the screen normally. The screens of 
this machine, consequently, are liable to become blinded, though this is 
largely mitigated if slotted or rectangular apertures be use6 and these be 
placed with their long dimension in the direction of the swirl, at an angle 
of about 45° to the horizontal. 

The wear of crushing comes on the ring die and on the roller tire, the 
former wearing from an initial thickness of 2 in. to a final I in. in about 
seven weeks, when it is discarded, while the latter wears from an initial 
in. to ^ in. in four or five weeks. With uneven wear the capacity of the 
machine becomes reduced and vibration becomes intense. To return the 
tires to good condition they are taken out and machined, while to recon- 
dition the die a special shoe shaped to the curvature is introduced in the 
place of one of the rollers ; being unable to turn, this shoe grinds the die 
face. Uneven Vear is sometimes so pronounced that the tires discarded 
weigh 40 per cent of their original weight. 

In ad,dition to wear, a good deal of repair becomes necessary by 
reason of vibration, and the maintenance cost is high. There are, however, 
several good points about these machines. Their prime cost is relatively 
low, they require little height, are easily set up, while in relation to capacity 
their total weight is low and the cost for transport correspondingly small. 

With respect to operating cost, apart from maintenance the items are 
not high, and the inclusive cost is usually less than one shilling per ton. 
Owing to the generous screening area, discharge is effected early and the 
capacity is high, while the product is granular and in good condition for 
mechanical concentration. 

From the foregoing it will be realised that Huntington milfe have Wht 
a limited range of application. They are satisfactory for softish material 
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not greater than f in., and particularly when water concentration follows, 
since their product is granular ; but even for such work they are being 
replaced by cylinder mills of a type designed to give a granular product. 
These machines have also been used to crush soft gold ores after fine 
breaking, in such work proving themselves good amalgamators. They 
are usually made in two sizes, known respectively as the 5 ft. and the 
6 ft. mills. With ore not too hard the former will crush 20 tons per day 
from I in. to pass 16 mesh, that is, a reduction of 24 : 1, at a consumption 
of about 12 h.p., these figures being equivalent to about 166 lb. per 
h.p. hour. The capacity of a large machine crushing { in. material 
might very well be 60 tons per day. 


Griffin Mill (Figs. 55, 


56). — This machine works 
similarly to the Hunting- 
ton mill, though having 
but one roller it differs a 
little in design. A single 
roller hangs on a spindle 
which ends above in a 
universal joint witlun a 
driving pulley revolved 
horizontally. The tire of 
this roller is about 18 in. 
diameter, 6 in. deep, and 
weighs about 120 lb., 
while the total weight of 
the roller is about 600 lb. 
roller, 30 in. internal diameter, and weighs about 300 lb! When at rest, 
the roller spindle hangs in the vertical axis of the machine, and the roller 
concentrically within but not in contact with the die circle. At starting, 
the roller, once out of centre, is carried by centrifugal force outwards to 
the die, in which position it is underhung and not overhung, as with the 
Huntington mill. 

As before, the force available for crushing is the centrifugal force 
arising in the gyration of the roller around the vertical axis. The number 
of such gyrations is determined by the speed at which the spindle is driven, 
in conjunction with the ratio of the roller and ring diameters. Ordinarily 
^ the roller is driven at about 300 r.p.m., at which rate the number of 
fixations would be 200 per minute, and the crushing force about 4000 lb. 
This force is greater than with the Huntington mill, and the machine is 
able to crush larger material, say as large as in. when not too hard. 


I 


I 



GrifOin Mill. —Diagram of crushing surfaces (p. 85). 
The fixed die is 6 in. deep, the same as the 
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Griffin MilL — General Drawing. The oonioal sheeting above the screen is to keep 
the dnst from escaping ; it is usually continued higher than shown (p. 86)* 
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The feed is through a chute in one side which directs the are into the 
crushing area. No water being used, the crushed material, must be dis- 
charged otherwise. Scrapers attached to the underside of the roller keep 
the bottom of the pan clear, bringing the material up into the crushing ^ 
area again, while vanes or blades attached above the roller blow the fine 
material outwards to a circumferential screen. Passing through this 
screen the fine material drops into a boot below the pan, from, whence it is 
removed by a screw conveyor. 

The screen aperture generally used is one corresponding to 30 mesh, 
and* the ratio of size-reduction is consequently high, namely, about 100 : 1. 
Doing i|uch work the machine, consuming about 25 h.p., will crush about 
t ton of ore per hour, equivalent to about 80 lb. per h.p. hour. 

This ulachine, though not in general use with ore, was very success- 
fully used at Kalgoorlie to crush telluride gold ores previous to roasting. 
In non-metalliferous mining, and particularly in crushing phosphate rock, 
it has a greater application ; it is also largely employed in making stone- 
dust for sprinkling in colliery ways. Upon this softer material its capacity 
is considerably greater and the wear of roller and die much less. 

Edge-kunners or Chilian Mills 

In the t 3 q)ical Edge-runner or Chilian mill there are again two circular 
surfaces, one the cylindrical surface of a vertical roller and the other an 
annular die upon which that roller runs. In the earliest types this die 
was a flat circular disc around the edge of which the roller found its track ; 
hence the term Edge-runner (Fig. 57). 

With these machines crushing takes place in this wise : the roller, in 
its run, rises upon material lying upon the die, crushiug that material if its 
weight be sufficient. But that is not all. The surface ol the roUer being 
cylmdrical, normal rolling would take it straight forward, whither, however, 
it cannot go, being constrained to take a circular path. The roller is in 
fact being continually pulled out of its straightforward path, with the result 
that in addition to crushing by pressure there is grinding by shearing. It 
may be assumed that the medial plane of the roller rolls truly, that is to 
say, in rolling it covers exactly the circular track allotted to it. Th# 
outside circle falling to the lot of the outer plane of the roller will, however, 
be greater, and to cover the greater length that outer plane must slide for- 
ward, Similarly, the inner circular track being smaller, the inside plane 
of the roller mqst be pulled back or it would overrun its course. In these 
twisting or pivotal motions there is grinding. 

^ The relative parts played by pressure and grinding depend upon two 
factors, namely, the diameter of the die circle and the width of the roller 
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face. It 1 * obvious Aat the smaller the diameter the greater the part 
P y grinding, while, on the other hand, if the circle were infinitely 
great, that is, if the path were straight, there would bo no grinding. With 
. respect to width of face, though this factor is not so important, it is again 
> obvious that the greater 

I j| I this width the more the 

|, grinding, while if the roller 

I ■ were a simple plane with- 

I ii j )/try\ca\ Holler ^ut widtli, tlicrc would he 

Jl . grinding at all. 

Ti ~ ' ~| “ Two main types of 

cl I ' these mills are recognized, 

I j namely, Slow-speed mills 

I ! I which crush almost entirely 

1 pressure, and High- 

^ speed mills which crush 
! largely aW by grinding. 

, Before describing these 

^ 1 ° types, an Edge -runner 

of mentioned which 

i '' crushes entirely by press- 

/!/ / I grinding action 

\ f ' \ V ^ being developed. This 

j- -j j machine is known as the 

I |\ V, ! J I Schranz mill. In it con- 

\ j \ I y/ / 1 / ical frustra revolve as 

^ around the edge of 

r T ^ the apices of 

1 I roller and die cones coin- 

j ciding. With such a dis- 

. position, differences in the 

^ " circular track are precisely 

Fia- o7. met by differences in the 

^ Chilian Mill— Diagram of crushing surfaces ^^^^®ter of roller. Though 
(p. 87). this mill has no great 

the former but havmg pomts of resemblance with the latter. ^ 

diameter but of rdativety uotow rouirT^^T generally of large 

0. .K. r:.S“ 


^ Chilian Hill. — Diagram of crushing surfaces 
(p. 87). 



m 


COMMINUTION 


89 


crush the ordinary product from a breaker ; meetAg such mai;erial in its 
path the roller mounts and falls again, a procedure which ij rapidly re- 
peated would give rise to serious vibration. These rollers consequently 
can only proceed at the comparatively slow speed of 8 — 16 r.p.m. around 



Fig. 68. 

Slow-speed Chilian Mill (p. 88). — ^Bayldon, Tratis. LM,M. vol. xx., 1910, p. 126. 

the circle, equivalent to a peripheral speed of 200 — 400 ft., the machine 
being 7 — 10 ft. diameter. 

The w^eight of the roller is generally 6000—10,000 lb., the diameter 
6 ft. or so,*and the face about 9—15 in. There are, as a rule, two rollers, 
one at either end of the same diameter, though in special designs the number 
is increased to three or more. These rollers generally consist of a cast-iron 
core surrounded by a tire of suitable steel, this tire being sometimes as much 
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as 9 in. deep and makiifg one-third to one-half of the total weight when new, 
but wearing ^own to 1^ in. and less, before being discarded. In particular 
designs, as with the Lane mill, the wheels themselves are light, the requisite 
pressure being obtained by weights in a tank above ; in this mill also, 
there are often as many as six rollers. 

The annular die lies flat in a pan-casting into which it is secured by 
wedges. Being about 3 in. thick and somewhat wider than the runner it 
is heavy, and for convenience made in sections. Upon this casting is 
reared the housing in which the screens are set, these generally leaning 
outwards. Around the track so constituted the rollers are moved from 
a central shaft which itself is generally driven through gearing froiji below, 
but at times from above. This central shaft passes up through the bottom 



Slow-speed Chilian Mill.— Actional drawing of 
driving mechanism and roller attachment (p. 90 ). 


of the casting to support 
by means of an adjusting 
screw, and to drive by 
means of a feather key, 
a yoke or spider, the ver- 
tical position of which can 
be adjusted to meet the 
wear of tire and die (Fig. 
59). With two rollers, the 
arms of this yoke extend 
diametrically outwards 
from the shaft to contain 
the sleeves which serve 
as bearings for the roller 
spindles, these spindles 
while fixed in the roller 


being free to rotate in the sleeve. To prevent the roller from flying out 
from the centre in response to centrifugal force, the roller spindle has a 
collar at its inside end, this collar being held against the end of the 
sleeve, or in a special thrust -bearing. The sleeve itself has trunnions 
which are supported in the yoke in a manner permitting the roller to 
rise upon dny unbreakable object without straining its connection with 
the driving apparatus or canting the diametrically opposite roller. Thus, 
not only is the centrifugal force tending to disrupt the machine held in 
(^eck, but, the trunnions on the sleeve being below the axis of the roller 
spindle, the centrifugal force, in tending to bring them into the^same hori- 
"zontal plane, brings extra pressure to bear on the die, and the capacity of 
the machine is somewhat increased. In some particular designs this use 
of centrifugal force has been considerably esrtended by giving the, roller 
spindles a relatively high inclination upwards and outwards. 
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A further modification in spindle disposition Ss that kng^wn as the 
Mantney Ofiset, where the two spindles, though parallel, are not in line, 
but each a little ahead of the diameter which would dtherwise connect 
them, the result being a drag upon the whole roller, the grinding efiect 
being thereby increased (Fig. 60). 

With regard to the two possible relations of the roller to its spindle, 
that where the roller is fast upon the spindle, the spindle turning in an 
independent bearing situated in the central mechanism, has been de- 
scribed. In other designs, however, the roller is loose upon its spindle, 
and ^ihe spindle does not turn but is held fast to the driving spider, of 
which indeed it may be part, a nut or thrust collar on the outside keeping 
tile roller from flying outwards ; the 
bearing bbiiig then inside the hub of 
the roller, must be protected from 
the sandy pulp continually streaming 
over the roller, by an oil cap covering 
the spindle end (Fig. 61). 

These millS crush in water. The 
ore broken to about 1 1 in. is fed at 
a point on the periphery, whereat 
water also is entered. By the con- 
tinual passage of the rollers the ore 
becomes distributed, the water 
helping. Discharge as a rule takes 



place round a good part of the 
circumference, though sometimes the 
screen area is limited to a length 

.pp«« a., w -y. 

The amount of water used depends ^ 

largely upon the extent of the 

screen area ; if that area be large the amount of water required will 
be great and sometimes as much as 12 tons of water per ton of ore, 
whereas if it be limited to an opening at the front, the proportion of 
water may be as little as 2 tons. Naturally, the particular character of 
the ore also affects this question of the necessary water, since a clayey 
ore' will require more water than one which is clean and brittle. In general 
it may be said that 5 tons of water are used per ton of ore. 

^ With regard to their product, these mills have their greatest applica- 
tion in crushing gold and silver ores to a fineness suitable for amalgamation 
or cyanidation, and it is usual for them to effect a complete reduction from 
about IJ in. to the necessary fineness, a screen of about 30 mesh being 
common. Size of screen aperture is, however, not the only factor determin- 
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1. Adjusting Nut. 

2. Looking Nut. 

3. Yoke. 

4. Spider. 

6. Spider Cap. 

6. Spider Ball. 

7. Driving Links (3). 


Fig. 61. 

8. Feed Pipes (3). 

9. Scrapers (3). 

10. Rollers (3) 

11. Thrust Plates and Washers. 

12. Thrust Nuts. 

13. Oil Covers. 

14. Roller Tire. 


15. Dio. 

16. Pan or Mortar. 

17. Liners. 

18. Screens (6). 

19. Steel Housing. 

20. Splash Guard. 

21. Base Frame. 


High-speed C hilian Mill (Evans Waddell).— This mill has three rollers whioh, 
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being loose on their spindles, are held by thrust washers ^d nuts on the outside. 
The spindles are the arms of a spider ; they ineet at the centre upon a spider ball, a 
design which permits play as the rollers rise upon larger pieces. This spider is driven 
by links from a yoke above, in which yoke the annular cup into which the feed is 
entered, is arranged. Spider, cup, and yoke slide along a feather key upon the driving 
shaft, their position upon that shaft and consequently the horizontal plane of the 
rollers being adjustable by nuts (pp. 91, 93). 

ing the fineness to which the material is crushed. The ore being crushed in 
water is carried up by that water to be discharged, and the height so lifted, 
kjiown as the ‘'height of discharge,*’ largely enters the question of the 
ultimate size of the crushed product. Were that height great only the 
very finq^t material would be discharged, in fact, these mills are sometimes 
run without screens, the required fineness being obtained by a high dis- 
charge. Ordinarily, it varies from 6 in. to 15 in., these figures at the same 
time representing approximately the depth of water above the die. There 
little point about making it too shallow, since the lower portion of the 
screens would then become blocked by sand ; moreover, the commotion 
in the water is always sufficient to keep the fine material suspended to a 
height well above the die. 

Considering the great reduction in size these mills effect, they have a 
relatively great capacity, crushing 20 — 30 tons per day or 150 — 200 lb. 
per h.p. hour. They are simple machines, permitting low operating-cost 
and costing little for repair. They have a high percentage of working 
time and work with little vibration or noise. Against these several 
advantages is the solid disadvantage of their great weight, which makes 
them costly and unsuitable where transport is difficult ; and the further 
disadvantage of the large floor-space they occupy. They have, however, 
been much used in Russia and Mexico for crushing gold and silver ores, 
their slow speed and fine-crushing permitting efficient amalgamation, while 
producing material in a good condition for cyanidation* For crushing 
material preparatory to concentration they are not suitable, nor are they 
used to advantage on small material. 

The cost of crushing by these slow-speed mills is generally about 12d. 
per ton. Tires and die last about a year, the total consumption of steel 
being 1 — 1-5 lb. per ton. Repairs and renewals are few. Power con- 
sumption also is low, only a proportional amount being consumed when 
the machine though running is not fully fed ; moreover, experience shows 
the capacity is not greatly affected as the tire and die wear. 

High-speed Chilian Mills (Fig. 61). — These mills are in most respects 
similar to those just described. In diameter of track and weight of roller, 
however, they are considerably smaller, the diameter being generally 
5 — 6 ft., and the weight of roller about 3000 lb. To offeet their smaller 
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dimension^ these mills are run at a higher speed, 30 — 40 r.p.m., and 
normally have three rollers in the place of two. In consequence, and also 
because of the smaller size of material fed and a lower discharge, they have 
a high capacity, 60 — 100 tons per day ; consuming 40 — 50 h.p., they 
crush about 180 lb. per h.p. hour. 

The material fed is that which has already been crushed to I — | in. 
It is delivered with water into an annular cup revolving with the central 
spider, from whence, through pipes, it drops on to the track between the 
rollers, an even distribution thereby resulting. The crushed product is 
delivered through screens — generally of 20 — 30 mesh — ^set at a low height 
of discharge, so that the particles smaller than the screen aperture get 
quickly away. • 

Though with such small material the necessity to give ‘each runner 
freedom to rise over large pieces is less, it nevertheless exists, and 
provision for such freedom is part of the design. In addition, as with the 
slower mills, the whole driving mechanism may slip downward on the 
central driving shaft as the tire and die become worn, and be raised again 
by an adjusting screw to suit new wearing parts. * 

It is usual with these mills to have the roller loose upon the 
spindle ; the spindle then is solid with the driving spider, extending 
right through the roller to hold this latter against centrifugal force 
by a thrust collar or nut on the outside. At such a high speed this 
appears to be the simplest way of meeting the thrust, a special oil cup over 
the collar permitting efficient lubrication. The roller then turns on the 
spindle, a sufficient length of bearing being obtained by extending the 
roller hub towards the central axis. 

With such a high speed and three rollers in the place of two, it is usual 
to find that the die wears somewhat quicker than the tires. The life of 
both, however, fis short and generally about three months, by which time 
they have lost about three-quarters of their original weight. Includ- 
ing the weight discarded this wear is about 0-5 — 1 lb. per ton crushed, 
the precise amount depending upon the character of the ore and the class 
of steel. 

These machines have their greatest application as intermediate crushers 
to give a granular product. Exceptionally, with relatively soft ore they 
have been used to crush coarser material to the necessary fineness for 
amalgamation and cyanidation,. but their particular usefulness has been 
in the re-crushing of middling and tailing for further concentratioi^. 
Though the amount of size-reduction they effect is small compared with 
that of the slower mills, their operating cost is much the same, namely, 
about 12d. per ton crushed. Their higher speed increases the amount 
of repair and makes them unsuitable to reduce material of larger size. 



COMMINUTION 
Grindino Faks 


men mtroducmg edge-runners it was stated that, apaW from com- 
minution by pressure, comminution also took place by shearing, this 
atter va^g m amoimt with the twisting or pivotal action devdoped. 

diameter of the mill and with the greater width of the roller-face. In the 




Grinding Pan.-Diagram of Crushing Surfaces. The die sections make a complete 
fom of the pan diameter, or. say, a^^ 

space iT* ’^*i®“P®™‘®"**°®®“’*'®®P“8a«»™dthe8ame^annnlar 

fiU the ri^S 9 S 9 T too oompletely 


Grmding Pan, which comes next in the sequence of crushing appliances 
the width of the wearing faces is great and the diameter of the pan relatively 
small ; moreover, the two faces no longer have a rolling but a rtfbbing 
contect. These factors increase grinding by shearing at the expense 
crushing by pressure (Fig. 62). 

In these pans there is again the same fixed horizontal anmil.T track 
or die as with the Chilian mills, though now its width is considerably greater. 
Ui>on that die, instead of rollers, shoes held in a horizontal annular ring * 
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known as tfie muller riig, revolve, the sand particles coming between these 
two grinding surfaces being held by the weight of the revolving shoe and 
sheared by its movement. Obviously this means of comminution is only 
suited to the further reduction of material already in the condition of sand, * 
and accordingly the pan is used as a fine grinder, to grind, for instance, 
the coarser portion of stamp-crushed material to a better condition for 
amalgamation or cyanidation. These pans were indeed formerly known 
as amalgamating pans, use being made of them to grind, and while grind- 
ing to amalgamate, charges of gold or silver ore. They are, however, 
now also employed as purely grinding machines, particularly in Australia 
upon gold ores, and in Cornwall and Bolivia upon tin ores. 

The pan proper is usually a cast-iron vessel 5 ft. in diameter ai*Ll 
2 — 3 ft. deep (Fig. 63), having in the bottom a ring die. This ring die is 
divided in sections, each with a lug fitting into a recess so fashioned in 
the pan bottom that any tendency to move with the revolving shoes 
only results in further tightening. In the centre the bottom rises as a 
steep hollow cone to provide passage for the central spindle and a scat for 
the brass sleeve forming the actual bearing for that spindhi. On the top 
of this s])indlo the adjusting mechanism determining the exact height of 
the shoes in relation to the die, is set. This mechanism consists of a screw 
having at its end a hand wheel, and a saddle through which the screw 
passes ; this screw bears on the top of the spindle, and the saddle is raised 
or lowered by turning the screw ; above the saddle and also on the screw 
is a wheel nut to secure the saddle after adjustment and therefore known as 
the locking wheel. Hanging from the saddle comes the yoke, a piece which 
in its upper portion embraces the central spindle closely, and in its lower' 
portion expands to cover the bearing through which that spindle passes. 
This yoke being bolted to the saddle rises and falls with it, sliding on a 
feather key fitted on the spindle. To the bottom of this yoke is fixed a 
four-armed spider which supports the muller ring, to the under side of which 
the shoes are attached. These shoes are sometimes of a shape and 
number completely to occupy the circle, whereas at other times unoccupied 
spaces intervene ; each separate shoe weighs generally about 100 lb. 
and is about in. deep. They are held in the muller ring either in the 
same way as the dies in the pan bottom, or by loops which projecting 
upwards above the rnuUer are caught by wedges (Fig. 67). Their weight, 
inclusive of the muller, is the measure of the pressure available for crush- 
ing ; divided over the relatively great area that pressure is small, and com- 
minution by pressure is subordinate. The more important duty of the 
shoe is so to grip the larger particles that upon revolution they become 
sheared. No pressure can be exerted by the adjusting screw, the revolving 
masses bringing only their own weight to bear. The central spindle is 
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dnVen by bevel g^ii^ from below, motion being communicated to the 
yok6 by zuc&iis of the feather key. 

• rf grin^g pans are very similar there are differences wMch 

justify the separate description of some types. 


Wheder Pan (Fig. 63).— This 
which ore was treated in charges. 


was originally an amalgamating pan in 
When applied to continuous grinding, 
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Grinding Pan (general type).~-Wheeler Pan (pp. 96, 97). 

water-borne pulp having a consistency of 
^ of water to 1 of ore, is brought by a launder into the body of .the pan 
whMe the inuller is rotatmg at about 60 r.p.m. At this speed the coLe 
penphery, and, to direct them back again to the grinding 
ne, deflectmg wings are bolted to the sides. Eventual discharwtakM 

ftepXub oi discharge, or, in othef words, 

DiU^*^ ^ \ the fineness of the product overflowing 

^rge may be either all round or at one point. In the latter case the 
erflow hp leads mto a pyramidal box, at the bottom of which a hole is 
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provided 4ihrough wftch any coarse particles prematurely carried over 
are -returned. From this classifying box the properly finished material 
h^s no difficulty in escaping. The sides of the pan are generally cast with 



Fig. 64. 

Grinding Pan (Colorado Ironworks). — General Appearance. This illustration 
shows annular feed cup and vertical pipes depending therefrom ; spider arms ; deflect- 
ing vanes on interior surface ; discharge over the entire rim into a peripheral gutter 
or launder ; dovetailed seatings on the outside of the feed cup for weights to compen- 
sate for wear of shoes (p. 99). 

the base, though sometimes they are made of wooden staves having proper 
seating in a basal casting. Generally also they are vertical, though in 
the original pan they were slightly splayed outwards. 

In this pan the shoes do not usually fill the complete ring, but inter- 
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veiling space gives opportunity for the sand to settle in the way of the 
neait oncoming shoe. On the other hand, the dies occupy the complete 
circle except a narrow space be left between each two dies to promote 
circulation of the sand. The wear of shoe and die is great, amounting 
generally to well over 1 lb. per ton, and sometimes to as much as 4 lb., , 
depending upon the character of the ore and the class of iron or steel. 
As this wear proceeds, the shoes are kept in proper contact with the die 
by lowering the muUer. The loss of shoe weight cannot, however, so 
easily be made good. Starting with a thickness of about 2| in. they are 
worn to about | in. before being discarded, and the difference in weight 
between mew and old shoes is considerable. This difference can be made . 
good by compensating weights upon the muller ring, though this practice 
has not become general (Fig. 64). In the grinding pan, using pressure 
only to a secondary extent, no proportional drop in capacity takes place 
as the shoes wear. A set of shoes and dies generally lasts 3 — 6 months. 

The power consumed is about 6 h.p. and the capacity some 20 tons 
per day, equivalent to 275 lb. per h.p. hour. The size-reduction, however, 
is not high, but generally about 5. If set to crush finer, the grinding 
surfaces come in contact, the capacity diminishes, and wear increases. 
They cannot in consequence be satisfactorily employed to effect the 
finest comminution. 

Modifications of the Wheeler pan have largely consisted in altering 
the relative positions of feed and discharge. In the type described the 
feed was into the body of the machine, or to one side, while discharge 
was over a high-level lip at an opposite point on the periphery. In spite 
,of its height some coarse material is thrown over this lip by centrifugal 
force, this force throwing the coarse to the periphery and keeping the fine 
at the centre. Central discharges have therefor^ been arranged in some 
machines, as in the Freeman and Holman pans, with soiffe advantage in 
the fineness of the product. The Freeman pan is the Wheeler pan 
arranged with discharge through a pipe which, passing through the side 
of the pan about half-way up the side, extends well into the pan interior, 
where its orifice is turned to meet the swirling pulp. 

Positive Pan (Fig. 65). — ^Working on other lines, and following the 
idea that the material should be made to pass between the grinding 
surfaces, other pans have been designed with a central feed and a low- 
level peripj^eral discharge. In these pans the material is fed into a 
central sheathing, the only escape from which is between a completely filled 
shoe-ring and the die. Discharge then is facilitated by centrifugal force, 
and the degree of crushing effected depends upon the relative velocities 
outward of the pulp and circumferential of the shoe. In the outward 
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movement of the pufp the consistency of this latter plays a considerable 
part ; if thQ pulp be too thin it moves too quickly and reduction is incom- 
plete ; a consistency of 2 of water to 1 of solids has been found good 
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Positive Pan.— Tho type illustrated is that developed in Western Australia. The 
muller hangs from two trunnions provided at the bottom of the yoke. The shoes are 
attached to this muller by loop and wooden wedge. From this muller rises also the 
inner partition into which the feed is entered. The discharge is through a hole about 
half-way up the pan side. A pan embodying similar ideas was employed by Sohnlein 
to grind tin ores in Bolivia (p. 99). 

practice. Escaping from between the grinding surfaces, crushing, as far as 
the particular pan is concerned, is finished, there is no possibility of return; 
accordingly, no advantage results from great height of discharge, but on 
the contrary, a useless consumption of power in giving motion to a great 
volume of pulp. These pans therefore run with a low discharge, the 
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capacity is relatively high and the power consumption correspondingly 
low. By thickening the feed stiU further it has been found, possible to 
’^reduce sand to the size of slime. 

Eolrmn Pan (Fig. 66). — This pan, which is largely used in Cornwall 



Fig. 66 

Holman Pan.— Though in appearance much similar to the general . type, this 
pan 18 seen to bo shaUower. The feed is entered at a point on the periphery from 
whence it makes its way all over the pan through flutings and recesses. The shoes 
^r on the bottom, but are also thrown against the sides, their slotted connection 
with the spider arms permitting this outward movement. Discharge eventually takes 
place t^ugh holes in the central cone, passing thence out at the bottom, the lower 
(pp 99 spindle being protected from this discharge by a special sleeve 

for regrinding middling and other products, has, as before stated, a central 
dischar^ , discharge takes place through holes in the central cone, the 
feed being introduced at the periphery. This pan differs further from those 
of the Wheeler type in that the shoes grind not only on the bottom but to 
some extent also on the sides, against which they are thrown by centrifugal 



Fig. 67. 


Cobbe Pan.— The feed is seen to be oenttral and the discharge peripheral. The 
feed pipes take the sand so far down into the interior of the pan that the only escape 
is between the grinding faces. This escape is not easy since the shoes make practically 
a completely fiUod circle. The regulation of the proper aperture between the crushing 
faces is by means of adjusting and locking nuts on a screw outside the pan (pp. 96 , 103 ), 

protected by side liners. Further, being shallow, the pan is largely covered 
on top to prevent pulp being thrown over the sides. 
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Cobbe Fan (Fig. 67). — This pan is similar in ’most respc^ to the 
Wheeler pan, from which it differs, however, m the endeavour it makes 
to eliminate the varying weight of the shoe ring as wear proceeds. This 
it does by holding that ring steady under its own weight, the die ring 
being forced up to it from under, by an arrangement of four weighted 
levers not sufficiently powerful to lift the shoe ring. The pan bottom and 
the die ring have for this purpose freedom to move 6 inches upwards from 
the position they occupy when shoe and die are new, while the diminishing 
weight of the die as it wears is compensated by removing weights from 
the levers. Against the uniformity of weight and the greater capacity 
thereby ^resulting must be set the greater complication in design. 

Resume . — Pans are efficient fine grinders but compared with tube- 
mills — now to be described—they cannot satisfactorily accomplish the 
finest comminution. The operating cost, though the consumption of 
power is low, is inclined to be high owing to the smallness of the unit, and 
is about Is. fid. per ton. To obtain the economy of a larger unit some pans 
have been made 8 ft. in diameter, but all points considered these have 
not shown themselves superior to those of standard size. Pans are now 
only used where first cost is an important consideration. They are cheap, 
five pans not costing half as much as one large tube-mill, and consequently 
in demand for small installations, more particularly since they are simple 
both to install and to operate. They have been largely used for grinding 
and amalgamation in America and Australia ; for the simple grinding of 
gold ore previous to cyanidation in Australia ; for the fine grinding of 
the lead-silver ore at Broken Hill previously to concentration ; and for 
the fine grinding of tin ore in Cornwall. 


CYLINDER MILLS 
{Including Tuhe-MiUSy Ball-Milky etc.) 

General 

In cylinder mills comminution is effected by the rolling and falling of 
balls, pebbles, rods, etc., within ^ revolving cylinder, into which the ore is 
fed at one end and discharged at the other. These balls, etc., are the 
crushing bodies, and though exceptionally a single body may weigh as 
much as RX) lb., the normal maximum weight when of steel is 40 — 60 lb., 
and when of flint about 2 lb. Accordingly, and even though with a heavy 
charge of balls there will be pressure upon the lower layers, pressure largely 
disappears, shearing and impact taking its place. 
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Speedy and Diamder . — ^With a proper charge, as the cylinder starts 
from rest, friction with the side and between the balls takes the ball 
charge round, till the slope of its surface exceeds the angle of repose, 
when the balls above that angle break away and roll down the slope, 
grinding and crushing as they go. A normal angle of repose in water 
would be about 30° (Fig. 68). 

As the speed increases centrifugal force holds the balls tighter to the 
side carrying them higher, till gravity, setting itself now against centrifugal 





Cylinder Mill.- -Diagrams illustrating Ball Movement. The first figure illustrates 
the movement at that alow speed of revolution which lifts the balla till, the angle of re- 
pose being passed, the upper ones of each layer break away and roll down the slope, 
crushing resulting chiefly from grinding. The two dotted lines mark, respectively, 
the breakaway from the circular path and its resumption. 

The second illustrates the parabolic flight at that speed when the balls of the outer 
layer, and those only, in dropping back into i^osition to resume the cycle, strike the 
cylinder side ; crushing is now by impact chiefly. Again the two dotted lines mark 
the breakaway from the circular path and its resumption ; it will be noted that the 
extent of circular path is now greater. At this speed about half the balls are in the 
air. 

In the third figlire the position resulting from excessive speed is illustrated. All 
the balls now hug the periphery j there is neither breakaway nor resumption ; the 
extent of the circular path is incite. 

In all three figures the ball charge is the same ; it will bo noticed how the relatively 
quiescent central area increases with speed (p. 104 ). 

force rather than against friction within the charge, overcomes that force, 
and the balls, leaving the circle, take flight along a parabolic path, the 
resultant of their acquired velocity and gravity. Falling finally to the 
side again they crush by impact, and then struggle against the rotation 
till, their inertia overcome, they start the cycle afresh. 

At still greater speed gravity finally becomes powerless against 
centrifugal force, and the balls no longer leave the circular path nor alter 
position among themselves; in such circumstance no comminution is 
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^ Cylinier Mills— Diagram of Forces acting on a Ball within a Cylinder Mill. If a 
ball of weight W hugs any point on the inside periphery of a revolving cylinder, it is 
held in that j^sition by centrifugal force acting radially from the centre against the 
component of gravity resolved along the particular radius, the relation of these two 
forces being such that centrifugal force is greater than the gravity component. Taking 
the angle made by the particular radius with the horizontal to be a, this relation is 
expressed by the inequality 


gr 


sin a. 


That this hugging of the periphery should be continuous all round the circle, 
centrifugal force must be greater than the maximum value of W sin a, that maximum* 
being reached when a is 90“ and sin a = l ; continuous hugging, accordingly, obtains 
so long as 




But V, the peripheral velocity, is equal to nyrd, where n is the speed of revolution, 
and d the diameter in place of the radius. Using this value of v, the formula giving 
the limiting speed beyond which the ball would cling continuously to the periphery, 
that is the ‘ critical speed,’ is thus derived ; 

-gr. whence 


•V: 


27r2 Jd 


lOT 
Jd feet 


0-705_ 
Jd metres 


or, with n as the speed per minute (instead of per second) 

76*^ _ 42-3 

Jd feet ijd metres 

In practice, the running speed is about 76 per cent of the critical speed proper to 
the clear internal diameter of the mill, and no ball continuously hugs the periphery. 
But the balls do not all leave their circular path along the same inclined radius ; 
those of each layer respectively break away when 

— =W sm a, or when 

gr 

sin a=— = r-Cr. 

gr g 

That is to say, with increasing radius the balls, irrespective of their weight, climb 
farther up the circular path before they break away (p. 104). 
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This kst position must not be reached. For each layer of balls there 
is a “ critical speed of revolution at and beyond which it obtains, a speed 
Calculable by equating gravity and centrifugal force (Fig. 69). 

Thus, = W ; or v^=gry 

V being the peripheral velocity, 

, 76-6 42*3 

whence , —or - — =, 

V d feet V d nietres * 

where n is the number of revolutions per minute, and d the diajiieter of 
the circular path. ^ 

It is seen that the smaller the diameter of any circular pafh the higher 
its critical speed — its peripheral speed, on the other hand, is lower. Ac- 
cordingly, where there were several layers of balls the first to be held fast 
would be those at the outside, this taking place while those of the inner 
layers were yet in free flight. The critical speed of the mill must accord- 
ingly have reference to the outside layer, and mills are usually run at about 
75 per cent of the critical speed pertaining to them clear internal diameter 
— somewhat slower when crushing fine material or using heavy crushing 
bodies. In practice the revolutions per minute vary from 20 with mills 
of, say, 8 ft. diameter, to 33 with mills of, say, 3| ft. 

At such speeds the outer balls fly, each in separate flight, to fall upon 
the side and then roll into place to start the cycle again. So also with each 
layer in turnj there is no general mix-up of the balls, but each keeps roughly 
to its layer, the larger to the outside and the smaller to the inside. Nearer 
the centre, however, flight becomes less certain, suffering interference 
wherefrom rubbing and rolling result. Doubtless also there is some slip 
of the charge as a whole, and some adjustments of the balls among them- 
selves, both movements being accompanied by grinding. Comminution 
in cylinder mills therefore takes place partly by grinding and partly by 
impact-crushing. Within limits, the slower the speed and the greater 
the volume of the ball charge, the greater the relative part played by 
grinding, while with a smaller charge and a higher speed relatively more 
crushing is done by impact. 

Concerning mill diameter, the range of which was given above, all 
other things being equal, large material will require relatively large diameter 
in order to develop a sufficient force of impact. But large diameter 
connotes greater peripheral speed before flight begins, more power being 
thereby consumed. Accordingly, when crushing large material the indi- 
vidual weight of the ball should be increased, rather than that the greater 
impact necessary should be obtained wholly by increasmg the diameter. 
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Volume of Charge,’— The volume occupied by the crushing bodies 
within the mill is an important factor. If the charge be too flight, normal 
friction with the side will be insufficient to raise the baUs even to the angle 
of repose, the balls will slide or roll baek and no adequate work will be 
done. If, on the other hand, the mill be too full, there will be insufficient 
room for flight and the work again will suffer. Where, therefore, crushing 
by impact is desired the mill should be less than half full ; but where 
reliance is placed upon grinding, the mill is probably most efficient when 
more than half full. About seven-sixteenths of the internal volume is a 
common charge. 

CrmJmig Bodies . — Under given conditions of mill speed, diameter, 
and charge,* the size of ball is determined by the maximum size of the feed: 
large material requires a heavy ball. Balls much below full size are of 
little use in a mill, since they are forced to the centre where their small 
weight is rendered still less effective by diminished movement. On the 
other hand, to have balls too large would be to reduce unnecessarily the 
number of contacts in a given volume of charge, and the number of 
blows in a given time. 

In practice, balls are of flint, steel, or an iron-manganese composition. 
Flint balls are well-rounded pebbles of about 4 in. maximum and 2| in. 
minimum diameter. Steel balls are generally of forged or chrome steel 
with 7 in. maximum and IJ in. minimum diameter. A mill charged with 
steel balls, supposing it were capable of sustaining the weight of such 
a charge, would have from one-and-a-half times to twice the capacity of 
a mill of the same size charged with flint pebbles suitable to the same 
class of work. 

Latterly, in a particular mill, the Marathon or Rod mill, steel rods, 
normally of 2 in. maximum diameter and the length of the mill, have 
been used as crushing media. In spite of the great bulk of these bodies, 
the opportunities for crushing are not diminished but rather increased, lines 
of contact taking the place of points. A greater weight of charge can 
also be contained in the same volume, and a smaller mill suffices. 

Mill Length . — The considerations so far have been centred around 
but one element of the length, a single cross section. Considering now 
the whole cylinder, there would be the same distribution and behaviour 
of the balifl throughout the length, and in consequence the same 
capability in respect to crushing. But the material undergomg com- 
minution becomes successively finer, and the capability determined for ; 
the entry rrflght well be wasteful at the discharge. Cylinder mills 
should accordingly be short, or if they be long there may be no extreme ^ 
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Cylinder Mills.— Diagrams illustrating mills working in closed circsuit (p]). 109 , 119 , 
123). In closed circuit the relation of the weight passing through the mill to that of the 
original feed may be determined from sizing analyses at different points around, and 
in the circuit. This sizing analysis consists of a division into oversize and undersize by 
a laboratory screen with apertures roughly equal to the maximum size of the finished 
product, through which screen accordingly the great bulk of that product passes ; 
where in the circuit an actual screening appliance is employed, as, for instance, with 
rolls, the sizing analyses would be conducted with a screen of the same aj)erture. 

Thus ; In the tube-mill circuit illustrated : 

Let A - weight of original material, and consequently of finished i)roduct. 

B=weight of material passing through the tube-mill, and consequently of the 
material in the closed circuit. 
tc=percentagGiof undersize in original material. 
z = percentage of undersize in finished product, 
a; = percentage of undersize in classifier discharge (coarse), 
y= percentage of undersize in mill discharge. 

Then, the weight of undersize entering the classifier being the same as that 
leaving it, 


kw-\-By-Az-\-'Rxy or B=A 



In the ball-mill circuit the original material as illustrated is generally the un- 
screened dry product from a breaker, such being fed direct to the mill without any 
endeavour to separate the undersize. 

Let A = weight of original material, and consequently of finished product^ 

C ^weight of material in the closed circuit. 

B = weight of material passing through the mill =A-{-C. 
to = percentage of undersize in original material. 
z = percentage of undersize in finished product. 

X -percentage of imdersize in classifier discharge (coarse). 
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Let y - percentage of undersi^ in mill discharge. 

Then, (A+C)y=A 2 +Ca; 

0=A M 
\y~x/ 

B=A+C 

G-’) 

difference in size between the material entering and that leaving. Where 
iSie material sent to such mills is very fine already and only requires to 
be reduced Xo slime, this condition is largely fulfilled, long length is then a 
security against the escape of a particle uncrushed ; but where the feed is 
Coarse a relatively short mill is imperative. In either case, still better 
conditions are obtained by hurrying the material through the mill, separat- 
ing that portion crushed fine enough, and returning the oversize to the 
mill again. Tfl that way much of the material at the discharge end is 
returned to the entry, and undue difference in average size between the 
materials at the two ends of the mill is avoided. This separation of the 
oversize is generally performed by a water-sizing apparatus, known as a 
classifier, working in “ closed circuit” with the mill, from which circuit only 
completely crushed material escapes (Figs. 77, 81). The amount of returned 
oversize is then generally a multiple of the original material (Fig. 70). 

If instead of thus working in closed circuit there be no return of over- 
size the circuit is said to be open. From the foregoing, a mill so working 
should be shorter and more fully fed with original material. With too 
short a length, however, the number of particles escaping uncrushed 
would be unreasonably great ; using balls or pebbles therS is no enforced 
passage of each particle into the crushing space around the points of 
contact, and conceivably a given particle might pass from end to end 
and not be hit. Accordingly, other than simplicity there is not much 
to recommend the open circuit. Lengths vary from 4 ft. to 24 ft. 

Rate of Feed.— From what has just been said, the rate of feed, original 
and returned material together, will depend largely upon the size-reduction 
to be accomplished. With coarse material and short mills it should be 
such that, at a dilution of one of water to one of ore, the pulp in the 
mill should be renewed every 1—2 minutes ; with fine material and a 
long mill, on the other hand, this renewal of the pulp should take about 
20 minutes. Knowing that the' space occupied by the pulp is that 
between the balls and up to the pulp level— this space being generally 
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12 — ^20 peifcent of the interior volume of the mill — the JJroper rate of feed 
for any particular mill may readily be computed. 

Dilution of Feed. — Water, when used in a cylinder mill, serves by 
assisting feeding, progression, and discharge. In respect to feeding, this 
assistance is felt particularly when the material fed is fine enough to be 
water-borne, but even with large material some water is necessary to 
flush the intake. Assistance in progression comes because progress takes 
place largely by the displacement of the crushed material by that 
newly arriving, such displacement being promoted by water. Finally, 
whether discharge takes place purely by overflow, by lift, or .throng 
apertures, it is always favoured by water. Exceptionally, as where 
roasting follows, or as in the manufacture of cement, a mill may be worked 
dry, that is, without water ; the progress of the material from feed to 
discharge then is slower and. the mill capacity less. 

Though water renders these assistances its presence has disadvantages. 
ItiMms a pool in which the cnishing bodies lose weight and energy ; it 
""also cleans their surfaces and that of the mill lining, to their greater wear ; 
and at the same time it permits the particles requiring grinding to settle 
out, leaving the upper balls to beat themselves, wasting energy. To lower 
the pool, if the balance of advantage be that way, the height of discharge 
must be lowered, either actually, by enlarging the discharge opening, or 
virtually, by lifting the material to the discharge. To keep wear at a 
minimum the pulp should be thick enough to constitute a protective 
covering to balls and lining, when at the same time the wasteful beating 
together of the balls is avoided. Moreover, with a thick consistency the 
pulp to some extent is dragged upward with the balls and the pool is 
lowered (Fig. 78). 

The amount of water is therefore kept to the minimum required for 
proper progress through the mill and eventual convenient discharge. 
Experience indicates that when crushing to produce fine sand the weight- 
ratio of water and ore should be about 40 : 60, that is, less weight of water 
than of solid ; and that, when crushing to produce all slime, the ratio 
. should be the other way round, there should be a little more water 
than ore. Coarse sand associated with only 30 per cent of water will run 
down a steep launder and plainly be wet, while slime with such a per- 
centage will be stifi and comparatively dry ; such is the effect of the greater 
internal surface possessed by a mass completely pulverized. 

Applying the above-detailed principles, cylinder mills, though all 
crushing by balls, pebbles, etc., in a revolving cylinder, differ sufficiently to 
disclose the following types : Tube-mills, Rod-mills, BaU-tubemills, and 
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Conical miUs, through aU of which the material passes as through a tube 

and screen-faced Bjill-iniUs, into 
which the material enters at one end to pass out not by the other end 
but through the walls. * 


Tube-Mills 

The prototype of this appliance is the Barrel Pulverizer, still employed 
m Cornwall to crush middling products arising in the concentration of tin 
ore, ^nd formerly employed in California for grinding charges of gold ore. 
Jhis pulverizer consists of a revolving cast-iron barrel or tube about 5 ft. 
long and 2 ft. in diameter, in which scrap-iron, iron balls, or pebbles are 


•5 ft-- 
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Barrel Pulverizer.— The prototype of the Tube-mill. Used since 1880 to grind 
intermediate products arising in process of dressing tin ores in C5omwall. The 
Illustration shows the mill sup])ortod and driven by rollers ; the original mill was 
supported upon hollow trunnions (p. 111). 

the crushing bodies, and into which ore and water are fed centrally at one 
end and discharged centrally at the other. In some designs the barrel is 
borne upon hollow trunnions through which feed and discharge take place ; 
m others, upon rollers at the periphery (Pig. 71). 

The tube-mill of the present day is, however, an adaptation from 
cement grinding rather than a direct evolution from the barrel pulverizer. 
It consists of a riveted steel-plate tube 10—20 ft. in length and 3 ft. 6 in. 
—6 ft. in diameter, with flanges at either end by which it is bolted to 
heavy end-plates (Fig. 72). Centrally disposed in these end-plates are the 
hollow trunnions, one at each end, on which the mill is supported, these 
trunnions forming at the same time the feed and discharge openings, 
respectively. At the feed end usually, but latterly often at the discharge 
end, a large spur-wheel enveloping the end-plate constitutes the means 
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by whicli the mill is driven. This spur-wheel is engaged by a pinion keyed 
upon the same shaft as a main driving-pulley, which pulley receives its 



Fig. 72. 

Tube-mill. — Elevation. The standard trunnion -mill is illustrated. It shows the 
feed scoop, hollow trunnions, cnd-platos, shell, manholes, and spurwheel (p. 111). 


motion by rope, belt, or silent chain from a motor or line -shaft. The 
silent chain avoids any slipping, but, if used to transmit the power direct 
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Tube-mill.— -Plan. The driving pulley, shaft, and pinion are to the left hand of 
the mill when looking in the direction of flow ; this constitutes a left-hand mill. The 
feed trunnion is open to be fed by the spigot of a classifier ; the discharge has three 
projecting ribs to keep the pulp from draining back. The handle of a friction clutch 
engaging the driving pulley is seen (p. 112). 

from a motor, a friction clutch should be interposed, or otherwise the 
tremendous starting torque necessary for such a heavy mass as a charged 
mill might hurt the motor. Naturally, a friction clutch is also advisable 
if the mill is directly geared to a motor (Fig. 73). 
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The method of support and driving above described is the general 
practice. Exceptionally, some mills are supported upon tirei^ and driven 
by a toothed wheel around the body ; or a mill may be tnmnioned at one 
end and on rollers at the other. Roller support is direct and leaves the end 
free, but true running at the speeds and for the continuous performance 
demanded, is not thereby so surely obtained. Accordingly, rollers are 
only used for particularly heavy charges. 


The material to be ground, having already been broken and crushed, is 
fed with sufficient water to form a thick pulp. This feed enters the trunnion 
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Tube-mill Feeder.— Open -fronted Scoop Feeder. This feeder is attached by its 
flange to the trunnion of the tube-mill. The feed, to which crushing bodies can be 
added, is fed into the receiving chamber. During revolution the entrance to the 
adjoining spiral lifting-chamber dips under the accumulated feed permitting some to 
pass within ; whereafter it is raised by the spiral scoop to the central opening through 
which it passes into the mill. For feeding crushing bodies and coarse ore this feeder 
is better than the ordinary scoop, since there is no feed-box against the side of 
which such material might become jammed ; moreover it needs no lip to dig into 
water- packed material and in so doing to wear out (p. 113 ). 

either direct from the spigot discharge of a classifier, or as the delivery 
from a spiral scoop which, revolving with the trunnion, picks it up from 
a feed-box (Figs. 74, 77). This latter is now more usual, since it 
provides at the same time a means of feeding new crushing bodies, and 
permits the mill to be run more than half full should such be desired. To 
pass these crushing bodies onward through the trunnion this latter is 
sometimes lined with a spiral bushing, or it may be made with diameter 
^ increasing in the direction of the required movement (Fig. 80). When the 
feed is spouted from the spigot of a classifier, new crushing bodies have to be 
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fed tliroufh the trunnion, or the mill must be stopped to introduce these 
bodies through a manhole. To pass them through the trunnion necessi- 
tates an open trunnion, that is, one free from grate or stuffing-box ; the 
mill cannot then be charged above the pulp level An additional 
advantage of the scoop feed is that the material is lifted from below the 
axis of the mill, and height is thereby gained. 

Discharge at the other end is central and usually by simple over- 
flow, the rate being determined by the rate of feed. To facilitate this dis- 
charge the opening at that end is generally of somewhat larger diameter 
than the feed opening, a gradient being thereby created, common dia- 
meters being 8 in. and 10 in. respectively. When it is desired to work 
with a charge above the axis of the mill, the discharge opening is closed 
with a grate having holes small enough to retain crushing bddies of useful 
size, but large enough to permit the discarding of those too small to be of 
use (Fig. 75). Even with a low charge a screen plate is often used 
for this latter purpose ; or within the trunnion itself a reversed-spiral 
lining is inserted. 

In crushing cement the tube-mill works dry, when, ordinary over- 
flow discharge being impossible, discharge from the crushing space 
takes place through a grate or diaphragm occupying the entire cross- 
section of the mill. The material passing this diaphragm finds itself in 
the narrow space between it and the end plate, in which space are 
radially-disposed scoops which, as the mill revolves, lift the material to 
the hollow trunnion. Such a discharge is described as peripheral, though 
really it is scoop discharge. Scoop discharge is not peculiar to dry crush- 
ing nor to the crushing of cement clinker, but is largely used in the wet 
crushing of ore, both with tube-mills and with ball-mills (Fig. 78). It 
possesses the advantages of eflecting a more positive discharge and of 
lowering the water pool ; on the other hand, it introduces parts on which 
a good deal of wear comes, and also results in so lowering the pulp level 
at the discharge end that some of the pebbles may be out of action. 
Exceptionally, with dry material, true peripheral discharge through aper- 
tures in the periphery at the discharge end is seen. 

The crushing bodies employed are generally flint pebbles, from which 
fact the appliance sometimes takes the name of “ pebble-mill.*’ These 
pebbles are well rounded pieces of flint or other hard rock, 2J — i in. 
in diameter. Suitable pebbles are found on the shores of many lands, 
those coming from Denmark, Newfoundland, Greenland, and Northern 
France, being particularly in request. For mines well situated* in respect to 
transport the cost of such pebbles delivered is not great, but far inland 
it might well be prohibitive. In these remote situations suitable pieces' 
.of hard ore may serve as pebbles. The consumption of such pieces is 
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nato^y m'any times greater than that of ordinary pebbles, and for lack 
of mtial roM^ess they are not so efficient; but being of ore they 

^ ually add their own weight to the amount crashed, and no hurtful 
drop m mill capacity occurs. 

Small steel balls, or baUs of an iron-manganese composition, are 
also employed, though the fact that ordinarily tube-mills are applied to 



i. 1- , section shows the crate fixed aorosa 

the central disoh^ to keep the crushing bodies from ejection. This grate is placed 

Thri^lir oWamed through tte manhole B 

expanding in the direction of Lohaige is clearly 
Aown. Bf jond the Mtual trunnion the discharge is continued by an additionid 
pece proved with throe ribs, H, to keep the pulp from draining back into the 
bearing. The illustration further shows a flint orsilez lining (pp. lU, 117) 


prepare material for cyanidation - in which the presence of finely 
dmded might be detrimental-has perhaps miUtated against thefr 
^ advantage that, being much smaller than fiint 

pebbles of the same weight, they provide more points of contact m the 

uT accordingly, a smaUer tube-mill using steel 

balls would be as effective as a larger mill using flint pebbles. ^ 

> 8maU hoUow steel or iron cylinders have also been trild b.,+ 
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adopted. • The idea of a cylindrical crushing face is, however, attractive, 
because lines of contact then take the place of points and greater oppor- 
tunity for crushing is presented. Following this idea, heavy steel rods 
extending the whole length of the mill have been found very satisfactory 
where a particularly fine product was not desired. Rods, unlike balls, 
having one dimension continuous from end to end of the mill, permit a 
heavier charge to be accommodated in any given mill ; in addition, rolling 
on one another there is little chance for any particle to escape uncrushed. 
Rod mills accordingly have great capacity for their size. The rods, 
however, are liable to become bent when worn, while compared with 
balls they are always awkward in handling. Round crushii\g bodies, 
accordingly, are still preferred ; they possess the advantage that turning 
continually in all directions, the whole surface is available’ for crushing 
and remains true, no grooves or depressions developing. 

To maintain the number of points of contact as high as possible, mixed 
sizes of crushing bodies should be present. Such mixed sizes need not, 
however, be fed specially, since they arise normally by wear from bodies 
of maximum size fed at regular intervals. On the other hand, pebbles 
of greatly diminished size are useless and should be discarded. The 
consumption of flint pebbles per ton of original feed varies with the 
hardness of the ore, the size of the feed, and the fineness to which com- 
minution is taken. It is usually between 2 lb. and 5 lb. per ton ground. 

Concerning the charge of crusliing bodies, without a grate this cannot 
half fill the mill. But with a grate at the discharge end and a scoop at the 
feed end it may rise above the mill axis, giving better balance to the 
njachine and diminishing the demand upon power. Crushing fine material 
a well-filled mill more than maintains its capacity even though the oppor- 
tunities for impact are obviously diminished ; the limit, however, appears 
to be passed at two-thirds the internal volume. 

A charge weighs anything from 4 to 15 tons, depending upon the mill 
size. Speaking generally, for mills of similar homologous dimensions, 
capacity is proportional to the weight of charge. 

To protect the steel shell of these tube -mills against wear, an 
effective lining is necessary. In cement grinding this lining consisted 
of iron or steel plates an inch or so in thickness, bolted through the 
shell ; covered by a dry skin of crushed material this lining was effective 
and lasted for years. But scoured by wet pulp in the grinding of ore 
the life of such a lining is not usually more than six or eipht months ; 
moreover, when harder metal is used the surface becomes so polished by 
wear that the charge slips and crushing suffers. A smooth or plane 
lining is only preferred for very fine grinding, where the greater force of 
impact is not required, 
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Flint or silex blocks of brick size, set on edge in cement, hate proved 
satisfactory in general use, the surface being relatively rough. An objection 
is that the relining of such mills puts them out of commission during the 
forty-eight hours or so the cement takes to set, wliereas a new steel lining 
can be inserted in a few hours. A second objection lies in the reduction 
of the mill diameter by so thick a lining, and the consequent difference in 
capacity and power-demand between the newly-lined and worn conditions 
of a mill. The flint lining is, nevertheless, simple and effective ; it has a 
life of six to eight months (Fig. 75). 

To moderate the first objection, the time taken in relining may be made 
reasonably by setting the blocks previously in cast-iron grids of convenient 
size and suitably curved to fit the interior. Such filled grids permit a 
more rapid assembly into place. With intervening webs across them, and 
using mine rock instead of the more expensive flint blocks, a suitable rough 
lining of honeycomb pattern is cheaply produced ; such a lining has a 
similar life of six to eight months. 

Giving a firmer grip upon the charge a number of “ ribbed linings ” 
are now in use. The earliest of these was a lining cast with longitudinal 
grooves in which the pebbles eventually became firmly fixed, making a 
lining of themselves. This lining, the El Oro, is effective, and has a life 
of one to two years, depending upon the metal used, manganese steel 
giving a long life (Fig. 70). 

A more positive lift to the charge is given by longitudinal bars or lifters 
spaced regularly around the interior, with flint bricks c^r metal plates 
between. Or, metal plates cast with a rib on them may be so set in the mill 
that the ribs are continuous from end to end (Fig. 76). 

Eibbed linings are of best service where impact is desired, that is, with 
coarse material ; for the same class of work they allow a somewhat slower 
speed. Plane linings, on the other hand, are good with fine material and 
for the production of slime. 

Tube-mills are employed to make fine sand or to reduce all to impalp- 
able slime. In South Africa, notably, the first of these policies is pursued ; 
on such other gold and silver mines as have their valuable content in- 
timately distributed throughout the gangue, the second is the policy. Herein 
lies the reason of great differences in tube-mill capacity. A full-size mill 
may be taken to be one of 20 ft. length and 5 ft. diameter. Such a mill is 
capable of crushing 250 tons of original feed per day from 3 mesh to the 
condition of ^fine sand, whereas when reducing 16-mesh material to slime 
its capacity would be only about 100 tons per day. Smaller mills having 
similar relation of diameter to length, have capacities in proportion to their 
smaller internal volume. It is the diameter which determines the maximum 
size of material the mill can conveniently handle, and the length which 
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determinis the quality, in point of fineness, of the product. Whde 
maintaining the diameter of 5 ft., shorter mills, 16 ft. in length, are 
now considered standard in South Africa. 

Though their greatest application is perhaps with precious-metal ores, 
tube-mills of short length have to some extent also been used in regrinding 
base-metal ores for further water-concentration; at Broken Hill, New 
South Wales, for instance, they have replaced pans for that work. When 
the length, still further shortened, becomes of similar dime^psion to the 



Ribbed Plate Lining 


Komata Lining 



Fig. 76. 

Tube-mill Linings. — The ribbed-plate lining is simple ; the ribs extend from end 
to end of the mill. The Komata Lining has lifting bars — specially protected by man- 
ganese-steel angle-bars — ^alternating with independent plates. These bars project four 
inches or so into the mill interior,' so that they exert a pronounced lift upon the 
charge. Into the flutes or grooves of the El Oro lining, pebbles fix themselves to 
form a surface over which the charge does not readily slip. A similar lining is the 
Bar Lining, the projecting bars of which are kept in place by others laid flat against 
the mill interior, the spaces between the bars being filled with broken rock cemented 
into place (p. 117). 

diameter, the opportunity is generally taken to increase the diameter 
and to use relatively -heavy steel balls. Such mills, belonging to the ball- 
tubemills next to be described, are l<nown as “ granulators,” because of 
the granular nature of their product. 

The power required by the tube-mill is relatively high, being about 
10 h.p. per ton of pebble charge, a mill of full size requiring 100 h.p. 
continuously and 160 h.p. at the start. Taking the former figure and the 
figures of capacity given above, the capacity when grinding to fine sand 
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about 200 •lb. per h.p. hour, and when grinding to slime about 80 lb., 
the ratios of. size-reduction being about 15 and 10 respectively. These 
figures illustrate the greater consumption of power in fine reduction. 

Considering the large capacity of these tube-mills the labour and 
attention required are not great ; the mill has all the advantages of a 
large unit. In addition, the absence of screens, screen frames, scrapers, and 
small parts generally, reflects favourably upon the operating cost. Though, 
therefore, power consumption is high, the total cost of crushing by this 
mill, seeing that it operates at the fine end of the crushing system, is rela- 
tively low, and maybe taken to be about 9d.— 12d. per ton when grinding to 
fine sand, and 2s. — 3s. per ton when grinding to slime. No other .machine 
can so cheaply do this class of work, nor does any other machine compare 
with it in the reduction to slime. In regard to first cost, this mill has the 
disadvantage of high prime cost for itself, for its foundation, and for its 
means of driving, but over a long life this heavy initial expense is more 
than made good by the relatively low operating cost. 

For efiicient running tube-mills require proper speed, adequate pebble- 
charge, a good rate of feed, and right dilution ; invariably, also, they 
work best in “ closed circuit ” with a classifier (Fig. 77). When the speed 
is too high or the feed too low the mill will roar, whereas when the con- 
ditions are proper it rumbles, emitting a lower and more continuous note. 


Ball-Tubemills 

Crushing by balls in a revolving tube has also been applied to coarse 
material, such, for instance, as the breaker product. To accomplish such 
work the balls have to be heavy, and are of steel, forged rather than cast ; 
the mill diameter must be maintained or even increased to give the balls 
the greater fall necessary ; the mill must be short, because, if long, the balls 
at the discharge end would find little useful employment ; while, finally, 
a grate diaphragm and scoop discharge are necessary generally, since the 
product may be too coarse for the ordinary overflow (Fig. 78). 

Such mills as these, under the name of Grondal and Ferraris mills, 
were used in metalliferous mining before the introduction of the tube-mill, 
but received no extended application. To-day, however, with better 
knowledge resulting from the successful employment of tube-mills, and with 
better appliances for operating in closed circuit, a greater application of 
these ball-mills is probable (Fig. 81). 

Recent mills are 6 — 7 ft. in length and of equal or even greater 
diameter, supported as usual on feed and discharge trunnions, and run at 
a speed sufficient with the help of ribbed lining to develop the necessary 
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impact. The balls when new are 5—7 in. in diameter and weigh 20—50 
lb. ; when \Yom to about 1| in. they are discarded. A charge of such 
balls weighs from 5 to 12 tons and nearly half fills the mill. The lining is 
of steel plates ribbed to give greater lift to the balls, the ribs being often 
so arranged that the charge in rolling back descends a series of steps, hence 
the term “stepped lining’* (Fig. 79). The feeder is generally of the ‘com- 
bination * type, arranged to take dry material and balls at its open centre, 
and to dig-up returned sand from a feed-box (Figs. 80, 81). Usually a 
grate or diaphragm near the end separates a small compartment in which 
radial scoops lift the product to the central discharge as the mill revolves. 
By some this grate is considered to .block the free discharge so neces- 
sary for quick passage through the mill, and the overflow discharge is pfe- 

ferred. In an exceptional design 
this end compartment does not 
exist, but the discharge is directly 
through a screen plate covering 
that end. 

A particular mill of this type, 
the Marcy mill, came into promin- 
ence through its adoption at one 
of the large disseminated copper 
mines, the Inspiration, Arizona, 
where, working in closed circuit 
with a mechanical classifier and 
without further help, this mill 

crushes the breaker product to 

Ball-TuM ^mg^Stepped ^ ^ ^ ^ 

Lining (p. 122). . . mi • 

tion concentration. The capacity 

of an 8-ft. mill of this type doing such work is about 450 tons per day, 
while the product, owing to the quickness of the discharge, is uniform and 
fairly granular (Fig, 81). 

When these ball-tubemills are employed to regrind middlings or 
tailings in preparation for further water-concentration, or to do similar 
work where reduction in size without undue production of slime is 
desired, they are often described as “ granulators.” Such mills come 
midway between tube-mills proper and ball-tubemills (Fig. 82). 

In general the power consumed by these mills is high and somewhat 
greater per ton of charge than with ordinary tube-mills, but their capacity 
being more than proportionately large they are efficient. A 7-ft! mill would 
require about 140 h.p. and crush about 280 tons per day from 2 in. to 20 
mesh, figures equivalent to about 170 lb. per h.p. hour, and a size-reduction 
of 80 ; the capacities for smaller mills would be in proportion to their 
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smaller internal volumes. At such a ratio of size-reduction# these milla 
are at times sufficient in themselves to complete the necessarjj comminution 



Ball-Tnbemill Feeder.— Combination Type. With this feeder coarse original 
material passes in through the open front, while returned material is scooped up from 
a feed-box into which it has been delivered by the classifier (pp. 113, 122). 
Hines, Trans, A.I.M.E., vol. lix., 1918, p. 259. 


of an ore. At other times they accomplish the first stage of a reduction 
which is completed by tube-mills. 

With a large capacity and operating at the coarse end of the crushing 



Fig. 81 . 


Ball-Tabemill.— Working in Closed Circuit with a Mechanical Classifier. The 
mill illustrated is driven at the discharge end to make room for the classifier and 
feeder at the feed end (pp. 109, 120, 122, 267). 


system, tte consumption of balls is rather heavy, being about 1*6 — 2 lb, 
per ton, the wear of the steel lining being albout one quarter that figure. 
On the other hand, the operating cost is low, being about fid. per ton, 
and the machines occupy little floor space. 
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To do good work they must he fully and regularly fed with original 
material by a^n independently-driven feeder ; the size of the balls must 
be suited to the size and hardness of the ore ; and the ore may not be 
both large a*nd hard. 



Fig. 82 . 

Ball-Tubemill or Granulator. — General Appearance. This illustration shows 
particularly well the ample scoop-feeder sometimes necessary (]>. 122). 


Conical Mills 

The tube-mills which have so far been described have been cylindrical 
and the crusliing conditions have been fairly uniform from end to end. 
Seeing that the material being crushed enters in a relatively coarse condi- 
tion to become progressively finer, it becomes a question whether such 
uniform crushing conditions could be altered the better to suit the pro- 
gressively finer work. With this idea a conical mill, known as the Hardinge 
mill, was evolved, in which two hollow cones, one flat and the other 
relatively steep, are joined at their bases to the ends of a short cylinder ; 
at the apex of the flat cone is the feed entry, and at the other apex the 
discharge, the mill being supported upon hollow trunnions exactly as 
the ordinary tube-mill (Fig. 83). The crushing bodies are pebbles or steel 
balls as before. In operation some of these are large and new, while 
others are worn and small, the bulk being of an intermediate size. 
In a cylindrical mill all these would arrange themselves, uniformly 
from end to end, with the larger ones at the periphery and the 
smaller ones towards the centre. In a conical mill, on the other 
hand, the large pebbles or balls, in their endeavour to hug the periphery, 
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fly to the largest diameter, that is, to the cylindrical portion, from which 
point to the discharge the crushing bodies will be of continually decreasing 
size. The feed cone being flat, the material quickly arrives in the cylindrical 
portion, where it receives attention from the maximum forces, whence it 
passes towards the discharge, becoming on its way subject to smaller 
crusliing forces conceivably more suitable to its own diminished size, till 
finally it overflows as a finished product. The continued entry of the feed 
determines the rate of this passage, which, as a rule, is further promoted 
by inclining the axis of the mill slightly downwards in the direction of dis- 
charge. It is claimed that this mill makes better use of the charge than 



Fig. 83. 

Conical Mill, — ^Tho Hardinge Conical Mill (p. 124). 


ordinary tube-mills, in which the large pebbles near the discharge are 
not doing the work for which by their size they are fitted ; and that in 
consequence a smaller charge suffices and less power is consumed. 

Whatever the value of this advantage, in practice the maximum 
diameter of a conical mill is larger than the diameter of a cylindrical mill 
of equal capacity, and the extra power required to give the greater 
peripheral speed which greater diameter brings, must be set against 
that advantage. A 5-ft. cylindrical mill 16 ft. long, running at a 
peripheral speed of about 460 ft. per minute, would probably have to 
be replaced by a conical mill of 8 ft. maximum diameter, which at a proper 
speed of revolution would give a peripheral speed of 670 ft. per minute ; 
from that maximum the speed would fall to a minimum at discharge. 

A proper test between the short tube -mill and the conical mill 
has yet to be recorded. These two t^es both appear to be efficient 
machines and to be capable of doing similar work. They are similarly 
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lined, use similar crushing bodies, and are subject to similar wear. The. 
ordinary mill has the advantages which come from a more simple design, 
while the conical mill facilitates discharge by gradually leading up to it. 
The latter has, moreover, proved itself to be an efficient granulator giving 
a uniform product, the exact nature of which varies with the length of its 
cylindrical portion ; the longer this length, the finer the product. As 
such it has received the endorsement of wide adoption. The conical 
mill is, however, never a slime-producing machine like the tube-mill. 

As with cylindrical mills, steel balls are used in conical mills prin- 
cipally for crushing coarse material and flint pebbles for fine material. 
It is, however, with the latter that the conical mill has been ^notably 
successful. With coarse material it appears probable that inadequate 
work is accomplished in the conical portion, where diminished size and 
diminished velocity likely render the crushing bodies impotent to continue 
the work. 

(SCREEN-FACED) BALL-MILLS 

These mills, though fed at one end like the ball-tubemill, do not 
discharge at the other, but through apertures in the walls. They are 
enveloped by screens, and are usually applied to the dry crushing of coarse 
material. The Krupp ball-mill is representative of this type (Fig. 84). 

In detail the screen-faced ball -mill consists of a drum-shaped cylinder, 
7 — 9 ft. in diameter and 3*5 — 4*5 ft. in width, fixed on an axial shaft 
laid horizontally, and revolved at a speed of 20 — 25 r.p.m. The 
sides of this drum are of steel plate bolted to naves upon the shaft 
and to a flange around the drum, this drum being of cast steel. The 
interior surface of this casting is not perfectly cylindrical, but made up of 
a number of steps known as grinding plates, down which the balls cascade 
as the mill revolves. These plates, six to twelve in number, slightly overlap 
one another, each in succession slipping under the next in front. Just 
before being thus overlapped, in each grinding plate are discharge holes of 
coarse size, while the rectangular passage between it and the plate over- 
lapping is shut by a strip perforated with holes of similar size. Outside 
the drum comes a circle of punched screens, and then a concentric 
envelope of fine screens attached to screen frames. The circle of punched 
screens is not continuous but broken at return scoops which, extend- 
ing from the fine screen to each grinding plate, permit the oversize from 
both screens to pass back into the drum, this taking place as the mill 
revolves. The entire mill is finally surrounded by a sheet-iron housing 
terminating below in a pyramidal pocket leading to discharge, and con- 
necting above with a fan by which the fine dust is drawn away. 

The crushing bodies are steel balls, which, when new, are usually 5 in. 




-The Krupp Ball-mill (p. 126 ). 
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in diameter and weigh J8 lb., though balls of 7 in. diameter and 30 lb. 
weight are sometimes used, the size of ball depending upon the size 



and character of the material 
undergoing comminution. A 
charge of these balls generally 
weighs 1 — 2 tons, sufficient 
when the mill is run at a 
normal speed to climb nearly 
to the level of the shaft, 
before falling back. The balls 
therefore are not overthrown, 
^ but the stepping of tte grin6- 

2 ing plates gives them oppor- 

3 tunity to drop and thereby to 
?| develop the necessary impact ; 
^ in the larger mills this drop is 
W about 5 in. In addition, there 



is a good deal of rolling and 
rubbing between the balls, 
during which the comminution 
begun by impact is completed. 
To maintain efficiency the balls 
must not be allowed to wear 
smaller than about 1-J in., and 
from time to time the charge 
is taken out in order that the 
uselessly small balls may be 
discarded. Ball wear takes 
place at the rate of about 0*5 
lb. per ton crushed. 

Almost equal wear comes 
on the interior of the mill, 
that is, upon the sides and the 
grinding plates. To provide 
for this the grinding plates are 
made in three pieces, one being 
the base or mantle plate, and 
the other two respectively the 


hunch plate and the perforated plate, these being the renewable wearing 


surfaces (Fig. 86). The sides likewise are protected by liners shaped to 


the circular surface they cover, and bolted into place. As a rule, the 


wearing plates last about 6 months and the side liners a year. 
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The size of the material to be crushed varies from 2 to & in. and is 
generally about 3 in. This material must be quite dry, that is, containing 
not more than about 1 per cent of moisture, or otherwise the’ screens will 
tend to clog and the capacity will be seriously diminished. It is fed 
through a hopper on one side, the nave on that side having a central 
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Wet Ball-mill.— Erupp Mill arranged for wet orushing (p. 130 ). , 

•pening in which spiral blades are fixed to ensure entry and to turn back 
my matenal wMch might otherwise be thrown out. For convenience in 
e^ thd mills are best arranged in pairs consisting of a right-hand 
mil and a left-hand mill, so that the two naves come together. They are 
ed by uniformly-running independently-driven feeders, it being difficult 
0 arrange a feeder which shall operate only when more ore is definitely 
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required, • The attendant has to judge by sound whether the mill is being 
fed properly ; an empty mill roars, a mill properly fed rumbles and when 
opened no balls are to be seen, all being embedded in ore. 

With respect to the work they accomplish and their capacity, 
crushing 3-in. material these mills generally deliver their product through 
a 20—30-mesh screen, making a size-reduction of 120 — 180. Owing 
principally to the generous screening area, which is usually from 60 to 
100 sq. ft., the capacity is high, generally 40 — 100 tons per day, and the 
product is granular. Consuming 20 — 50 h.p. the amount crushed per 
h.p. hour is about 180 lb. 

These mills were largely used at Kalgoorlie, where dry-crushing was 
necessary owing to subsequent roasting ; there the cost was about 2s. 
per ton. In addition, the mill has been largely used on the Continent, 
where, though the general design remains the same, different makers have 
introduced slight modifications, one consisting in discharging on both sides 
near but not actually at the periphery, others having for object the 
adaptation of these mills to wet-crushing. 

Though this ball-mill is particularly employed in dry-crushing, it has 
also been used wet. Crushing even then is not done in water, but jets of 
water play inside while others play upon the screen from outside. The 
water and crushed material fall below into a conical pocket from which 
there is a bottom discharge of the sand and an overflow of the slime. In 
this pocket the level of the water is such that the fine screens dip below it 
as they revolve, becoming cleaned thereby (Fig. 86). 

Such wet-crushing can, however, only be used with moderately soft 
ore, or the wear of balls, plates, and screens would be excessive. The 
capacity is favourably influenced by the presence of water. 

STAMPS 

Under cylinder mills the advent of impact as an important force- 
application in crushing was recorded ; in those mills impact-crushing was 
accompanied by grinding. With stamps, grinding is finally abandoned, 
leaving impact-crushing supreme. The ore lies upon a die in a mortar, 
and impact arises either from the free fall of a Gravity stamp ; or from the 
modified fall of a Crank-lifted stamp ; or from the forced fall of a Steam 
stamp. 

Gravity Stamp 

With gravity stamps a weight W is lifted through a height h and 
allowed to fall through that height. The energy available for crushing 
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is the luetic energy of the falling 
W2^^/2^; orW^. That is to sa 
equal to the work done in lifting 
the weight. The force available 
depends upon the distance moved 
through wliile this energy is being 
expended ; if that distance be 
small, the force will be corre- 
spondingly great. With a single 
piece of ore upon the die this dis- 
tance is the amount of deforma- 
tid^a suffered before the elastic 
limit of the piece is passed. This 
deformation is obviously very 
small indeed, even when given 
time to develop fully ; but under 
the smartness of the blow it is 
still smaller, making the force 
available for crushing still greater. 
Ordinarily, however, there will be 
upon the die not one piece only 
but many, and the energy of the 
stamp will be partly absorbed 
in rearranging these pieces ; the 
stamp acjcordingly will sink deeper 
before being brought to rest and 
its crushing force will be propor- 
tionately diminished. When this 
condition is pronounced the blow 
is said to be “ cushioned.’* 


Qass, that is, Wu®/2^ ; or sine* v® 

S the energy available for. crushing is 



Cornish Stamp . — The original 
type of gravity stamp is repre- 
sented by the Cornish stamp 
(Fig. 87). In this stamp the 
pestle or falling weight consists of 
a rectangular stem of wrought- 
iron about 12 ft. long and 2J x 
4 in. in section, and a rectangular 
head of white or mottled iron 


Cornish Stamp.— This stamp is rect- 
angular, the stamp heads being about 
11" X 6" in section and 20" in length. 
Four stamps arc usually in each box, and 
any number of boxes constitutes a battery. 
These stamps are usuiflly driven from a 
beam engine working in the centre of the 
line of stamps, though in stream works, 
from which the above illustration was 
taken, they are generally driven by water 
wheels (p. 131). 


about 7 X 11 in. in section and about 20 in. long, this head being cast 
around the lower end of the stem. The mortar is a wooden box large 
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enough to contain four of such heads. The bottom of this box is formed 
either by a, long cast-iron die extending from end to end, or it consists 
of ore which has been beaten hard into position. At the back is a feed 
opening through which a chute delivers the ore to be crushed, while, in 
front, screens are fixed to determine the size of the discharge, these 
screens being usually of punched copper plate. Water to the extent of 
about 6 of water to 1 of ore is fed with the ore. 

Each mortar box stands between two upright posts across which two 
guide bars extend horizontally, one not far above the box and the other 
near the top of the posts. Through proper ways in these guide bars the 
stems pass, being thereby maintained vertical. 

The stamps are lifted by cams upon a barrel revolving in front, th^se 
cams engaging tappets upon the stems. Of these cams thel*e are four or 
five in the vertical circle, each engaging the same tappet in turn. The 
cam barrel makes 12 — 15 r.p.m., and accordingly about 60 blows or drops 
are made per stamp per minute. 

In this conversion of circular motion to vertical lift there are one or 
two conditions to satisfy. Firstly, the lifting force must be vertically 
directed and horizontally received, so that no needless side -thrust 
comes upon the guides ; and secondly, the lift shall be regular and 
known. 

These two conditions are satisfied by making the cam face an involute 
to the circle having as radius the horizontal distance between the barrel 
axis and the contact between cam and tappet (Fig. 88). An involute is 
such a curve as would be described by the end of a piece of stretched 
string in process of being normally unwound from a stationary drum, 
the drum circumference being then the pitch circle of the involute ; the 
relation between involute and pitch circle is such, that a tangent to the 
circle if drawn to cut the involute would be at right angles to the involute 
tangent drawn at the point of cutting. But the line of lift is a vertical 
tangent to the pitch circle chosen, and the lifting force acts vertically 
upward along that line; accordingly, the horizontal face of a tappet 
capable of displacement along that line of lift would be tangential to 
an involute cam at all points of the lift, and no side-thrust would develop. 

A second consequence of the natural relation of involute and pitch 
circle, is that the tangent at any point of the circle drawn to cut the involute 
has always the same length as the arc around the circle from that point to 
the origin of the involute. While, then, a given circular movement were 
taking place around the circle, an equivalent but vertical moveruent would be 
forced upon a tappet engaged by an involute cam. The involute cam thus 
brings regular and known lift. 

During lift, the point of the cam in contact with the tappet nioves 
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regularly along the cam surface in the direction from origin to eoctremity. 
Any desired lift can, accordingly, be obtained by bringing the cam to an 
end when the circle tangent is equal to the desired lift, provided that lift 
began at the origin of the involute, that is, from the plane containing the 



Relation of Gam Barrel, Pitch Circle, Cam Face, Tappet, and Lift, of a Cornish 
Stamp. — To obtain the cam face necessary for a given lift, the pitch circle is first 
drawn with radius stretching from the barrel axis to the toe of the tappet. Around 
that circle the height of lift is then laid as an arc, which is readily done, the length 
of the whole circumference being known. The point from which this height is measured 
will be the origin of the involute cam face, where lift begins. At the point to which it 
extends, a tangent to the pitch circle is drawn with a length equal to the height of 
lift ; the end of this tangent will mark the end of the cam face. When in due course 
that tangent becomes the vertical tangent it will lie in the line of lift and be the measure 
of the complete lift. Intermediate points are obtained by taking half, quarter, three- 
quarter, and other fractional lifts. Allowance must be made for the fact that in 
practice lift hardly begins at the origin of the involute (p. 132). 

• 

axis of the pitch circle. If lift begins at a plane above that axis, the 
length of cam face must then provide for the further lift to that plane. 
Lift cannot begin below that plane. 

The cam barrel is generally hollow and of cast-iron, the cams fitting 
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into holes in which they are keyed or wedged. One barrel generally serves 
four boxes c»r sixteen stamps, and, to equalize the stress which comes upon 
it, the cams arc so placed that the stamps fall one after the other, beginning 
at the first and ending at the sixteenth. The cams engage the tappets 
end on, and the stamp accordingly is in the same plane as the succession 
of cams which operate it. They are generally designed for a maximum 
possible lift of about 10 in., having which, the actual lift may be made 
less by placing the tappet higher on the stem. During lift the stamp is 
guided between the two guides already mentioned, one being below ai;id the 
other above the tappet. 

With respect to the crushing force, if the falling weight were 600 ^Ib. 
and the drop 10 in. the energy available would be 500 foot-pounds, which, 
if expended while a distance of | in. were traversed, would rejuesent an 
average crushing force of 12,000 lb. ; or 24,000 lb. if the distance were 
J in. In practice it is found that the force developed is sufficient to deal 
with the product from the breaker. Crushing broken hard ore to 20 — 30 
mesh and thereby effecting a size-reduction of about 150, each stamp, 
consuming about 1*5 h.p., will reduce about 1 ton per day, these figures 
being equivalent to about 60 lb. per h.p. hour. The capacity of a stamp 
in tons per day of twenty-four hours is described as the “ stamp duty.” 

The wear on the cast-iron head is considerable, being about 2 lb. per 
ton crushed. The back of the head, where the ore enters, wears more than 
the front, making the crushing face oblique. Before this irregularity 
becomes too pronounced the stamp is turned back to front, when wear 
brings the face to a normal condition again. 


Californian Stamp . — The Californian stamp differs from its Cornish 
prototype chiefly in having a circular instead of a rectangular cross- 
section, this design permitting its rotation around its own axis. As will 
be explained later, this rotation is brought about during lift by the 
friction between cam and tappet, the former engaging the latter not 
end on, as with the Cornish stamp, but to one side. 

The “stem” of this stamp is a circular mild-steel shaft slightly tapered 
at each end. In diameter it varies from 2*5 to 4-5 in., and in length 
from 10 to 16 ft. It weighs generally from 300 to 600 lb., representing 
35—45 per cent of the total falling weight. The “ head ” into which one 
end is inserted is a cylindrical iron or steel casting, with a conical socket 
at the top to receive the stem, and another at the bottom to receive the shank 
of a replaceable piece known as the shoe (Fig. 89). At the end of each 
socket is a drift-way for convenience in driving out stem or shoe, the 
former being held by its good fit, a driving fit, and the latter by s^all 
wooden wedges around it. The diameter of the head is 8 — 9J in., while 
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its length varies from 18 to 40 in. according to the desired weight of the 
stamp. In recent mills, increase of stamp weight has been largely effected 
by increasing the weight of the head, the centre of gravity of the falling 
stamp being lowered thereby. 

Of the falling weight the “ shoe ” alone comes in contact with the 
ore and suffers wear. It is therefore usually made of a hard steel, forged 
steel, chrome steel, manganese steel, etc., the first being the most common 



Fig. 89. 



Head or Boss. — A cylindrical mass connecting stem with shoe, thb former entering 
a bored socket at the top, and the shank of the latter entering a cast socket at th< 
bottom. At the end of each socket is a driftway for the introduction of a drift tc 
assist in detaching stem or shoe, these two driftways being at right angles. To hav< 
them in the same plane would weaken the head (p. 134 ). 


though probably forged chrome steel makes as good a material as any. 
Where mines have their own foundries chilled cast-iron may perhaps be 
advantageously employed. This shoe consists of a shank which enters 
the head, and a butt which bears the wear (Fig. 90). The diameter of 
the butt is the same as that of the head, while its length varies from 
8 to 12 in. * If longer than this there would be too great a ifference in the 
falling weights of new and w^m stamps. A shoe usually weighs 200—300 
lb. and forms about 15 per cent of the stamp weight. 

. The last item in the falling weight is the “tappet.*’ This piece is 
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a cylindrical casting bored to fit the stem, upon which, usually about 



Fig. 00. 

Shoe,— Th(‘ wc'aring part of the falling stamp is the shot*. This })i<‘(!e consists of 
a shank which ('iitois tlio head and a butt which sufTers th(‘ w(‘ar, the shank being 
small and tapcatd while the butt has the full diameter of the h(*ad (p. 1115). 

two-thirds of the way up, it is fixed by gib and key (Fig. 91). At 
either end its face is machined so that it 
may be reversed upon the stem, the lower 
face being that which the cam engages. 
The weight of a tappet varies with the 
weight of the other falling parts, and is 
usually from 100 to 250 lb. A heavy stamp, 
requiring a longer gib and more keys, requires 
a heavy tappet. 




Tappet. — The piece by wliich the stamp is caught 
and lifted is the tappet. This piece is in the main 
cylindrical, bored axially to slip along the stem, and 
having flanges at either end to form the wearing faces. 
It is held fast to the stem by keys, which when driven 
home press a gib tight against the stem. Three keys 
are shown, this being normal, but heavy stamps require 
two gibs and four keys. It will be notbd that each 
wearing face is oounterbored around the stem to permit 
the face, under repeated blows, to spread inside as 
well OB outside, the face being thereby maintfidned 
horizontal during wear (p. 135 ). 
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Putting all these different items together, the following tcftal falling 
weights and percentages are obtained : 


Stem 

Head 

Shoo 

Tappet 


300 — 000 lb. — 35 per cent. 
300 - 650 I b.= 37-5 „ 

150— 250 lb. = 15-5 
100— 200 lb. = 12-0 


850 — 1700 lb. = lOO’O per cent. 

A falling weight of 1000 lb. when the shoe is new, may be taken to be 
about the average of present-day practice, and that of 2000 lb. as the 



Fig. 92. 
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Die. — The die is the anvil on to which the stamp falls. It consists of a circular 
butt upon a square base, the comers of tliis base being removed to give purchase to 
lifting bars inserted when the die is to be changed. The butt has tile same diameter 
as the shoe ; the base is of a size to fit into the bottom of the mortar box, possibly 
with liner plates between (p. 137). 


extreme weight possible by cam-and-tappet liftmg. At the Homestake 
mine, Dakota, where modem stamp-milling was largely developed, the 
falling weight is about 900 lb. and the diameter of head about 8J in. 

Each stamp falls on a separate die,” which is circular and of the 
same diameter as the shoe, though its base is square the better to fit the 
mortar box (Figs. 92, 93). These dies are less deep than the shoe, since 
even when of the same material, being protected by a cushion of ore, they 
do not wear so quickly ; it is better to give shoe and die such respective 
dimensions that they may be discarded together ; a 9-in. shoe would 
generally require a 6-in. die. Often the die is made of softer material 
than the shoe, partly because the die does not suffer such a direct blow, 
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but also Ifecause though the wear of softer material is greater it is more 
uniform. 

Five of these stamps work together in the “ mortar box,” which is a 
heavy iron casting with a particularly heavy base, flanged front and back but 
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Fig. 93. Fia. 94. 

Mortar Box (Fig. 93).— Cross-section. This section shows stem, head, shoe, die, 
and false die, assembled within the mortar box, this box being protected by liner- 
plates along the side, at the ends, and in the feed entry at the back. The discharge 
opening in front is occupied by a wooden chuck-block below, and a screen stretched 
upon a wooden frame above. This frame and the chuck-block are held tight against 
the casting by two long steel keys, one at each end ; two supplementary and shorter 
keys, again one at each end ; and two wooden wedges buttressed against lugs cast 
upon the lip. In the illustration the long keys are shown and the lugs against whicb 
they take their purchase, but the smaller keys and the bottom wedges are only indi- 
cated by their lugs (pp. 137, 138, 142, 143). 

Mortar Box lor Inside Amalgamation (Fig. 94).- Cross-section. This illus- 
tration shows the recess at the back whereon an amalgamated copper-plate is carried ; 
in contradistinction, the ordinary mortar box apart from the feed opening has a 
straight back. It will also be noted that the die sits deeper in the casting, so that 
the height of discharge may bo made suitable to the finer crushing proper to inside 
amalgamation (pp. 138, 142). * 

not at the ends (Figs. 93-95). At the top this box is open, at jbhe back is 
the feed opening, while in front is the discharge and a lip over which the 
crushed pulp flows. The weight of such a box varies somewhat with the 
weight of the stamp, but not proportionally, because the dimensions of a 
box are determined rather by the diameter of the stamp than by its weight, 
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and heavy stamps have much the same diameter as light stamps. The 
weight depends more upon the depth of metal in the base, \Yhich may be 
as much as 12 in. but is generally considerably less, especially where a 
removable false bottom is used inside the box. Separate external anvil 
blocks — tried as a means of giving the necessary solidity to a relatively 
light box — ^have not been continued in recent designs. The open remov- 



Mortar Box (Fig. 95). — Perspective Front View. In this view chuck-block and 
screen have been removed. Inside the box can be seen the feed opening, an end 
liner, and the back liner, as well as a plate for inside amalgamation. At the front, 
the keys, wedges, lugs, and discharge lip are well shown (pp. 138, 142). 

Open-front Mortar Box (Fig. 96). — With this box the front, afcove the Up, is a 
movable piece, and not, as with the ordinary mortar, a part of the box casting. Such 
an open front facilitates the manipulation of the long heads of heavy stamps. In the 
illustration the water used in crushing is seen to be entered at the back and to be so 
directed that the stream strikes the surface of the die, the idea being that the material 
already crushed fine enough shall thereby be swept away and not remain to cushion ^ 
the blow upon the coarser pieces. Ordinarily the water is entered through two pipes 
at the open top of the box from a service running along the front of the stamps 
(pp. 139, 142). 


able front introduced for convenience in handling the long heads of 
heavy stamps, also reduces the weight of the casting (Fig. 96), as do also 
the rounded corners designed to lessen the clearance space around the 
end stamps. At the Homestake with 900 lb. stamps the box weight was 
7000 lb. ; elsewhere with 1750 lb. stamps it was 10,500 lb. ; while in a 
third mill with 1400 lb. stamps it was 12,000 lb. A weight of 10,000 lb; 
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Stamp Framework.— Side Elevation. The particular illustration is of the ** back- 
knee” framework, the knee beam extending behind. Wooden mortar blocks are 
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shown, aroynd which, but independent of them, the framework is raised. The 
mortar boxes alone arc bolted to the blocks ; the holding-down bolts are shorter than 
usual, their loi^^er ends being well above the mud sills. The framework is well braced 
against the tendency of bin pressure to push the posts forward and out of the vertical, 
back tie rods assisting. It will be noted that the top guide-bt^am is in front of the 
jjosts and the lower guide-beam behind the posts. On the feeder floor the rack-and- 
pinion belt tightener, by means of which the driving belt is caused to grip or to be 
released, is shown ; and above that floor the suspendtid feeder, automatically operated 
by the falling stamp through a specjial tappet and a rocker arm. The feeder is of the 
rotating disc type (pp. 143, 144, 155). 

may therefore be considered to be a fair average weight with present-day 
stamps. 

Concerning dimensions, the mortar box for an av(irage weight of stanfp 
is about 5 ft. in heiglit and 4 ft. 9 in. in length. In width, tha't of the base 
is usually about 2 ft. 4 in., that internally at the surface of the die about 
14 in., and that at the level of the discharge about 22 in. Practising inside 
amalgamation the internal width would be greater, to provide collecting 
room for the amalgam (Figs. 94, 95). A narrow width characterizes the 
box used solely for crushing. 

The feed opening at the back extends over the middle half of the box 
and is wide enough to take the coarsest piece likely to arrive, namely, about 
3^ in. Falling down it, the ore drops on to a slope directing it under 
the middle stamps, whence by the sequence of drops it is distributed to 
the end stamps. Water is fed into the box cither by way of the feed 
opening, or from the open top, or down ways so placed in the back that a 
stream falls on to each die (Fig. 96). 

Discharge is effected through a screen of woven wire or punched plate 
fixed on a wooden frame fitting the discharge opening (Figs. 93-95). This 
screen frame, with a strip of blanket around it, is held against the box at 
an angle of abdut 10° from the vertical, by steel keys at cither end and by 
wooden wedges on the lip. Against the screen the pulp at each drop is 
splashed, that fine enough finding exit. In order that discharge should 
take place freely, the screen should be kept as near to the stamp as 
possible, or otherwise only the finest particles would reach it. The width 
of a box has therefore a pronounced influence upon the rapidity of 
^discharge, and consequently upon stamp duty. 

The height of the level of discharge above the die is also an important 
factor, the greater this height the finer the discharge. So important is the 
“ height of discharge ” that though the aperture of the screen may deter- 
mine the maximum size of the product and prevent large pieces from 
passing, the character and the quantity of the product are largely 
determined by the height above the die at which discharge takes place. 
This height varies according to the desired product from 2 to 15 in., the 
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lower figure connoting a quick discharge and a granular product, the' 
latter figure a delayed discharge and much slime. Whatever the policy 
followed, the height of discharge should be kept fairly constant as the die 
wears, which may be done by seating the screen frame not directly down 
upon the lip of the casting, but up upon an interposed piece known as the 
chuck-block ” which, as wear proceeds, may be changed for others of 
smaller dimension or be taken out altogether (Fig. 93). 

The mortar box sits upon what is termed a “ mortar block.” This 
block was long constructed of wood. It was feared that concrete would 
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General View of a Stamp Mill (p. 144). 

not stand the disintegrating pounding of the stamps, nor the stamps the 
shivering rebound from so inelastic a material. But these fears have since 
been proved unfounded and blocks are now made preferably of concrete. 

Dealing first with the wooden blocks, each block is a little bigger all 
round than the mortar base, and of sufficient depth, about 12 ft., to absorb 
the blow (Figs. 97, 98). Such a block is built of separate timbers bolted 
and braced together, sometimes even of planks spiked together. It is set 
on concrete’or other good foundation, in a pit of such depth that about 
4 ft. of the block projects above the ground, and to it- the mortar box is 
held by eight heavy bolts, of in. or 2 in. iron, four on each side. 
These ‘ holding-down ’ bolts extend down into the block to about ground 
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level, where they are held by cotter and plate inserted from the outside, 
a method of holding which permits a bolt to be released and withdrawn 
in case of breakage. Whatever the design or the material of the block, 
this withdrawal should be possible. 

In dry climates such wooden blocks last a long time, but in hot, moist 
climates the best of timber has a short life under the alternate wetness and 
dryness in which that portion above ground finds itself, and renewal and 
repair, particularly around the bolt ends, become expensive items. A 
normal life would be twenty years under good conditions, but less where 
the conditions were unfavourable. 

Concrete mortar blocks are made of an ordinary concrete-mixture, 
such, for instance, as cement 1, sand 2, and stone 4, with perhaps Itess 
cement in the lower portions and a little more cement in the upper portions, 
to give the block greater strength immediately under the blow. In shape 
such a block is wide at the bottom and narrow at the top (Fig. 100). 
Down the sloping sides the holding-down bolts are laid in slots, taking their 
purchase from straining blocks in pockets about half-way down the slope. 
With bolts so laid the box requires a somewhat wider base than usual, 
together with special seatings or angle-washers. The depth of such a block 
is about 8 ft., which is also about its bottom width. With such dimensions 
the block is a heavy monolith, in most cases unnecessarily heavy. 

The weight and consequently the cost of a block can be reduced without 
interfering with its strength, by leaving in it a central tunnel from end to 
end, a tunnel large enough for a man to enter to attend to the holding-down 
bolts which then are arranged to reach it (Fig. 101). 

On top of the block and between it and the mortar box is laid a thick- 
ness of sheet lead, rubber insertion, belting, or tarred blankets, in which 
under the blow the machined bottom of the box may bed itself, and upon 
which the box may be tightened without risk of springing the flange. A 
quarter of an inch of such material is sufficient if the upper surface of the 
block has been well formed (Fig. 101). 

Concrete blocks, as inferred above, are now the common construction. 
They are cheaper to set up, require neither renewal nor repair, and 
apparently render the blow more effective. Since also they neither shake 
nor settle unevenly under the blow, the foundations for the upper frame- 
work may be made in one piece with them, a practice never followed with 
wooden blocks. 

Where wooden blocks are used, this upper framework, carrying the 
driving, feeding, and guiding arrangements, rises from largd timber sills 
running forth and back between the boxes (Figs, 98, 99). These sills, known 
as ‘ streak sills,’ are in turn supported by ‘ mud sills ’ running at right angles, 
that is, along the line of boxes, and upon the ground. Upon this platform 
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of Bills the posts are erected. Principal among these are the ‘ king-posts ’ 
which stand upon the streak sills, to which in turn they are fi5inly bolted. 
On either side of each box is such a king-post, 16—20 ft. in height! 
The centre king-post between each two boxes is generally common to both. 



Mortar Block.— These blocks are not so deep as wooden blocks, but 
expanding downward they have a wide base. In the iUnstration a width of 8 feet 
a the base is shown and a height of 9 feet, such dimensions being only warranted 

S^kJ^ ♦r'S will be no A on%he slS 

^ks of the block, p^mg actually through concrete in their upper portions Ld 

® These bolts, which are very long 

• ™ thelin r stiaining-blocks below and against speciaTseate 
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outside posts then marking off ten stamps. Notched and bolted to 
these poste ahd extending behind them are horizontal ‘ knee-beams ’ which 
support the ‘ore-bin,’ these beams being themselves supported by posts 
standmg about 5 ft. behind the king-posts, and by other poste or by 
masons still farther behind at the back of the ore-bin. Above the 
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Concrete Blocks and Steel Ore-bins.—This iUustration shows a honorete mortar 
block with a central tunnel from end to end into which the holding-down bolts axe 
brought. This tunnel is large enough for a man’s entry, and it ha« such clearances 
(not shown) in its floor that the bolts may bo withdrawn ; it reduces the amount of 
concrete otherwise necessary, without weakening the block. The block shown is, 



OOJminJTION 


in 


U7 


howev^, of very generous dimensions, particularly as the stamp weighf was only 
1260 Ib. 

Other interesting points in this illustration are : the fingers upon which the 
stamps may be supported, or hung up, when not working ; the metal guides for the 
stamp stems ; the feeder tappet which strikes the rocker arm of the feeder ; and the 
belt tightener {Trans. A.I.M.E. vol. lii. p. 96) (pp. 144, 147, 165). 


knee-beam, and in line with the front support, are other posts forming 
the face of the ore-bin, these upper posts being -strutted against the king- 
posts distance-pieces or stretchers. To keep the king-posts from being 
pushed forward by pressure from the ore-bin, tie-rods are placed along the 
ore-bin braces, the distance-pieces, and the posts, the whole structure 
being thereby anchored to the back. 

With concrete blocks the upper structure is much the same as with 
wooden blocks, but the platform of sills is modified and may even be cut 
out altogether (Fig. 101), Sometimes, indeed, the concrete encroaches 
upon the upper framework, cutting the king-posts short, but this de- 
parture has met with little approval. 

In other designs the whole framework, including the posts, is of steel 
or wrought iron, but experience with such frames has been less satisfactory 
than with wooden structures, largely because the riveted connections do 
not so well withstand the continual vibration, nor are the nuts so easily 
kept tight. 

Dealing now in particular with the guiding arrangements, stretching 
across the front and holding the posts of ten stamps together, are two 
* guide-beams, ’ one below and the other well above the knee-beam. Attached 
to the back of these guide-beams are the guides which hold the stems 
vertical throughout their movement and keep them centred over their 
respective dies. These guides may either be solid, that is, with all five 
stamps passing through the same piece, or sectional, with each stem 
passing through its own separate guide. When solid, they consist of two 
pieces of a hard, fine-grained wood, one placed along the back of the stems, 
and the other along the front, both having semicircular ways so cut in them 
that when the two halves are put together five circular passages for the 
stems become complete (Fig. 102). These two halves are drawn together 
by bolts extending through the guide-beam, and kept from too tightly 
embracing the stem by wedges driven between the two halves. 

Sectional guides are generally metal sleeves, two halves lined with 
soft metal b^ing brought together to embrace each stem; they may, 
however, also be made of wood. In either case the actual guide-pieces 
are held in iron brackets bolted to. the guide-beams (Fig. 101). 

With respect to the manner and means of lifting, these stamps, like 
Cotnish stamps, are lifted by cams. In the place of the hollow cam-barrel, 
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however* there are cam hubs upon a cam shaft (Figs. 97, 103). Tlus cam 
shaft is ordinarily about in. diameter, and of hammered malleable 
iron or mild steel, harder steel breaking under the repeated blows. Its 
length depends upon the number of stamps worked from it. With small 
batteries and batteries of medium size this number generally is five. In 




Guides. — ^The solid wooden guides are illustrated. Two deep planks are so 
grooved, each on one side, that when the two are placed alongside, five circular holes 
remain between them for the passage of the stems. Placed at the back of the guide- 
beam, the inner plank or half-guide is held tight against the beam by a collar on a 
through -bolt, while the outer half is brought up by a nut on the end of the same bolt. 
Wedges driven down between the two halves maintain the distance necessary to the 
easy passage of the stems (p. 147 ). 

that case, the two short shafts of a ten-stamp unit have separate bearings 
upon the centre king-post, each shaft having its own driving-pulley over- 
hanging an outside post. But in larger batteries ten cam's are usually 
driven together to avoid an inconvenient multiplicity of belts. The cam 
shaft then has three bearings, one on each of the outside posts and one 
on the centre post. There is, however, this disadvantage when driving 


m COMMINUTION 149 

ten together, that if a cam or cam shaft breaks more stamps ar^ hung-up 
while repair is being effected. 

The cam-shaft bearings are generally hned with soft metal though 
sometimes the steel shaft bears directly on cast-iron. In either case, the 
speed being low and the pressure on the bearing great, a stiff grease is 
necessary for lubrication. These bearings not only support the cam shaft, 
but with collars on that shaft they prevent its lateral movement. They 
themselves are fixed on seats cut on the front of the king-posts just above 
the kijee-beam. A platform laid on those beams accordingly serves as a 
cam-shaft platform, convenient for attention to all the lifting parts. 

The “ cams ” themselves are not simple tongues, but arms springing from 
the hub, these arms having an involute face backed by a web (Fig. 103). 
Usually, two such arms, set at 180° to 
one another, have a common hub bored 
to slip over the cam shaft, the whole 
system of arms, web, and hub, con- 
stituting the cam. This cam is a 
steel casting. The arms do not spring 
medially from the hub but from the end 
adjacent to the stem to be lifted (Fig. 104). 

Away from that stem the hub extends 
half-way towards the next cam. Since 
a tappet may be engaged from either 
side of the stem, this extension of the 
hub may be either to the right or to the 
left of the arms. When, looking in the 
direction the arm is moving during lift, 
the hub extends to the right, the cam is a 
right-hand cam, and vice versa (Fig. 104). 

The stem axis not being in the plane of the cam revolution but to 
one side, during lift there is a tendency for the cam to be forced away 
from the stem, a lateral thrust resulting. This thrust may be met by having 
right-hand cams on one side of the centre post of a ten-stamp unit and 
left-hand cams on the other, the two lateral thrusts then largely annulling 
one another, to the relief of the frame (Fig. 97). At the same time undue 
eccentricity of lift is avoided by bringing the cam as close as possible to the 
stem, the clearance between hub and stem usually being about J in. : in that 
position the pccentricity remains sufficient to rotate the stamp, the shoe 
then wearing evenly (Fig. 104). 

As will be realized, the tappet being circular and placed co-axially 
upon the stem, overlaps the line of lift and to that extent stands directly 
over the hub (Fig. 104). It is obvious, therefore, that the position of the 



Cam. — A two-armed cam, with 
hub, web, involute flanges, cam 
shaft, and tightening wedge, is illus- 
trated. It will be noted that the 
involute face gives place at its end 
to a short circular length, the uni- 
form lift of the involute giving 
place at the same time to the 
diminishing lift of a circular move- 
ment (pp. 149, 153). 
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Diagram IDiutrating the Lifting oftlalifoniian Stamps (Fig. 104).-«-J[n the side 
elevation the tappet is shown possible of drop to the level of the top of the cam hub, 
from which level, therefore, lift would begin. In practice, drop would probably stop 
about an inch above that level in order to secure an unquestionably sufficient 
clearance between tappet and hub. Yet with care the drop illustrated would give 
sufficient clearance. It certainly would give greater clearance than the drawing 
appears to indicate, since the tappet face instead of reaching straight out from the 
stem towards the hub curves inward, by reason of its circular section, and recedes 
from that hub ; the true clearance is about that indicated over the origin of the 
involute. ** 

With the drop envisaged in the illustration the cam face has to be so laid ofl, 
that, firstly, it presents itself for the beginning of lift as though it had already lifted 
the tappet from the plane through the centre of the pitch-circle ; and, secondly, that 
it may continue lifting till the desired height of drop is obtained. The greater part of 
this lift is made by the regular progression of the involute face across the lino of lift, 
but when the cam extremity crosses that line, lift no longer proceeds at the uniform 
rate which the involute gives, but at the diminishing rate of the circular movement of 
the cam extremity around the centre of rotation. Finally, the cam escapes from under 
the tappet, this escape being somewhat hastened by cutting away the near comer of 
the cam extremity. 

This question of clearance only arises because the cam shaft is brought as close 
as possible to the line of stems — ^it will be noticed that the clearance between these 
pieces is only three-quarters of an inch. The cam shaft could, of course, be placed 
far enough away that the tappet in its fall could not possibly strike the hub ; that 
indeed is the position with Cornish stamps, but the arms would then have to be much 
longer, and they would be relatively weak under the blow they unavoidably receive 
when picking up the stamp. 

The back view shows the lateral relations of ' cam and stamp. Right-hand cams 
are illustrated, those with hub extending to the right when the cam is viewed in the 
direction the arm is moving as it lifts. The clearance between the stem of the stamp 
being lifted and the cam lifting it, is seen to be small, and in the illustration one- 
quarter of an inch. The line of lift is taken to be in the plane passing medially 
through the cam face (pp. 149, 162). 

tappet on the stem must be so arranged that, in falling, the overlapping 
portion of the tappet shall not strike the hub ; in practice this possibility 
is excluded by not permitting the tappet to fall so far. 

From the above-described disposition of tappet and hub it follows 
that the lift of the tappet does not begin at the origin of the involute cam, 
but at that point along it where the pitch-circle tangent has the length of 
the hub radius. In that way vertical clearance between hub and tappet is 
provided, and the cam shaft may be brought so close up to the line of stems 
that between the two there is only about half an inch of clearance. Ac- 
cordingly, in determining the necessary length of cam face it must be assumed 
that the total length of lift is equal to the desired lift plus a length equal 
to the hub radius. It must also be remembered that though, during lift, 
the point of contact between the involute and the tappet face describes 
a vertical line— the line of lift at a uniform velocity— at the end of that 
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regular eagagement the extremity of the cam has still to get out from 
under the tappet ; and, that it accomplishes this escape by moving in 
a circle around the cam shaft, lifting the tappet at a decreasing rate until 
the two are free (Fig. 104). Accordingly the involute face is not quite 
responsible for all the lift. 

The involute of the cam face is often drawn to a pitch-circle coincident 
with the hub circumference, such an involute giving a suitable velocity of 
lift. Whether or not this circumference would be' the natural or normal 
pitch-circle would depend upon the position of the cam shaft. that 
shaft were very near the stamps and the hub were a large one it would 
be greater than the natural pitch-circle ; and, conversely, if t}iat shaft 
were far removed it would be smaller. 

The arrangement of the cams around the cam shaft is no less important 
than their relative positions along that shaft, since the order of drop is 
thereby determined. The five stamps cannot all be lifted together, the 
stress would quickly break the shaft. Nor can they be dropped in 
succession one after the other without forcing too much of the ore 
towards one end or other of the mortar box ; to accomplish effectively 
their part in distributing the feed no two adjoining stamps should fall 
consecutively. 

Several sequences of drop have been found satisfactory. First of all 
it must be said that standing in front of a battery, the stamps are 
numbered from left to right, 1, 2, 3, 4, 5. Viewed from the back and 
numbered from left to right again, the same succession would be repre- 
sented by 6, 4, 3, 2, 1, the reciprocal of the previous sequence. Similarly, 
for every order of drop there will be a reciprocal order having the same 
distributive effect, except that if the original order tends to drive the 
material towards one end of the box the reciprocal order will tend to 
drive it towards the opposite end. 

In California the order 1, 4, 2, 3, 5, 1, and its reciprocal 1, 5, 3, 2, 4, 1 ; 
the order 1, 5, 2, 4, 3, 1, and its reciprocal 1, 3, 4, 2, 6, 1, are used ; and 
in South Africa 1, 3, 6, 2, 4, 1, and its reciprocal 1, 4, 2, 6, 3, 1. Of these 
the Californian sequences give a more uniform distribution of the feed, 
the African sequence sending the material a little towards one end of the 
box, necessitating an increase in the drop of the stamp at that end. If ten 
stamps are run upon one shaft it is usual to interpolate the second five 
between the others so that the ten lifts are regularly distributed around the 
circumference. 

Whatever the sequence, it is obtained either by having one long 
key-way cut along the shaft, the key-way of each separate cam being 
cut to suit its position on the shaft ; or the cams are fastened by some sort 
of wedge. The Blanton wedge, representative of the latter type, is a. 
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wedge enveloping an arc of about 180° on the shaft, and having»its thick 
end pinned to the shaft, the shaft being bored to receive the pins in 
proper place for the desired order of drop (Fig. 105). This wedge has its 
thin ^ge forward in the direction of rotation, while in the hub of the 
cam is a similarly-shaped recess (Fig. 103) ; accordingly, in rotation the 
blow against the tappet tends to tighten the cam still further, whereas 
reverse blows with the hammer will efiect its release. 

The sped at which stamps are run largely depends upon the height of 
drop considered proper, having regard both to the material to be crushed 
and to the stamp weight. With a low drop of in., suitable to a 
relatively, soft ore, cams of normal involute shape will allow a speed 
of 110 drops per minute, whereas with a high drop of 9^ in., suitable to 
a hard ore, 90 drops could hardly be exceeded. Where complete 
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Fig. 105. 

Cam Shaft bored for Tightening Wedge . — The cam shaft illustrated is for five 
stamps ; the journals rotate in bearings on the outer and centre king-posts respect- 
ively, the cam-shaft pulley overhanging the former. The shaft is bored for the 
stamps to drop in the order 1, 4, 2, 5, 3 (p. 153). 


pulverization by stamps is desired, as for amalgamation, the height may 
be still greater ; in places and in times past, for instance, a drop of about 
15 in. was usual, and a number as low as 40 per minute. 

The time taken for each complete blow includes that occupied in lift 
and that in fall. In addition, in order that the stamp shall always fall 
completely and without arrest by reason of the tappet striking the next 
oncoming arm — a hurtful occurrence known as “ camming — ^it includes also 
a clearance interval between the end of fall and the beginning of the next 
lift. The magnitude conceded to this interval will depend upon the 
variations ip speed of the prime mover by which the stamps are driven ; 
it is generally about a fifth of a second, the stamp during this time making 
its rebound. Being fixed independently of the number of drops per 
minute, the greater this number the greater the total clearance time. 
These points are well brought out by a graph (Fig. 106), but are also 
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contained €n the following figiiies.of number and height of drop sanctioned 
by experienQe : 


Number of Drops 
per Minute. 

Height of Drop. 

Total Lift per Minute. 

no 

6J inches 

715 inches 

100 

8 » 

800 „ 

90 

9i .. 

855 „ 


It might appear from the above figures that the capacity of a given 
stamp would be greatest with low speed and high drop. 'But that is 



top, as the cam extremity moves out from under the tappet, the lift is due to circular 
movement and the curve flattens. Drop is at the increasing speed which gives a 
parabolic curve. Rebound takes place in the clearance interval between the end of 
drop and the beginning of the next lift. At 90 drops per minute the whole sequence 
of lift, drop, and rebound would occupy one and a half seconds (p. 164). 

not so ; the height of drop should not be greater than that necessary to 
give the desired blow, and at that height the stamp should be run as 
fast as possible. The capacity then depends upon the number of blows 
made in a given time, a number determined by the time taken for each 
blow. To increase that number the time taken for each blow must be 
diminished. But the time occupied in fall cannot be diminished, nor 
with safety can the clearance interval. Accordingly, the only remaining 
chance to increase the number of drops is to shorten the time of lift. 
Increased speed of lift can be obtained by making the cam face an 
involute to a pitch-circle greater than the normal. 

The normal pitch-6ircle of the involute cam has for centre the axis 
of the cam shaft and for radius the horizontal distance between that 
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axis and the plane containing the stem axes. The involute to such a circle 
would lift at the circumferential speed of that circle. By .constructing 
the cam to a pitch-circle of greater radius the speed of lift is proportionally 
increased, and the permissible number of drops per minute increased some- 
what. Under these abnormal conditions, however, the tangent to the 
cam surface at the point of contact with the tappet is no longer horizontal, 
and lift no longer quite vertical, thrust resulting. A larger yet normal 
pitch-circle may also be obtained by opening-out the natural radius, that 
is, by setting the cam shaft further from the stamps ; but with the greater 
length of arm thereby rendered necessary the cam would have to be more 
than proportionately heavier ; moreover, the cam shaft would not then 
b5 so well accommodated upon the king-posts of the battery framework. 

The nuifiber of drops per minute possible with cam lifting, though 
dependent primarily upon the height of drop, therefore depends also upon 
the curve of the cam. In practice this curve approaches the normal 
involute and ‘ quick-lift ’ cams are the exception. 

The height of drop is measured down to the die. In operation, 
however, there is always a depth of ore upon the die, this depth depending 
upon whether the ore is fed heavily or lightly, A heavy feed lessens the 
number of breakages, but cushions the blow; a light feed increases 
the stamp duty, but, the stamp then occasionally falling actually to the 
die, it increases the breakages of the stem or other falling part. Usually 
the depth upon the die is about 1 in., this being the condition which best 
balances the advantages of safe running and the disadvantages of striking 
a cushioned blow. To keep an even feed an automatic feeder is necessary, 
this being usually of the disc type actuated from a special tappet oif the 
middle stamp (Figs. 98, 101). The stamp then helps itself to more ore 
when the amount on the die becomes below the designed minimum. 

The ordinary size of the material fed to stamp batteries is such as will 
pass a 2-in. ring, with heavy stamps perhaps a 3-in. ring. If coarser 
than this, the stamp is doing work which could be done more cheaply by 
the rock-breaker. If finer, there does not appear to be much advantage, 
the amount crushed per stamp not being proportionately increased ; in 
fact, if sand were fed into a mortar box it would be almost as difi&cult 
to effect its discharge as it would to crush and discharge coarse ore. 
Tests in South Africa to determine whether any advantage were gained by 
breaking ore to J in. before sending it to the stamps, showed no increase 
of duty. The effectiveness of a stamp is at its highest when falling upon 
pieces it is pist capable of crushing, all its energy being then applied to 
disintegration by impact. But when falling upon small material much of 
the blow is expended in rearranging the separate pieces, and in the 
attrition which accompanies this rearrangement. 
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The size thought fit for discharge depends upon whether the stamp 
is used for complete comminution or is followed by grinding machines. 
Complete comminution is usual when amalgamation is the only or the 
principal subsequent treatment, the screen being then about 30 — 40 mesh. 
It is also practised in dressing such fine-grained tin ores as require crushing 
through 20 — 30 mesh. Where, however, grinding follows, a coarse screen 
is used on the stamps, the actual size of the aperture depending upon the 
capacity of the grinding plant and the desired fineness of the end product. 
If some of the material can be satisfactorily treated in the condition of »and, 
the product through 3 mesh or even 2 mesh may not be too large to deliver 
to the grinding machines, but where all has to be reduced to slime, more 
work is usually put on the stamp and a 12 — 20 -mesh screen is used. 
Whether fine or coarse screens be employed, the ultimate fineness of the 
product depends, as already stated, to a large extent upon the height of 
the discharge. It might well happen that with a greater height of dis- 
charge the product through a 30-mesh screen would have no larger average 
diameter than that passing 80 mesh with a shallower discharge ; it would 
certainly, however, be less uniform in size. 

Finally, the amount of water used influences the rate at which the 
material is discharged and consequently its granularity. Much water 
will carry the material away quicker and leave it more granular ; with 
little water, discharge is delayed and the product will contain much fine 
material. The amount of water varies from 4 to 14 tons per ton crushed. 
A clayey ore naturally requires more water than a clean ore. Ore being 
crushed under conditions of high stamp duty will require less water than 
undeV low duty, since the same amount of water passing through the 
mortar box will carry away the greater tonnage. 

The power consumed by a stamp is measured by its weight, its height 
of drop, and the number of drops, plus 25 — 30 per cent for friction. In 
consuming this power, the stamp duty depends upon the work the stamp 
is set to do, whether, for instance, that be : complete crushing ; coarse 
crushing with regrinding for sand and slime ; or stage crushing with re- 
grinding for slime only. Under these different policies the respective 
results might be as follows : 



Coarse Crushing for Rcgrinding to 

Complete 

Cnisldng. 

Screen mesh 

Sand and Slime. 

Slime. 

12 

30 

Height of discharge .... 

3 inches 

6 inches 

9 inches 

Duty per stamp per 24 hours . 

10 tons 

6 tons 

4 tons 

Power required 

3J h.p. 

2^ h.p. 

2i h.p. 

Wdlght crushed per h.p. hour . 

360 lb. 

200 1b. 

126 lb. 

Cost per ton cru^ed .... 

12d. 

20d. 

36d. 
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With respect to the wear of the two crushing surfaces, that pf the shoe 
is regular, a good surface being maintained, while that of the die is irregular, 
the worn surface often having a depression or cup at the centre. This 
irregularity of wear is all the more pronounced if the stamp be not truly 
centred over the die, a ridge then forming on one side, against which 
ridge the stamp strikes a glancing blow, dangerous to itself and of 
diminished efEect in crushing. Dies also wear most at the back where the 
feed enters, and when so worn they are sometimes taken out and reversed. 

The gross consumption of steel in shoe and die is about 1 lb. of average 
steel* per ton crushed, the shoe contributing somewhat more than the die. 
When discarded, the latter still retains about half its weight, while of the 
shoe only about 20 per cent remains. Forging renders shoes and dies 
denser and more uniform in quality. 

Though by far the greatest portion of the wear is borne by the crushing 
surfaces, the sides of the boxes also sufier. To protect these, liner plates are 
bolted or fitted to the back and sides, the wear on the back plate being 
sometimes considerable. 

Heavy stamps have naturally greater capacity, greater roughly in 
proportion to their greater weight. Crushing the same material a heavy 
stamp could be run with a lower drop and, consequently, a greater speed ; 
capacity would thereby be increased though, on account of the greater 
sum of the clearance intervals, not proportionally to the increased 
weight. The other alternative with heavy stamps is, while maintaining 
the same drop and speed, to obtain increase of capacity by feeding large- 
sized material, the heavier stamp then dealing with a greater depth of 
ore upon the die. This latter alternative is the more employed. Increase 
of capacity from the feeding of coarser material cannot, however, go on 
indefinitely, since material above about 3-in. ring is better reduced by 
a breaker ; in the end also, upon a die-area increased but very little, 
the blow of increased weight becomes needlessly strong, while inter- 
ference may also come from the cushioning effect of its own products. 
To avoid such cushioning a quick discharge is necessary, and, accord- 
ingly, the high duty associated with heavy stamps is due in more ways 
than one to the coarseness of the screen employed. 

With their increase in capacity, heavy stamps have not, however, 
shown any greater efl&ciency in the use of power. Their advantage rather 
lies in economy of plant, shafting, belts, housing, etc. 

Nissevt The Nissen stamp works in a separate mortar box 

circular in section, and the difficulty of casting a large mortar box does not 
arise. In consequence, it has been possible to increase the stamp diameter 
to 10 in., and, m addition, to apply a semicircular screen concentric with 
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the stami4(Fig. 107). The larger diameter, in conjunction with a long head 
of even greater diameter in its upper portions and a short thick stem, keeps 
the centre of gravity low and diminishes the height of the framework ; the 


concentric screen is more 


I 



NIssen Stomp Cross •s«ctional ElcVoliorv 
I 

Fiq. 107. 

Nissen Stamp. — Cross - sectional 
Elevation. One stamp in its own box 
is the unit of a Nissen-stamp battery. 
This box is cylindrical, the stamp falling 
axially; in vertical cross-section, the 
feed opening, discharge, etc., are disposed 
much as with the ordinary ‘box. The 
stamp head is seen to be of somewhat 
larger diameter than the shoe, and of 
still larger diameter in its upper por- 
tion. Shoe and die are of the same 
diameter, about ten inches (p. 158), 


than a straight screen in receiving the 
radial splash from the stamp, and 
discharge is in consequence facilitated, 
an advantage heightened by the con- 
siderably greater screening surface 
which each stamp possesses (Fig.^108). 
Moreover, a circular box is again 
better than a rectangular box, in that 
there is less useless clearance space 
and no corners, so that* as the head 
is lifted the material falls back 
upon the die, from which position it 
cannot untimely be removed by the 
fall of any adjacent stamp. Each 
stamp has its own feeder and does 
not wait upon any uncertain dis- 
tribution. Otherwise the Nissen 
stamp is much the same as the 
Californian stamp. It is lifted by 
cam and drops by gravity. The 
essential parts of the one exist in 
the other also, and considerations 
applicable to the one apply more or 
less to the other. 

The Nissen stamp is essentially 
a heavy stamp, its weight being 
usually about 1600 lb. ; it is at the 
same time a coarse-crushing stamp, 
since no fine screen would withstand 
so close a blow. Being such, its 
particular usefulness is to crush the 
breaker product in preparation for 
regrinding, generally by tube-mills. 
The height of discharge consequently 
is low and not more than about 


2 — 3 in. The number of drops and height of drop are nonnal. When 
crushing to pass a 3 — 4-mesh screen each stamp of the above weight has 
a capacity of about 24 tons per day, equivalent to about 600 lb. per h.p. 
hour, the size-reduction being 20. Crushing to 20 mesh the capacity 
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would be about 10 tons per day, and the sfee- reduction about 80. 
These results are about 26 per cent better than Californian stamps of 
the same weight would give, the equivalent saving in power consumption 
being about 20 per cent. 

In respect to space occupied, two Nissen stamps take the place of five 
Californian stamps, that is to say, stamps of this design occupy some- 



Pia. 108. 



Nissen S^afflp 


Nissen Stamp. — Diagram showing Splash against Screen. Compare the semi- 
circular screen of the Nissen stamp and consequent radial arrival of the splash, with 
the straight screen and consequent oblique splash of the ordinary stamp (p. 168). 


what more space per ton crushed than Californian stamps doing the same 
work. On the other hand, they do not require so high a framework. 


Crank-lifted Stamp 

The principal limitation of ail cam-lifted stamps is that they cannot 
be run above a certain speed. If lifted by crank a much higher speed is 
possible ; the difficulty then is to arrange that the stamp falls freely 
and without hindrance from its connection with the crank. The Holman 
stamp accomplishes this by having an air-cushion between the driving 
mechanism and the stamp (Figs. 109, 110). With it, the power is supplied 
from an overhead shaft, through cranks and connecting-rods, to a vertically- 
guided cylinder which moves up and down at every revolution of the crank. 
Through this cylinder the stamp stem passes, carrying a piston which fits 
the cylinder. In the sides of this cylinder are two rows of holes, one nearer 
the top and the other nearer the bottom. As the cylinder moves upward 
from its lowest position, the piston remains without movement until the 
air trapped and cushioned below the lower air-holes is capable of supporting 
the stamp. It then flies up and the stamp with it, but before finishing 
this flight, finds the cylinder on its way down. The air above the upper 
holes then becomes^trapped and compressed till the stamp begins to fall, 
when it expands to hasten that fall. To suit the conditions of a worn 
shoe and die another two rows of holes are bored lower down than the first 
set, these holes being plugged till they are required, when the plugging 
is transferred to the original set. In consequence of the delay in the 
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lift and ^ of the accelerated fall, there is a perceptible interval of rest 



Fio. 109. 


upon the die, even though these 
stamps make as many as 140 drops 
per minute. 

The shoe is 12 in. in diameter 



Crank-lifted Stamp (Holman Bros., Camborne, Cornwall) (Fig. 109).— The front 
elevation shows fast and loose pulleys, fly-wheel, two connecting-rods, air-cushion 
cylinder, upper and lower guides to piston rod which is the stamp stem, mortar 
box with front and side discharges, and wheel to operate the belt-shifting gear. 
The framework is of steel girders, the right half of a 2-8tamp framework being 
illustrated (p. 159). 

. Air Cushion of Crank-lifted Stamp (Fig. 1 10).— Projecting from the cylinder 
wall are the two trunnions which are engaged by the two connecting-rods depending 
from the crank. In the cylinder wall are four rows of holes, worked in pairs — the 
first with, the third and the second with the fourth — the holes of one pair being 
plugged while those of the other are operative (p. 159). 


and the falling weight about 1200 lb. Each stamp works in its 
own mortar box, which is a casting having screens on three sides when 
rectangular in shape, or a semicircular screen when round in shape. 
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the feed being at the back. This box stands on a heavy, concrete 
base. 

One of these stamps will crush 25 tons of hard ore from 2J-in. ring 
to 20 mesh per day at a consumption of 16 h.p. ; or roughly 160 lb. per h.p. 
hour at a size-reduction of 100. 

The speed at which these stamps run is determined by the capability 
of the containing structure to withstand excessive vibration. They are 
usually run in pairs within a steel framework converging towards the top, 
where the crank shaft is borne. The number of drops is about 136 per 
minnftj, and the height of drop about 12 in. Though usually no special 
means for turning the stamp is provided the shoe wears quite evenly, 
the stamp apparently turning of itself. 

In consequence of the high speed, these stamps require considerable 
repair, but against this may be set their greater capacity for the same 
dead weight of machinery. They are largely used in Cornwall upon tin 
ores, and have been used elsewhere. 


The Steam Stamp 

This stamp applies the principle of the steam hammer. It was evolved 
in the Lake Superior copper-district where it has received its greatest 
development ; in fact it is little employed elsewhere. Ore at Lake Superior 
is mined in large blocks which at the surface are broken by large jaw- 
breakers to about 4 or 5 in., the material being then fed to the steam 
stamps. This ore is either hard conglomerate or softer amygdaloid. In 
either material the copper occurs native in lumps, stringers, grains, and 
flakes, which have to be freed from the gangue in which they are irregu- 
larly distributed. From the breaker product, some of this copper can be 
picked out as it passes along the chute to the stamp. For subsequent 
concentration the remaining ore was formerly stamped through xV-in. 
round holes. Latterly, however, it has been found that X 7 f-in. holes with 
the conglomerate and |-in. holes with the amygdaloid, give a larger 
capacity to the stamp and an equally good recovery of the copper. 

The stamps themselves consist essentially of a stem elastically coupled 
to a piston rod at its upper end and having a removable shoe below (Fig. 
111). This stamp is lifted and then forced down upon a die in a circular 
mortar-box which, in the large sizes, is about 6 ft. diameter by 2 ft. 6 in. 
deep outside, and 4 ft. by 2 ft. inside. The box sits on a heavy anvil with 
a square bAse, this anvil in turn sitting upon a huge concrete block. 
The steam cybnder or cylinders are supported at the apex of a skeleton 
pyramid of columns which rise from the four comers of this block. 
Across these columns come the members which guide the stem. 


M 
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The, .engine may be single-cylinder or compound, the single or the 
high-pressure cylinder being about 20-in. diameter and 24-in. stroke. The 

steam pressure is about 120 lb. and 
cut-off generally about half-stroke. 
The valves may be ordinary slide 
valves or Corliss valves. They are 
operated by an independent mover, 
and adjusted to provide a cushion 
of entrapped steam above the piston 
at the end of the upward stroke. 
For that stroke much less steam is 
given, or it may be brought about 
by a smaller cylinder in tandem 
below the main cylinder and using 
lower - pressure steam. Such an 
auxiliary cylinder would be always 
under steam even during the down- 
ward stroke. 

The piston rod is connected to 
the stamp stem by a dash-pot joint, 
this providing the necessary elastic 
connection. The stem of 8 in, dia- 
meie? lo at the bottom to^ 

receive an ovoid shoe attached to 
it by a dovetailed shank. Though 
the falling weight of the complete 
stamp is considerable of itself, the 
steam provides the essential crushing 
force. If the pressure of the steam 
be 120 lb., the diameter of thfe 
cylinder 20 in., and steam be cut- 
off at half stroke, that is, at 12" 
in., the work put into the stamp 
per stroke by the steam would be 
37,700 foot-pounds. If the falling 
weight be 2000 lb., then as this 
ft. the additional energy 



Fig, 111 . 


Steam-driven Stamp. — Side View. 
Cylinder at the apex of a pyramidal 
framework containing the mortar within 
ita base. Steam admission controlled by 
independently operated valves. Piston 
rod ends in a dash-pot connection with 
the Upper end of the stamp stem. Below 
this elastic connection is the pulley by 
which stamp is independently rotated. 
Front and side discharges provided 
with splash shields and discharge shoots. 
Mortar-box circular and upon a heavy 
iron anvil (p. 161 ). 


drops 2 

due to gravity would be 4000 foot- 
pounds, making 41 ,700 ‘foot-pounds 
altogether Neglecting the expansive force of the steam on the one side 
and the friction on the other, this figure represents approximately the 
energy available for crushing. 
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Using a screen of f in. round holes and making 100%lovs p«c minute 
such a stamp would have a capacity of about 400 tons per day ; or with 
a screen about 240 tons. The diameter of the die is 22 in. and the 
height of discharge about 1 foot. Around the die, but separated froija 
it by a space, comes a circular liner. This liner fits into the solid box 
upon wliich is reared the housing holding the screens. 

Since the native copper is often in such pieces as cannot be dis- 
charged through the ordinary screen some additional discharge is also 
necessjiry. Formerly each stamp was stopped while such copper was 
taken out, but now it is usual to discharge it either down through pipes 
up which ^ sufficient current of water rises to keep back lighter material, 
or T^y means of small jigs, 4x6 in. in size and four in number, two on 
either side of ‘the* box. These jigs are disposed at about the same height 
as the ordinary discharge and have sieves with 1-in. holes; they are 
worked by plungers in the ordinary way and discharge from them is 
continuous. A substantial proportion of the copper recovered is separated 
in this way. 

The feed to these stamps is regulated by hand. A man at the chute 
pulls down more ore as such is required and at the same time picks out 
copper, chips, etc. It is usual to run with 4 — 6 in. of material upon the die 
so that wear of the die is not great. When the stamp has worked its way 
down below a certain level a bell is struck from the stem. In order that the 
complete circular surface of the die may regularly be engaged by the 
ovoid shoe, the shoe is made to revolve about once every four blows 
by an independently-driven belt encircling a pulley on the stem. This 
relation of shoe and die permits ore to place itself upon the disengaged 
portions of the die to await crushing. Their ends having obviously con- 
siderably more work to do than the central portion, the shoes are often 
made with a depression at the centre. Shoes, dies, rings, and liners are 
usually made of chilled cast-iron, as this material has been found to be 
the most economical under the conditions of heavy wear at Lake Superior. 
About 5 — 7 tons of water are used per ton of ore ; there is a good deal of 
splashing in the box, the shoe being lifted right out of the water after 
the blow. The capacity reckoned in tern^ of power consumed, is about 
240 lb. per h.p. hour when |-in. screens are used. Power is responsible 
for about two-thirds of the total operating-cost, this being 8d. — 9Jd. per 
ton crushed. The lower costs are with the amygdaloid. 


Beater or Hammer Mills 

In beater mills not only is crushing effected by impact but the energy 
of that impact exists rather in high velocity than in great weight, and the 
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material instead "of lying upon a fixed die is broken largely in mid-air. 
Accordingly, these mills are operated dry. They are chiefly employed on 
non-metalliferous and softer materials. 


Hammer Mill . — In this mill two dozen hammers or so, each weighing 
about 25 lb., are attached by chains at close intervals along a shaft making 



Beater or Hammer Mills. — Beater Mill (Diagrammatic Section). The illus- 
tration shows the feed to fall upon a grinding plate against which much of it is 
crushed. As this plate wears it can bo renewed, while as the beaters become shorter 
they can be pivoted farther out from the central shaft. When the machine is 
still the beaters hang limply downwards (p. 165). 

about 300 r.p.m. This shaft revolves inside a cage of grizzly bars spaced 
— I in. apart, making about 60 r.p.m. in the same direction as the shaft. 
The length of chain attaching the hammer is such that this latter swings 
just clear of the grizzly bars. The ore, which may be of ordinary lump 
size, is fed centrally at one end, and discharged through the grizzly wall. 
An ordinary mill of this type working upon suitable material is stated 
to have a capacity of about 15 tons per hour through a |-in. aperture 
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at a power consumption of 30 h.p., figures which roughly represent a size- 
reduction of 10 and a capacity of 1000 lb. per h.p. hour. M one mine 
this machine was employed in the place of breaker and stamps to crush 
gold ore ; and at another mine to strip the valuable matrix from the worth-, 
less pebbles of a hard-cemented gravel, the former discharging between 



Fig. 113. 


Beater Mill, — Sectional End Elevation of the Gannow Pulverizer. Five flails are 
shown extending downwards into the grid of diamond-shaped bars. Above the 
central shaft four other grid-bars are seen, so spaced that the boaters swing freely 
between them. These bars are on the feed side of the machine, where they are laid 
at an angle of about 45° to hold back the coarser pieces until the beaters, striking 
through the bars, have broken these pieces small enough to pass into the whirlwind 
circle within (p. 167). 

the bars, the latter discharging as oversize at the end. A disadvantage 
is the amount of dust created. 

Beater Mills , — ^In these mills short bars, attached by pins to naves 
upon a central shaft, and swinging freely on these pins, deliver a blow 
like that given by the threshing flail. As a rule there are three to six bars 






Fig. 114. 

Blade Disintegrator.— Half -sectional Side and End Elevations of the Cyclone ACU (p. 167). 
(Cirkel, Chryaotile Ae^)eatos, Canadian Department of Mines, 1910, p. 134.) 




ipaced regularly around the circle, four to six of such circles closely" 
bllowing one another along the central shaft. The ring wherein these 
)eaters meet the ore is formed by solid breaking-plates on the side where 
he feed enters, and by a semicircular barred screen on the opposite or 
iischarge side. In turn, the whole mill is enveloped in a housing (Fig. 112). 

The Quenner mill of this general type has been used to break cemented 
luriferous gravel where, for lack of water, dry washing has been necessary, 
«?hile the Gannow pulverizer is used in this country to make the fine stone- 



Pin Disintegrator. — Sectional Elevation of the Eek Grinding Mill (p. 168). 

dust strewn in colliery ways, the feed being generally prepared by a breaker , 
(Fig. 113). 

Blade Disintegrators . — The Cyclone mill, used chiefly in crushing 
asbestos rock in Canada, consists of two beaters of the screw-propeller type 
driven at a speed of 2000 — 2600 r.p.m. in opposite directions, in a cast-iron 
chamber into which material of walnut size is fed. The whirlwind created 
by the beaters hurls the particles against one another with such violence 
that they are reduced to a size such that they can be sucked away by a 
ffan. The blades, made of chilled iron, weat out rapidly and have to 
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be replaced every ten days or so. Of relatively hard rock 26 — 30 tons 
can be crushed in ten hours, this amount increasing to 40 — 50 tons 
when the rock is softer (Fig. 113). 

Pin DmntegTQ^rs — \ji these mills two discs with steel pins projecting' 
in concentric rows, face one another so closely that the pins practically 
overlap, the concentric rows of one disc fitting in between those of the other 
(Fig. 114), Each disc is separately and oppositely driven, while through 
the centre of one the material is fed. Flying outward, the pieces are ^^truck 
first by one row, and then from the opposite side by the next succeeding 
row, tliis treatment being repeated two or more times according, to the jce- 
duction to be effected. Beyond the outside row, discharge takes place into» 
a housing shaped to provide a suitable exit at the bottom. These machines, 
which may be horizontal or vertical, vary from 2 ft. to 6 ft. in diameter, 
and have j)ins from 4 to 12 in. in length ; the driving shaft of the smaller 
machines makes about GOO r.p.m., and that of the larger 200 r.p.m., the 
disc revolutions being in the thousands. They take from 4 to 40 h.p. 
and crush 4 to 40 tons per hour of coal, phosphate, shale, chalk, etc. With 
harder material the wear on the pins would be excessive. 


CRUSHING MACHINES COMPARED 

The capacities given in the foregoing descriptions of crushing machines 
may be collected into the following statement : 


Machine. 

Size. 

Size- 

Welfiht 
Crushed 
per h.p. hr. 

Daily 

Ciapacity. 

Tons. 

(bat 

Peed. 

]>iHcliarBe. 

Jlcduction. 

per ton. 

Breaker 


y 

4 

2000 lb. 

120—1200 

2d. 

Disc breaker 

2^ 

3/8^ 

5 

1250 „ 

120—600 

3d. 

Rolls, coarse 

2" 

1/2" 

4 

1000 „ 

1(K)— 4(X) 

6d. 

„ fine . 

\ir 

10 mesh 

10 

000 „ 

100-400 

12d. 

Pendulum mill, wet . 

W 

10 „ 

24 

166 „ 

30—60 

15d. 

» dry . 

W 

30 „ 

90 

80 „ 

10—20 

24d. 

Edge -runner, slow 

r 

30 „ 

120 

175 „ 

20-40 

12d. 

„ fast 

3/8^ 

20 „ 

15 

180 „ 

60—80 

12d. 

Grinding pan 

1/20^ 

50 „ 

5 

275 „ 

20—26 

18d. 

Tube-mill, short . 

1/6^ 

60 „ 

20 

200 „ 

60—260 

12d. 

„ long . 

1/30^ 

120 „ 

10 

80 „ 

25-100 

30d. 

Ball-tubemill 

r 

10 „ 

40 

400 „ 

60—400 

8d. 

• • 

r 

40 „ 

160 

160 „ 

40—200 

12d, 

Ball-mill . . . 

y 

26 „ 

160 

180 „ 

40-100 

24d. 

Stamp, gravity . 

r 

3 „ 

12 

360 „ 

8—20 

12d. 

»» »f 

r 

15 „ 

60 

200 „ 

5—8 

20d. 

»» j» ■ • 

r 

30 „ 

120 

125 ,. 

2—4 

36d. 

Stamp, steam 

4*' 

1/2" 

8 

240 „ 

260—400 

9(L 
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The figures in this statement indicate, as would be expected* that the 
finer the crushing stage the greater the consumption of power for the same 
mass crushed ; compare, for instance, the work done by breakers, namely, 
about 2000 lb. per h.p, hour, and that done by tube-mills grinding to 
slime, about 80 lb. per h.p. hour. They indicate, again, that with machines 
operating at a large ratio of size-reduction, as for instance, stamps, ball- 
mills, and slow-speed edge-runners, the capacity does not suffer so much 
as might be expected ; their capacity in fact appears to be determined 
largely by the fineness to which crushing is taken, and, accordingly, such 
machines show to best advantage when there is a considerable proportion 
of Jarge material in the feed. 

What these figures do not disclose, however, is the “ mechanical nature 
of the prodiK^t. In this matter, sizing analyses show that those machines 
whose crushing is arrested, such for instance as breakers and rolls, yield 
much material approximating in size to the set, whereas pulverizing 
machines deliver a product most of which is far finer than the limiting 
aperture ; further, that, generally speaking, those pulverizing machines 
which have a quick discharge, such as the short or conical tube-mill, 
the wet pendulum mill, and the fast edge-runner, give a more or less 
granular product, while those with a tardy discharge yield a greater pro- 
portion of exceedingly fine material. 

Comparing the different machines in respect to their range of applica- 
tion, the stamp mill is the widest applied. Arranged with high drop it is 
suitable for the hardest and toughest ore, while with low drop it is equally 
suitable for soft ore. Working with low discharge and coarse screens it 
has a high capacity, delivering a product which contains a fair proportion 
of the finest material. Working with high discharge and fine screens, though 
its capacity is much less, it delivers a material of a very fine average size. 
These last were the conditions under which stamps early came into favour ; 
the recovery of gold from auriferous quartz by amalgamatiop demanded a 
fineness unnecessary at that time with base-metal ores. In reducing such 
hard material to this fineness the stamp was particularly well fitted. 
Later, when the adoption of cyanidation demanded still greater fineness, 
the stamp, by reason of the amount of fine material it made even when 
crushing coarse, remained an efficient primary crusher, to prepare the 
material for regrinding. 

In its constitution the stamp mill has a multitude of parts. In 
operation also many adjustments have to be made and much careful 
attention and strenuous work are required to maintain high working 
efficiency. It also makes a deafening noise and sets up much vibration. 
Yet anything wrong is quickly observed, and being confined to a relatively 
small unit may be set right while the mill as a whole continues 
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unintemiptedly. Tlie stamp mill accordingly lias the convenience of a 
small unit, while possessing the capacity of a large unit. Stamps are 
reliable, that is to say, are easily kept running 95 per cent of full time, and 
the attendant labour is readily trained ; but they are costly to purchase 
and to install. 

Of somewhat similar usefulness is the slow-speed Chilian mill which 
appeared contemporaneously with stamps, but elsewhere and for the 
recovery of silver rather than that of gold. Crushing by the dead weight of 
heavy rollers moving slowly around a circular track, these machines are 
heavy in relation to capacity, expensive in first cost, and occupy much 
space. On the other hand, they are smooth-running simple naachines, 
giving rise to little noise or vibration and necessitating but simple founda- 
tion and driving mechanism. Consuming but little power when running 
light, and automatically adjusting themselves to wear, depth of feed, 
etc., their operating cost is substantially lower than that of stamps 
while their product has much the same general character. For very 
hard ore they are not, however, so suitable as stamps, nor are they con- 
venient for large installations. 

Except with tin and native copper, stamps have never had any great 
vogue in crushing base-metal ores, this having been the particular province 
of rolls. Eolls make a minimum of fine material and therefore permit 
a maximum of coarse concentration, to the advantage of total recovery. 
In regard to the character of the ore to which they are suited, rolls 
have not the same wide range as stamps ; they are neither suited to 
very hard and tough ore, on the one hand, nor can they handle clayey 
ore, on the other. Nor have they the same range in respect to size 
of product. Though, like the stamp, capable of taking the breaker pro- 
duct, rolls are rarely set to effect in one operation a size-reduction greater 
thdn 8, while under some conditions 100 is normal for stamps. To effect 
any moderate size-reduction with rolls there must be stage crushing. Even 
then, difficulties of keeping the roller-face true are such that the efficient 
crushing of fine material is impossible, and rolls are not often set to crush 
finer than 10 mesh. They nevertheless have great capacity and are therefore 
particularly useful where large quantities require but little preparation 
for the next-following step ; not, however, when it is required eventually 
to reduce all to slime, but when it is required to concentrate by water and 
the production of fine material must be avoided. In such circumstances 
crushing from 2 in. to J in. by rolls would be cheaper and more ad- 
vantageous than by stamps. 

In first cost also the roll is much the cheaper machine ; it is mechani- 
cally simple, requires little height or space, needs but an inexpensive 
foundation, and makes no such noise as characterizes the stamp mill. 
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Rolls differ again from slumps in mat tney are genially opesated dty. 
Discharge with them needs no assistance from water and the e^ra wear of 
the crushing faces which accompanies wet crushing is thereby avoided. 
Stamps, it is true, have also been operated dry, but always at the expense 
of capacity. Working dry, rolls are particularly suited to the crushing 
of oxidized ores, some of which being extremely friable would readily 
form undesired suspensions in water. 

With the need of improved recovery from base-metal ores came the 
necessity for finer grinding than economically possible by rolls. For 
this work wet-crushing pendulum mills were first favoured, these mills 
by reason of their quick discharge delivering a granular product in good 
condition for water concentration. To it also the Chilian mill was applied, 
being made jfuitable by increasing the pivotal action and by lowering the 
discharge, and made of greater capacity by increasing the number of rollers 
and the speed. With these alterations the Chilian mill was preferred ‘to 
the pendulum mill where large capacity was desired. 

In the meantime, the necessity for the finest grinding of precious ores 
having arisen, the pan used in amalgamation was modified to make grind- 
ing its essential purpose. Such grinding pans were simple and satis- 
factory, but being small and the wear of the grinding surfaces being 
relatively great, they gave way to tube-mills which, in addition to large 
capacity, were capable of more completely reducing the material fed to 
them. Any desired product being obtainable by working these mills in closed 
circuit with a classifier, they were used not only for the finest comminu- 
tion but also to give finely-granular material. For this work shorter mills 
were found to be not only sufficient but more suitable, especially when 
equipped with scoop discharge ; the shorter the mill the more granular the 
producti In this direction also the conical tube-mill found application, 
since though discharge was still by overflow, it was facilitated by* the 
design. 

These modified tube-mills are thus granulators, and in consequence 
particularly suitable for the further comminution of base-metal ores, 
to which work they have latterly been widely applied, in many places 
actually replacing pendulum and fast-running Chilian mills. Where, how- 
ever, water concentration follows, they cannot so satisfactorily be worked 
in circuit with classifiers, or the heavy mineral returning with the under- 
flow would be ground impalpably ; under such conditions the portion to 
be reground should be separated by screens. 

Though ball-mills discharging through fine screens had long be^n 
successfully applied to the dry-crushing of the breaker product, wet ball- 
mills to effect a similar size-reduction were late in being developed, chiefly 
because of excessive wear of the lining, balls, and screens, then available. 
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The suceess of tube-mills, however, turned attention again to the 
possibilities /)f similar mills for coarse material, and to-day ball-tubemills 
working wet have proved themselves most successful provided the 
material fed to them were of proper size. 

There is little doubt that where large capacity is desired ball-tube- 
mills will be successful on base ores generally, and on precious ores 
to a large extent. In them the many desiderata of a good crushing 
machine are combined : they are mechanically simple and have a minimum 
of parts ; they are small and occupy little space ; they are relatively light 
in weight, and low in cost ; they are reliable and have a long life ; they are 
operated cheaply, and require relatively little water. The pojnt which 
largely determines their use is the wear of the balls and lining. If the 
ore is too hard this wear will be excessive and their many good points 
may be outweighed. 

Finally, it would appear that in the future the great vogue of stamps 
will diminish even with precious-metal ores. It may be that the position 
of rolls with base-metal ores is similarly threatened by the advent of 
the disc breaker, a machine which, though originally introduced as a fine 
preliminary breaker to reduce material of 4 — 5 in. to 1 in., is now crushing 
1 — I in. material to pass a f-in. aperture, doing which work it has a 
high capacity. 

Some machines, such as the breakers, the Griffin mill, and the dis- 
integrators, only work dry. The same may perhaps be said of rolls, 
the small amount of water sometimes used hardly constituting wet 
crushing, which implies crushing in water and discharge by water. 
Other machines, such as ball-mills and tube-mills, work both wet and 
dry, the dry tube-mill, for instance, being an ideal dustless machine. 
Finally, some machines, such as stamps, Chilian mills, Huntington mills, 
and grinding pans, always work wet. 

Dry crushing is necessary where dry-magnetic concentration, or 
where roasting or other heat treatment, follows ; sometimes also its 
adoption is unavoidable owing to lack of water. Compared with wet 
crushing there is less wear of the crushing faces, but owing to dust 
often greater wear of bearings. Unless provision is made to collect it, 
this dust may not only be a nuisance but a direct loss of ore. When 
crushing dry to a fine size, capacity usually suffers ; in addition, the 
ore must first be dried if it contains more than about per cent of 
moisture. On the other hand, the dry-crushed product is better for 
subsequent water concentration and for leaching, perhaps because less 
material of slime-size is produced. The dry crushing of friable and 
weathered ores also remains possible when wet crushing might be 
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impossible by reason of the large amount which then would g» into an 
undesired suspension. 

In the finer stages wet crushing allows more easy discharge and conse- 
quently greater capacity, more easy sizing, and more easy conveyance 
of the product; in those stages it is consequently the rational and 
normal practice. In the coarser stages, on the other hand, dry crushing 
does not produce a great amount of dust, the material is large enough 
to be screened dry, while no assistance from water is required in 
discharge or could be rendered in conveyance ; dry crushing accordingly 
is practised. 



CHAPTER IV 

comminution: the crushing system 

The sequence of machines by which complete comminution is accom- 
plished may be described as the Crushing System. The extent of this 
system and the machines employed depend primarily upon the nature of 
the ore and the desired fineness of the crushed product. 

General Considerations 

Most ore-minerals are brittle when compared with their associated 
gangue. Some, such as galena, chalcopyrite, chalcocite, argcntite, the 
gold and silver tellurides, wolframite, etc., and most oxidized minerals, 
are brittle to the extent that they go to pieces while much of the gangue 
remains relatively coarse. Others, such as cassiterite, pyrite, blende, etc., 
though not giving way to the same extent, generally display themselves 
more brittle than the bulk of the gangue. 

Generally speaking, screen analyses of crushed ores containing the 
more brittle minerals will show the fraction finer than 200 mesh, to 
assay higher than the coarser fractions. Contrariwise, similar analyses 
conducted on ores containing the less brittle minerals would likely show 
this fraction to be lower in value than some of the fractions immediately 
coarser. In either case, however, if the fraction finer than 200 mesh 
were further divided by elutriation, it would probably be found that the 
very finest fraction, representing the clayey or aluminous portion of the 
ore, would be of distinctly low value. 

. Ores, however, generally consist to a large extent of gangue-mineral, 
represented by quartz, calcite, rhodonite, etc., and of country-rock, repre- 
sented by sandstone, limestone, granite, rhyolite, andesite, schists, etc., 
and the resistance to crushing often comes rather from these than from 
the ore-mineral. Of such gangue-minerals quartz is hard and resistant, 
calcite soft yet resistant, rhodonite hard and tough. Among the sedi- 
mentary country -rocks, sandstone having low’ cohesion breaks relatively 
easily, limestone with more cohesion has nevertheless no great akrengt^ 
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while slate, protecting itself from complete comminution by its tendency 
to break in flakes, is somewhat stronger. Among the igneous rocks those 
of the acid group are hard to drill but easy to break, whereas basic 
rocks are soft to drill but tough to break, and the sequence of strength 
beginning with the strongest is something of the order : diabase, basalt, 
diorite, granite. Metamorphic rocks, such as quartzite, schist, etc., are 
generally very resistant, more particularly when, as so often happens in 
the neighbourhood of an ore-deposit, they are veined and impregnated 
with quartz. Rocks of a schistose or slaty structure are often tough. 

Into this question of strength, texture also enters. A coarse-grained 
rock gives opportunity to break along crystal faces ; a porphyritic rock 
is strengthened by the binding of the longer crystals ; while a fine-grained 
rock resists by complete crystal interlock. 

Strength is not entirely identical with hardness, or the acid rocks 
being harder than the basic would be the stronger, and the diamond being 
the hardest of all minerals would not be so easily powdered ; strength lies 
in hardness and toughness combined. Though not identical, hardness 
is, nevertheless, such a factor in strength that the sequence in hardness 
is not greatly different from that in strength. Taking the metalliferous 
minerals previously mentioned, the sequence in hardness would be ; 
cassiterite, wolframite, pyrite, blende, chalcopyrite, chalcocite, argentite, 
gold tellurides, galena. Cassiterite, the least brittle among them, is thus 
the most hard ; and galena, the most brittle, the least hard ; while quartz, 
harder than them all, is also stronger than all. The native metals, on 
the other hand, though soft, are tough and not easily comminuted. 
Hardness affects primarily the wear of the crushing surfaces and, second- 
arily, the power consumed in crushing. 

In particular instances different ores have proved themselves hard 
or soft, as follows : the disseminated copper ores in the United States, 
consisting of altered monzonite and schists, are relatively soft ; these, 
however, are shallow ores and not entirely fresh. The banket ore of the 
Witwatersrand, South Africa, consisting of pebbles fast cemented in a 
quartzitic matrix, is hard and tough. The quartz-tourmaline impregnated 
tin ores in Cornwall are hard and very tough. The flinty cupriferous 
conglomerate of Lake Superior is hard and tough, while the amygdaloid 
in the same field is relatively soft and easily crushed. Finally, the 
plumbiferous quartzites of the Coeur d’Alene district, Idaho, may be 
classed as intermediate in strength. 

As to the influence of the condition of a rook upon its resistance to 
crushing, if a rock be fresh it is stronger than in any weathered condition ; 
ore from depth is therefore harder and tougher than shallow ore. Wetness 
or dryness apparently have little effect upon the strength of the usual run 
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of ores, lihough much wetness may seriously inconvenience the dry break- 
ing with which comminution usually begins. Frozen ore, however, is more 
easily broken, which is readily understood, seeing that freezing has a burst- 
ing effect upon anything containing water and practically all rock holds 
some water in its pores. Heating and quenching are well known to have a 
weakening effect upon the cohesion of ore, and to this end have sometimes 
been applied. The winning of the ore by blasting also weakens the 
cohesion, so that the ore mined has not the same strength as when in situ 
underground. It is, however, much cheaper to break ore by machines on 
surface than to shatter it completely by blasting underground. * 

Determinations of the crushing strengths of pieces of fresh rock and 
ore have shown sandstone to have in round figures a strength of about 
7500 lb. per square in., limestone 10,000 lb., granite 20,000 lb., soft ore 
below 25,000 lb., and hard ore above 25,000 lb. per square inch. Such 
determinations have usually been made upon cubical pieces lying with 
smooth face upon a smooth plate against which the pressure was applied 
at right angles, that is vertically downwards. Such good conditions for 
resisting fracture are, however, not realized in comminution, the ore 
pieces, both in their departure from the cubical shape and in their 
imperfect seating, being more easily broken ; tensile as well as com- 
pressive stresses are set up, against which ore is relatively weak. 

With respect to the deformation of ores under stress, ordinary rocks 
and ores arc elastic up to a limit. Within that limit they suffer deforma- 
tion from which they can return when the pressure is removed ; beyond it 
they fracture. No intervening stretch of permanent deformation without 
fracture has been recorded, the applied pressure rising continually till 
relief comes by fracture. Should fracture not take ])lace the piece returns 
to its original shape, being capable theoretically in so doing of giving 
back the work previously done upon it. It is this return of energy which 
causes the stamp to rebound. If the stamp could be caught at rebound 
and further lifted this energy would be utilized, but the danger of camming 
does not permit such close running. In jaw breakers, though such energy 
conceivably assists in the retirement of the jaw, that assistance is in- 
appreciable. Accordingly, unless fracture is secured such elastic deforma- 
tion represents lost work. It is largely avoided when the blow is so 
smart that the piece has not time to extend before being overtaken by 
fracture. 

Where water concentration follows, the maximum release of the 
mineral is desired while excessive comminution must be avoided. Where 
flotation concentration follows, the maximum release of the mineral is 
desired but no similar necessity exists to avoid fine comminution. Finally, 
where amalgamation and hydro-metallurgical operations follow, the 
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e^ofiore oi the nuneral is desiied, making the finest possible 
comminution welcome and often necessary. 

The extent to which crushing is carried also largely depends upon 
the ore value. Crushing is an expensive operation and generally the 
largest single item of cost in ore-dressing. Moreover, the finer it is. carried 
the very much more expensive it becomes. With each case, therefore, a 
point is reached where the cost of further comminution is greater than 
the additional recovery resulting, this point marking the economic limit 
of crushing. This limit is reached earlier with low-grade ores than with 
rich ores, since the operating cost of a machine is independent of the 
valuable content. To keep the whole cost of a crushing system within 
the ftieans ol this content, the extent of crushing must vary with the value 
of the ore. 

General Practice in Comminution 

Dealing, firstly, with crushing in preparation for water concentra- 
tion, stage reduction is the ideal, since, in addition to relieving the 
successive crushing machines of material already fine enough, it permits 
stage concentration, whereby not only may coarse mineral be withdrawn 
from further wasteful comminution, but opportunity may also be taken 
to discard worthless material. If both these possibilities be realized 
after each crushing, the material remaining to undergo the next stage is 
smaller in amount and the cost of crushing is to that extent reduced. 

These full advantages of stage crushing are, however, only obtained 
when some at least of the mineral is coarse and stage concentration can 
begin early. It is applied notably at Anaconda, Montana, with copper 
sulphides ; at Bunker Hill, Idaho, with galena ; in Bolivia with cassiterite ; 
and at many other places. Where the mineral grain is fine and no coarse 
concentration can be practised, the advantages are limited to the avoid- 
ance of excessive and unnecessary comminution, advantages which may 
or may not be sufficient recompense for the greater complication of stage 
crushing ; in the coarser stages of crushing they would only be realized 
if the mineral were very brittle. As an additional point, it is generally 
held that in any crushing machine fine material protects the material 
which needs crushing, while receiving injury itself; the withdrawal of 
such fine material would therefore be advantageous. 

Stage crushing necessitates, however, greater complication and 
greater variety of plant, drawbacks which make its full acceptance often 
of doubtful advantage. At Broken Hill, N.S.W., for instance, treating a 
complex lead-zinc-silver ore, crushing by rolls from IJ in. to J in. is per- 
formed in a single stage, multi-stage crushing having proved uneconomical. 

However varied the practice may be before concentration begins, 
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there ace very few plants where advantage is not taken of stage cruamng 
afterwardp, in the regrinding of middle products. 

Dealing, secondly, with crushing preparatory to direct flotation, the 
ore suitable to this process is one wherein the mineral grai^ are small, 
and where, accordingly, stage crushing would not offer the opportunity 
to effect coarse concentration. Eeduced to such a fine condition that the 
maximum size of particle is not too heavy to be floated, excessively fine 
material in ordinary amount does not interfere with the success of the 
operation. In these circumstances all that stage crushing has to offer 
is the opportunity to screen out the material already fine enough, and thus 
to send less material to the succeeding stage. To this saving may also 
be added the advantage that where, for successful recovery, the material 
must be crushed very fine, say to pass 80 — 100 mesh, the machines chosen 
for each step may be particularly efficient for that step, to the greater 
efficiency of the system. But where a less-pronounced degree of fineness 
is sufficient, say to 40 — 50 mesh, and a machine such as the ball-tubemill 
can be found to do the work in one step, the advantage of simplicity would 
more than outweigh any advantage which stage reduction could offer. 
Single-stage crushing for flotation is notably the practice at the Inspira- 
tion, Arizona, where the ore is reduced in one step from in. to 40 niesh. 

Finally, where crushing is preparatory to amalgamation and cyanida- 
tion, the higher the proportion of very fine material the better the recovery 
of the precious metal, and the only advantage which stage crushing offers 
is, that by separating material already fine enough less material is sent 
to the succeeding stage, an advantage reinforced by the opportunity of 
employing machines particularly efficient for each stage. In this case, 
the separation of the coarse material for further crushing is made by 
water-sizing, a more convenient and cheaper operation than wet screening, 
but not so justifiable where concentration follows, because the mineral 
particles being heavier than the gangue would be continually returned 
to be reground. 

The extent to which comminution is carried preparatory to amalgama- 
tion and cyanidation depends upon the character and value of the oxf,: 
With those gold-silver ores which have their valuable content most finely 
distributed and are of good grade, all the ore would be reduced to 
slime, a procedure impossible without stage crushing. Leaving breaking 
out of consideration, such crushing is usually done in two stages, stamps 
or ball-tubemills being ’followed by tube-mills. Exceptionally, however, 
three stages are employed, as at the Goldfield Consolidated, Nevada, where 
stamps, edge-runners, and tube-mills follow in succession. 

With ore of medium grade crushing would have to be somewhat 
curtailed, and if stamps or ball-tubemills were used, they alone might " 



Ic®de. Gfenerally, TicmBVcr, stage crushing would be adopted, but 
Ip&ding machines would be set to achieve capacity rather than perfect 
pn^ess. In this" clasawould also come those gold ores which yield much 
iuf ifceir coDitent to amalgamation, to the impoverishment of the material ^ 
to be treated by cyanidation. Stamps followed by tube-mills producing 
sand and slime constitute the system which has become standardize^J 
in South Africa and Mysore, at the Homestake, Dakota, and elsewhere. 

With poor gold-silver ores no great expense could possibly be incurred 
in crushing, and such ores become worked only when the coarsest crushing 
suffices. Amalgamation is then out of the question, while cyanidation 
can only b^ applied if the ore is porous. Such porous ores are excep- 
tional and surficial, their porous nature being the result of weathering. 

Coarse crushing in preparation for hydro-metallurgical treatment 
also suffices with certain low-grade copper deposits, notably at Chuqui- 
camata. Chili, and at Eio Tinto, Spain, the two largest deposits of copper 
in the world. 

Where concentration and cyanidation are practised upon the same 
ore, the crushing systems vary with the relative importance of these two 
treatments. Generally, the bulk of the material after removal of the 
concentrate is treated by cyanidation, and the ore is crushed as though for 
cyanidation. At Cobalt, Ontario, however, where the great bulk of the 
silver is obtained by concentration, and little is left for cyanidation to 
accomplish, coarse stage crushing for concentration is practised. On 
the Alaskan goldfield also, crushing is in preparation for the concentration 
of the valuable material, this material being subsequently reground for 
cyanidation. 

Whatever the product desired, the complete crushing system may 
conveniently be divided into the following three broad steps : 

Breaking, as applied to lump ore ; 

Crushing, as applied to broken ore ; 

Grinding, as applied to crushed products, 

and suitable crushing systems for the different treatments would be as 
follows : 

Water Conoentbation 

Ordinary Ore. ' Hard Ore, 

Breakrag . . Breakers Breakers. 

Crushing . . Rolls or disc-breakers Rolls or disc-breakers, stamps. 

Grinding . . Short or conical tube-mills Short or conical tube-mills. 


Breaking 

Crushing 

Grinding 


Flotation Concentration 


Breakers 
* I Ball-tubemills 


Breakers. 

Disc-breakers. 

Short or conical tube-mills. 
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Ordinary Ore. Hard Ore. 

Breaking . . Breakers Breakers. 

Crushing . . Ball-tubemills Stamps. 

Grinding . . Tube-mills Tube-mills. 

No one system need necessarily be the only system suitable to 
a particular ore. At Treadwell in Alaska, for instance, crushing for 
concentration of auriferous pyrite was accomplished at the Alaska 
Treadwell mine itself by stamps, at a cost of about 6d. a ton ; at the 
Gastineau mine by rolls followed by short tube-mills, with equally 
satisfactory results ; and at the Juneau, more recently but less satis- 
factorily, by ball-tubemills unaided. 

In the selection of a system, consideration must be given to the 
particular experience of the available operators, to the capacity of the 
locality to supply spares, and sometimes also to local preferences. 

The preliminary operation of breaking — and sometimes also the 
coarser stages of roll crushing— is often done in a building separate from 
that in which primary comminution is efiected. Breaking can then be 
done at the mine, broken ore being transported to the mill, this procedure 
having the advantage that in ordinary mine-trucks such ore is much more 
conveniently transported than lump ore. The breakers can then be placed 
low down upon separate and solid foundations, and the mill building is 
spared the dust and vibration associated with breakers. While, finally, 
breaking may then be done during the day-time only, the power thus set 
free at night being a convenient provision for lighting the surface and 
mill. Where, however, operations are on a smaller scale, the breaker is 
often conveniently run from the same prime mover as the other machinery, 
with which consequently it would be housed. 

The capacity of a crushing system is usually expressed in terms of 
daily tonnage, that is, in tons per 24 hours. That provided should depend 
upon the size of the ore-deposit. Up to a maximum of about 1000 tons 
per day there is advantage in great capacity. Should an ore-deposit’^ 
warrant the daily treatment of a considerably greater tonnage than such 
a figure, it would be better to have two or more mills than greatly to 
increase the size of the unit mill. 

The capacity expressed in pounds crushed per h.p. hour depends 
upon the fineness to which crushing is carried. Where all is reduced to 
slime this capacity will naturally be lower than when coarse crushing 
suffices. Taking first the extreme case of the reduction of a hard ore to 
slime, the following figures might be representative ; 

Breaker ... 70 per cent of the ore. 2000 lb. per b.p. hour. 

Stamps ... 100 „ „ 200 „ „ 

Tube-mills . . 76 „ „ 85 „ „ 
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Whence 

2000 lb. would require by breakers . • . . I’O h.p. hour. 

2867 lb. (2000 x 100/70) would require by stamps 14*3 „ 

2143 lb. (2867 x 76/100) would require by tube-mills 26’2 „ 

2867 lb. of original ore 40*6 h.p. hour ; 

equivalent to about 70 lb. per h.p. hour. 

Actual figures for the four -stage comminution at the Goldfield 
Consolidated,^ Nevada, were : 


Breakers to 1^ in. . 

Dally Capacity. 

Power. 

Capacity 
per h.p. hour. 

. . 600 tons 

60 h.p. 

1000 lb. 

100 stamos to 4 mesh . 

. . 850 „ 

240 „ 

296 „ 

* 6 Chiliems to 16 mesh 

. . 426 „ 

200 „ 

162 „ 

6 tube-mills to slime . 

. . 476 „ 

400 „ 

100 „ 

Total 

. . 860 tons 

890 h.p. 

801b. 

per h.p. hour. 


The other extreme would be where coarse crushing through rolls 
sufficed, of which the following figures might be representative : 

Breaker . . .70 per cent of the ore. 2000 lb. per h.p. hour. 

Rolls .... 76 „ „ 6001b. „ 

Whence 

2000 lb. would require by breaker 1*0 h.p. 

2143 lb. „ „ rolls 3-67 h.p. 

2867 lb. would require altogether 4'67 h.p. 
equivalent to about 626 lb. per h.p. hour. 

From the above figures it will be seen that to reduce all to slime 
would require somewhat more than 1 h.p. per ton of ore crushed per day, 
whereas when coarse crushing sufficed 1 h.p. would be sufficient^ for every 
5 tons of daily capacity. Between, and even beyond these extremes, all 
the gradations demanded by varjdng^conditions find record. 

Naturally, the amount of power consumed greatly influences the 
cost of crushing. Renewals and repairs are, however, no less important, 
making together an item probably more decisive than power. Much 
depends upon the nature of the ore ; to crush a hard, tough ore might well 
cost three times as much as a soft ore. The capacities of the separate 
machines and the size of the plant also greatly influence the total cost. 
Such total costs range from about 8d. per ton at the Alaskan mines in 
preparation for simple concentration ; feom about 12d. per ton with the 
disseminated copper deposits of Arizona for flotation ; from about 20d. 
per ton on the Witwatersrand for the production of sand and slime for 
cyanidation ; and from about 22d. per ton at the Goldfield Consolidated 

1 Hutchinson, if. d> 8.P., May 6, 1911, p. 616i 
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for reduction to slime, all th^ being large mines ; to about 
times as much on small mines. 

Particulars of the cost at the Goldfield Consolidated, the crushfbg 
system of which has already been detailed, were : 


Breakers 

Stamps 

Chilians 

Tube-mills 


Per Ton of Feed. 

Per Ton of Original Ore, 

2id. 

2d. 

6*7d. 

6-7d. 

lOd. 

6d. 

. 14-7d. 

8-3d. 


Total cost per ton slimed 22 'Od. 


Work done in Crushing 

When a piece of ore is broken in two, two additional surfaces are 
produced, one on each of the resultant pieces, and the additional surface 
exposed is consequently twice that of fracture. The work done in crushing 
was considered by Rittinger to be proportional to the area of fracture, 
and consequently to the additional surface exposed. This additional sur- 
face can be expressed in terms of the dimensions of the original piece. 


Particle 

volume. 

Number 

particles. 

Particle 

dimension. 

Total 

surface. 

Surface Increase 
or work done. 
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Fig. 116. 


Work done m. Crushing. — ^Tabular statement using as index the additional 
surface produced. Summation of the work done in crushing a mass, assuming that 
work to be proportional to the additional surface produced (pp. 182, 183). 

The size-reduction D/- in either case=w. 

' n 

Taking first the cube. A cube of side D would have a surface 6D® ; 
if that cube were divided into a number of cubes of side D/w, n being the 
number of parts into which the side of the original cube was divided, the 
number of such cubes would be n^, and the total surface 6(D/«)2 x w® «= 6D®tt 
or an increi^e of 6D®n - 6D® « 6D® (n - 1). (Pig, 116.) ^ 




' " , Now, centring tiie oomsideyationfl- around a apliere of diairieteii B, tfie 
surface of such a sphere would be ttD®, and the volume If that 

volume were divided into spheres of diameter D/n, w representing as before 
the size-reduction, the number of such spheres would be n* and the total 
surface 7 r(D/n)^ x w® = ttD^, the increase of surface being 7rD®«-7rD®» 
7rD2(w-l). (Fig. 116.) 

Actually, in crushing neither cubes nor spheres result, but irregular 
pieces, to cover which the general formula expressive of surface increase 
would be CiD®(n - 1), D being the average dimension of the original mass. 
But n is equal to D/d — it is the ratio of size-reduction — introducing which 
the formul'i becomes CiD®(D/d - 1) or CiD*(l/d - 1/D). Of the factors in^ 
this formula D® is the volume of the mass under consideration, to which ’ 
volume the weight is proportional. Accordingly, in the place of C^D®, 
CW can be written, and the formula becomes CW(l/d-l/D), or 
where D was infinitely large, CW/d, this again, where a proportional fij^e 
only were required, becoming W/d. This factor W/d may accordingly be 
taken to represent the work done in reducing a mass W from forming 
part of an infinitely large mass, to a condition with d as the dimension of 
the resultant particles. Ordinarily, most of these particles being roughly 
spherical, d may be taken to be average diameter. 

This result may perhaps be more directly reached by the following 
considerations. The work represented by a mass of equal-sized particles 
is proportional to the total surface of such particles ; the diameter of the - 
particle being d, the surface of each particle is proportional to d® ; the 
volume of the particle being proportional to d®, the number of such particles 
is proportional to 1/d® ; and the total surface being proportional to the 
product of particle surface and particle number, is proportional to d®/d®, 
that is to 1/d. Where the mass varied the work represented would vary 
proportionally, and in any mass of particles of diameter d the work done 
in bringing that mass to that condition of size from its presumed original 
condition of forming part of an infinitely large single mass would be 
represented by W/d. This expression; let it be repeated, accepts 
increase of surface as the index to the work done. 

The work which any mass of particles represents may be described as 
the “ mechanical value ” of the mass. Under the form W/d this mechanical 
value has reference to reduction from an infinitely great size. 

Keeping separate the two factors of which the above expression for 
work is composed, and plotting W as an ordinate, 1/d as an abscissa, this ; 
work is graphically given by the resulting rectangle. 

Similarly, the work represented by a mass of mixed sizes would be 
given by the sum of a number of such expressions or rectangles (Fig. 117). 
Jjp obtain the respective factors the mixed mass is divided by screens of 
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successively decreasing aperture mto a number of sizes, tbe weights of which 
are expressed as percentages or decimal parts of the total weight. Such 
percentages or decimals represent W. To obtain the respective diameter- 
reciprocals the average diameter of the particles remaining between each 
two successive screens must be computed. The screens used for this 
purpose, described under ‘ Sizing,’ are of woven wire, giving a square 
aperture. The actual maximum size of particle passing such an aperture 
is generally about two-thirds the side, but as this ratio is the same for all 
the sizes and at best only a relative result is in view, the side of the 
aperture may be accepted in place of the particle diameter. The average 
d^ameltr.of the particles between two successive sieves would then be the 
most simply obtained by taking the arithmetic mean of the two limiting 
apertures, that is That, however, would only be true if, in 

crushing, the numbers of particles of successive diameter were equal, 
whereas it is more probable that in a crushed product the weights of 
particles of successive size are equal, that is to say, the weight^of fine 
material produced would be the same as the weight of the coarser or 
of any intermediate material. The latter assumption \yould make the 
average diameter the logarithmic mean of the two apertures, that is 
{di-d^jhog^dijd^. This, however, is a refinement which need not be 
practised when the screens are as close together as they generally are in 
sizing analyses. 

In graphic representation it is not even necessary to calculate the 
average diameters between screens, the actual screen apertures may be 
used instead; reciprocals of these apertures being laid ofi as abscissae, 
from their extremities ordinates are raised representing the cumulative 
percentages remaining on the respective screens (p. 212). The ends of 
such ordinates are upon a curve identical with the average curve of the 
stepped line resulting from plotting rectangles (Fig. 117). 

More simply still, ‘‘screen mesh” being the number of holes per linear 
unit, may be taken to be half the aperture-reciprocal, and, wWe only 
relative figures are required, may be used in place of that reciprocal. 

These reciprocals of aperture or diameter, however, increase enormously 
with increasing fineness. At the coarse end the reciprocal of an infinite 
diameter is zero, the reciprocal of the unit employed is 1, that of half Jhe 
unit is 2, and so on, these figures also expressing the relative surface ; 
at the fine end, on the other hand, reciprocal and surface are represented 
by such figures as 300, 400, and 600. With surface as index, the work 
represented by the finest portion of a crushed mass would accordingly be 
accounted as far exceeding that represented by the remaining and many 
times greater bulk of the coarser material. This seems unreasonable,, 
casting doubt upon the index. Moreover, accuracy of result would depend 
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upon accurate fractionation of the finest and impalpable portion, this 
accurate fractionation being impossible. 

The large amount of work credited to the finest portion by this index 
is very clearly disclosed in the graphic representation, where at the coarse 
end the reciprocals are bunched together, while at the other end they 
rapidly extend in geometrically increasing steps towards infinity (Fig. 117). 

So rapid indeed is this extension that the diagram cannot be kept within 
reasonable limits without unduly cramping the coarse end. This, it is true, 
may be relieved by plotting logarithms of the reciprocals, but by doing so 
ah claim on this basis to consider the resultant areas as representative 
of the work done must be abandoned. 

When, however, instead of increase of surface, the number of unit 
volume-reductions is taken as the index of work done, which is the other 
view, such a logarithmic plotting produces an area which correctly represents 
that work. It is agreed that the force necessary to produce a fracture is pro- 
portioiftil to the area of that fracture, that is, proportional to the additional 
surface exposed. But work is the product of force and distance. It is 
assumed by Rit^ger that the distance moved through is the same for all 
’ sizes of particle, since fracture results by the rupture of molecular cohesion 
and this bond is independent of particle size. Cohesion, however, is not 
so simple of conception, and it is difficult to say at what point it begins 
or where it’ ends. Moreover, before fracture occurs a particle sufiers 
deformation in proportion to its size, this deformation representing the 
distance through which the applied force moves. By those who hold 
Rittinger’s theory, this fact is brought into harmony with that theory by^ 
assuming that though such Variable deformation is true within the elastic 
limit, yet when fracture occurs it takes place along its own lines and is 
brought about not only by the direct application of force from outside 
but also by return of energy from within, as the mass resumes its original 
shape, the result bemg as though the distance moved through by the full 
force represented by the area of fracture was only that sufficient to break 
the molecular bond. 

Stadler,^ basing his .argument upon Kick’s law that “the energy 
required to produce analogous changes of configuration of geometrically 
^ sk^r bodies of equal technological state varies as the volumes or weights 
7 of these bodies,” disputes the view that the surface exposed is the measura^.. 
of the work done. He holds that though the area of fracture multiplied 
•by a constant expressive of the strength of the material represents the 
force employed, this force must act through a certain distance of de- 
formation to produce fracture, such distance being directly proportional 
to the diameter. Force therefore being proportional to surface, and 
1 Trans. 1910, VoL XlX. p. 471. 



distance proportaoMi to dUametei', tue work, clone to break a s^gle piece 
must be proportional to the volume of that piece, and not to the surface 
exposed. This view receives strong support from the fact that if bodies 
of the same material and shape but of different masi|, be dropped separately 
from a height just sufficient to break them, it will be found that the height 
is much the same whatever the mass. Dropping from the same height 
the velocity factor in the energy developed remains constant, and that 
energy must accordingly vary as the mass ; and since in each case the - 
result is fracture, it may be assumed that the energy required to produce 
fracture varies as the mass or volume of the piece. 

Under this assumption, starting with a mass of dimension D, the 
work required to fracture this, say, into halves would be proportional to 
D® ; to fracture these two halves each of volume D®/2 into quarters would 
require energy proportional to 2(D®/2), or again D® ; to fracture these four 
quarters each of volume D®/4 into eighths would require 4(D®/4), or again 
D® (Fig. 118). The total work to reduce a mass of dimension D to eight 
masses of dimension D/2 would accordingly be D® + D®-f D®=«3D®. Pro- 
ceeding further, the work required to fracture the eighths^ into sixteenths 
would again be D® ; the sixteenths to thirty-seconds again D® ; and the 
thirty-seconds to sixty-fourths again D®. The total work necessary to 
reduce a mass of dimension D to sixty-four masses of dimension D/4 would 
accordingly be 3D® + D® + D® + D® « 6D®. Similarly, the work necessary to 
reduce a mass of dimension D to five hundred and twelve masses of dimen- 
sion D/8 would be 6D® +D® +D® + D®=9D®. The work accordingly in- 
creases by a unit amount each time the volume of the piece is halved uto 
reduce the mass to eighths each of dimension D/2, three units of work, namely 
to halves, to quarters, and to eighths, were required ; to 64thB each of D/4, ,, 
six units of work ; to 512ths each of D/8 side, nine units of work ; and so 
on. In other words the work increases in arithmetical progression while the 
number of pieces and, indirectly, the size-reduction increase in geometrical 
progression.^ But that is the relation between logarithms and anti- 
logarithms. Accordingly the work done is proportional to the log- 
arithm of particle number or to that of the ratid of size-reduction D/d,. 
Of these two factors the latter is more directly obtainable, and in terms ' 
of the initial and final diameters it may accordingly ’be said that C 
work done is proportional to Log D/d. 

Where the mass varies the work done would vary proportionally, 
and the work done in crushing a mass W from an initial diameter D to a-, 
final diameter d would be W Log D/d, a product represented graphically 
by the rectangle formed by plotting W as an ordinate and Log D/d as 
an abscissa. This mechanical value has reference to a finite original^' 
diameter. 
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Partlclo 

volume. 

Number of 
volume- 
roductions. 

Number of 
particles. 

d 

Dimension of 
particle. 

D 

d 

Size-reduction 

(ratio). 

Log 5 

Units of ( 
work done. 

D> 

0 

1 

D 

1 

0 

0 

D» 

2 

1 

2 

D 

i/2 

i/2 

0-1 

1 

IP 

T 

2 

4 

D 

i/4 

i/4 

0-2 

2 

D8 

8 

3 

8 

D 

ys 

i/8 = 2 

0-3 

3 

D3 

16 


16 

D 

i/16 

i/ic 

0*4 

* 4 ‘ 

D* 

32 

5 

32 

D 

'i/32 

i/32 

0*6 

5 

64 

6 

64 

D 

i'64 

i/M = 4 

0-6 

6 

D» 

128 

7 

128 

D 

i/128 

i/r28 

0-7 

7 

D3 

260 

8 

266 

I) _ 

i/256 

i/25(i 

0-8 

8 

D* 

612 

9 

512 

D 

i/512 

i/612 ^8 

0*9 

9 

1)8 

n® 

Log n 

n® 

I) 

n 

n 


Log n 


Fig. 118. 

Work done in Crushing.— Tabular statement using as index the number of 
unit size-reductions (p, 187). 

Summation of the work done in crushing a mass, P, to successive conditions of 
particle fineness, on the basis that unit volume-reduction represents unit work. 

For convenience in illustration, unit volume-reduction has been taken to be the 
reduction to pieces each one half the volume of the preceding piece. 

Applying these considerations to the determination of the work 
represented by a crushed mass made up of many sizes, the weights and 
diameters of these sizes are obtained and used as before (Fig. 119). The 
point of origin for the ordinates is again zero weight, while that for the 
abscissae is the zero logarithm obtaining where D/d is unity. D is con- 
veniently taken to be that of the original material or any other larger 
'diameter. 

The divergence between these two methods of computing the work 
done in crushing is well shown by taking simple cases. Take, for instance*^ 
that of 16-in. pieces crushed to 1-in. pieces, which in turn are crushed to 
smaller pieces of iV-hi. dimension. Judged by the additional surface 






exposed Aid assuming nait massj'^lie work done from step to step would 
be represented by (1/d - 1/D), whereas by the number of volume-reductions 
suffered it would be Log D/d. The calculations would be as follows : 

I. Additional surface exposed — 

First step, 16^ to V; {Ijd- 1/D) = 1 - iV = H 
Second step, 1 to ; (1/d - 1/D) = 16 - 1 = 16 

Total work represented by 15 
One step, 16^ to ~ 1/1^) = 16 - - 15 1 g 

II. Number of particle volume-reductions — 

First step, 16^ to V ; D/d=16; Log 16 -=1-204 
Second step, F to D/d~ 16 , Log 16-1*204 

Total work represented by 2*408 
One stop, 16^ to ; D/d =266 ; Log 256=2*408 

In the above instance, judged by the additional surface exposed, the 
work done in the second step would be 16 times as much as that represented 
by the first step, whereas judging by the number of volume-reductions the 
two steps would represent equal work. 

Further illustration of the incidence of these divergent expressions 
for work done in crushing, is well afforded by varying the above instance to 
the extent of making 2 in. the dimension of the intermediate pieces. The 
calculations would then be as follows : 

I. Additional surface exposed — 

First stop, 16'" to 2*'; (1/d- 1/D) = J 

Second step, 2" io \ (1/d- 1/D) = 16 =16^ 

Total work represented by 16lJ 
One step, 16'' to ; (1/d - 1 /D) = 16 - 

II. Number of particle volume-reductions — 

First step, 16" to 2"; D/d= 8; Log 8=0*903 
Second step, 2" to D/d=32; Log 32 = 1*606 

Total work represented by 2*408 
One step, 10" to D/d =266; Log 266 =2*408 

This divergence may also be illustrated by calculations centred round 
mixed materials, in doing which the method of making such calculations 
is illustrated at the same time. 

Thus,, taking the materials disclosed by the following screen analyses^ 
to represent the feed and product respectively of the successive operations . 
of breaking, crushing, and grinding ; 






Repbbsbntativi Soesbn Analyses 



Breaking. 

Crushing. 

Grinding. 

size. * 

Feed. 

Product. 

Feed. 

Product. 

Feed. 

Product. 

+ 12 in. 


15 







+ j> 


35 







+ 2 .. 


30 


4 

4 




If- 1 „ • 


15 


25 

26 




+ 1/2 „ 


2 


, 20 

20 




+ 1/4 „ 




18 

18 




+ 1/8 „ 




16 

16 




+ 6 moah 




8 

8 

1 

1 


+ 8 ,, 





s 


4 

8 


+ 12 „ 







10 

16 


+ 20 „ 


> 3 





11 

20 


+ 30 „ 






12 

20 


+ 50 „ 




■ 10 



12 

10 


+ 80 „ 






1 

11 

17 

1 

+ 120 „ 







9 

13 

6 

+ 200 „ 
-200 „ 







1 30 

^ { 

4 

90 


100% 

100% 

100% 

100% 

100% 

100% 


Mechanical Value of Bbbakeb Feed 


By Surface Exposed. i 

(Referred to Infinite size.) 

By Volume-reductions. 
(Referred to 15 in.) 

Size. 

Per cent. 

di +d| 

1 

I 

W 

T' 

D 

d' 

, p 
lo*^- 

WLog§- 

+ 12 in. 

16 

16 

1/16 

. 100 

1*0 



+ 6 „ 

35 

9 

1/9 

3*88 

1*7 

0*227 

7*94 

+ 2 „ 

30 

4 

1/4 

7*50 

^*7 

0*674 

17*22 

+ 1 >1 

16 


2/3 

10*00 

10*0 

,1*000 

16*00 

-+1/2 „ 

2 

3/4 

4/3 

2*66 

20*0 

1*301 

2*60 

“1/2 „ 

3 

1/4 

4 

12*00 

66*0 

1*778 

6*33 


100 

Totals . 

. 37*04 



48*09 
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MJSOHANIOAL VALtJB OJF BREAKER PRODUCT 



Work done in Breaking 

By Surface Exposed. By Vtjlumc-rcductions. 


Mechanical value of product 

443-43 

152-45 

Mechanical value of feed 

37-04 

48-09 

Work done on unit weight . 

406-39 

104-36 


Meohanicab Value oe Crusher Product 



By Surface Exposed. 

(Referred to influito size.) 

By Volume-reductions. 
(Referred to 15 In.) 

Sise. 

Per cent. 

di+di 

1 

W 

D 

^ D 




2 ' 

d' 

d ' 



WLog^- 

+ 5 mesh 

1 

9/80 

80/9 

8-88 

133-3 

2-125 

2-12 

+ 8 „ 

4 

1/13 

13 

62-00 

196-0 

2-290 

9-16 

+ 12 „ 

10 

1/20 

20 

200-00 

300-0 

2-477 

24‘77 

+ 20 „ 

11 

1/32 

32 

362-00 

480-0 

2-681 

29-49 

+ 30 „ 

12 

1/60 

60 

600-00 

760-0 

2-875 

34-60 

+ 60 ,, 

12 

1/80 

80 

960-00 

1200-0 

3-079 

36-94 

+ 80 „ 

11 

1/130 

130 

1,430-00 

1960-0 

3-290 

36- 19 

+ 120 „ 

0 

1/200 

200 

1,800-00 

3000-0 

3-477 

31-29 

"120 „ 

30 

1/480 

480 

14,400-00 

7200-0 

3-857 

116-71 


100 

Totals . 

19,802-88 



320-17 


Work done in Crushing 


By Surface Exposed. 

Mechanical value of product . . 19,802‘88 

Mechanical value of feed (for con- 
venience to be the same as breaker 
product) . . , . . 443.43 


By Volume-reductions. 
32017 

\ 162-46 


Work done on unit weight 


19,269-46 


167 72 


sa.10 




Tl^ ORtrsi^ SYBTBlf 193 



Meohanioal Value of Grinder Feed 

- 

By Surface Exposed. 

(Eeferrod to infinite size.) 

By Volume-reducUons. 
(Referred to 15 in.) 

Size. 

Per cent. 

tit +ti* 

2” ■ 

1 

d‘ 

W 

d' 

D ' 
d ‘ 

, D 
Log 

WLog|- 

. + 6 mesh 

1 

9/80 

80/9 

8'88 

133-3 

2-126 

2-12 

+ 8 

8 

1/13 

13 

104 00 

196-0 

2-290 

18-32 

+ 12 „ 

16 

1/20 

20 

320-00 

300-0 

2-477 

39-63 

-K 20 „ 

20 

1/32 

32 

640-00 

480-0 

2-681 

63-62 

+ 30 „ 

20 

1/60 

60 

1000-00 

760-0 

2-876 

67-60 

+ 60 , 

17 

1/80 

80 

1380-00 

1200-0 

3-079 

62-34 

•'iqSO „ - 

13 

1/130 

1?0 

1960-00 

1960-0 

3-290 

42-77 

+ 120 „ 

3 

1/200 

200 

600-00 

3000-0 

3-477 

10-43 

- 120 

2 

1/480 

480 

960-00 

7200-0 

3-867 

7-71 


100 

Totals 


6952-88 



284-34 

Mechanical Value of Gbindeb Product 


By Surface Exposed. 
(Referred to infinite size.) 


By Volume-reductions. 
(Referred to 16 in.) 

Size. 

Per cent. 

(/] + d; 

2 

1 

d' 

W 
d ■ 

D 

d' 

T 

Log 

WLog®. 

+ 80 mesh 

1 

1/130 

130 

130-00 

1,960-0 

3-290 

3-29 

+ 120 „ 

5 

1/200 

200 

1,000-00 

3,000-0 

3-477 

17-38 

+ 200 „ 

4 

1/320 

320 

1,280-00 

4,800-0 

3-681 

14-72 

-200 „ 

90 

1/800 

800 

72,000-00 

12,000-0 

4-079 

367-11 

100 

Totals . 

• • 

74,410-00 



402-60 



Work done in Grinding 







By Surface Exposed. 

By Volume-reductions, 

Mechanical value of product 

74,410 

402-60 

Mechanical value of feed 


6,962 

284-34 

Work done on unit weight 


67,467 

118-00 

Assembling the figures representative of the work done upon unit 

sreight at each stage, the following statement is obtained : 


Relative figures of work done upon unit weight. 






By Surface Exposed. By Volume-reductions. 


In breaking 


406 


104 



In crushing 


19,259 


167 



In grinding 


" 67,467 


118 



Asevuning that in breaking the capacity per h.p. hour is 2000 lb., in 



m ^omsas 

- ^ nifl'hing 200 lb., andin grinding 100 lb., relative figures for tbe work? 
done per b.p. hour in these respective operations, and consequently relative 
figures for the efiRciencies of these operations in respect to power con- 
sumption, would be : 

' By Surface Exposed. By Volume-reductions. 

Breaking . . . 812,780 208,820 

Crushing . . . 3,851,890 33,644 

. Grinding . . 6,746,700 11,800 

There can be but little doubt that of these figures those arising from 
considerations of the number of particle volume-reductions express what 
^ conceivably the truth, namely, that the finer the crushing the less 
efi&cient is the operation in the use of power. That must berso, eve^n if, 
only because the finer the particle the greater the difi&culty of bringing 
force to bear, and the more often is the effort expended in vain. Surfaces 
which are true enough to seize coarser material will appear pitted and 
protective to fine material, suffering wear and consuming power them- 
selves. Beam action can come into play with coarse material but not 
with fine. 

It has to be remarked in conclusion that these theoretical considera- 
tions have led to no better design of crushing appliance. Calculation anifc 
diagram are, however, stimulating and a useful exercise, and there is no 
doubt that indirectly in the good which must follow careful examination of 
crushed products, they have their result. 



CHAPTER V 

sizing; laboratory sizing ^ 

* General Considerations 

Sizing is the division of broken, crushed, or ground material, into classes 
according to size. In this connection size means average diameter, this 
being the ordinary conception and one readily appreciable by the eye. 
Large material, for instance, is spoken of as being of such and such a 
* ring,’ naming the diameter of the ring through which it will pass, while 
at the other end of the scale, magnification is likewise expressed in diameters. 
Neither cross-sectional area nor volume is so rea^y appreciated or 
compared. 

The need for sizing lies in the fact that no one machine can satis- 
factorily handle material made up of a wide range of sizes. In comminu- 
tion, sizing permits stage crushing ; the lump^ore to be broken, the broken 
ore to be crushed, the crushed ore to be ground. In separating the released 
mineral, sizing also permits separation in stages. If hand-picking is 
carried far it must be done in stages, since smalls are not adequately 
displayed in the presence of lumps. In water concentration, the means 
necessary to impress the required movement upon coarse material might 
carry away the fine. In magnetic separation, complete magnetization*^ 
and removal of fine mineral might be accomplished while that of larger 
material remained imperfect. Summarizing, in dressing it often becomes 
necessary to eliminate variability in size in order that those mineral 
properties upon which dependence is placed to effect separation may have' 
free play. 

Neglecting sizing by air as practically inapplicable, two methods of 
sizing exist, namely, screen sizing, and water sizing or classification. 

Scteen sizing consists in permitting pieces or particles of ore to fall 
through opening larger than themselves, or in causing them to pass through 
juch openings. Theoretically a particle should pass through an opening 
^f the same cross-sectional area as itself, but in consequence of frictional 
r^istance to passage, the particles which pass are smaller than the opening. 
3inoe also the average shape of crushed particles approaches the spherical 
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or equidimensional, this resistance is greatest with round holes, less with 
^ square holes, and least with rectangular or slotted holes. Accordingly, 
where a slotted hole might be expected to pass, as maximum, a roughly 
spherical piece of a size equal to about 0-80d, d being the width of the 
slot, a square hole might be expected to pass a piece of 0’76d, d being 
the side of the square, and a round hole a piece of 0*70d, where d is the 
diameter of the hole. With respect to particles of other shape, the maximum 
of long pieces would by reason of the one long dimension be somewhat 
larger than that of round pieces ; oh the other hand, flat pieces having 
two relatively large* dimensions would not be able to pass in such large 
average size as round pieces. Roughly, about 50 per cent of the particles 
of crushed material are equidimensional, 25 per cent long, and 25 per cent 
flat. 

The simple products of screen sizing are an ‘ undersize ’ and an 
* oversize.’ .Though sizing is designed primarily to eliminate one variable, 
that of size, it may, where the mineral is brittle, be also a means of 
separating an enriched undersize from an impoverished oversize (Fig. 161). 
It may indeed happen that the last stage in the concentration of the 
sandy portion of crushed material is a screening operation to separate 
an oversize poor enough for discard from an undersize worthy of further 
treatment. 

Water sizing consists in dividing crushed material by submitting it 
to water rising at an appropriate velocity. Such sizing can only be 
applied to material fine enough to be borne in water ; and it results in an 
‘ overflow ’ of fine material and an ‘ underflow ’ of relatively coarse material. 
Where there exists no difference in density between the particles the result 
is pure sizing, the larger particle sinks and is separated below, the smaller 
particle rises and overflows with the water. But where difference in density 
exists the division is no longer entirely according to size but also according 
to density ; a smaller particle will sinlc if it be of sufficient density, while 
a larger particle of less density might rise. The conditions might indeed 
be such that the underflow consisted in greater part of mineral, and the 
overflow in greater part of gangue ; the operation would then have 
largely lost its character of sizing to become a separation by density 
(Fig. 207). On the other hand, when all the coarser mineral had been 
removed by previous concentrating operations, it might be found upon 
further water sizing that the overflow, carrying the friable mineral, was 
’ then the richer product. 

Before dealing in greater detail with these two methods of sizing and 
the appliances whereby they are carried into effect, a description of the 
method and procedure of making those sizing analyses which disclose 
the mechanical constitution of crushed material is opportune. 
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Laboratory Sizing 

Laboratory Screens . — Crushed material ordinarily ranges in size from 
about one-tenth of an inch down to impalpable powder. The division of 
such material into fractions each of determined particle-size, is accom- 
plished by means of a series of woven-wire screens or sieves with square 
meshes or apertures defined by the dimension of the side, the several 
screens being successively finer. 

The sequence of aperture in such a series is a question of some 
moment. It was natural to suggest that each succeeding size should be one- 
half the preceding size, that is, a ratio of 2 : 1 between consecutive sizes. 
Starting with an aperture of one-tenth inch and finishing with the finest 
wire-sieve possible of accurate manufacture, namely, one having two 
hundred holes per linear inch, there would be 6 screens in such a series, an 
insufficient number for close work ; this series may be termed the simple or 
natural series. Rittinger in his time adopted the closer ratio of ^2 or 
1*414 : 1, equivalent to the reduction of the aperture area by one-half, ob- 
taining thereby double the number of screens ; this series is the square-root 
series. More recently Stadler and T. J. Hoover,^ separately, proposed the 
ratio of ^2 or 1*259 : 1, equivalent to the reduction of the aperture-cube 
or particle-volume by one-half ; this series, known as the cube-root series, * 
gives about 18 screens within the above-mentioned range, which is perhaps 
more than sufficient : while, finally, Richards proposed the ratio of \J*2 
or 1*189 : 1 , giving about 24 screens, a superabundant provision (Fig. 120). 


Name. 

Ratio. 

Number of Screens 
between 5 mesh and 

250 mesh. 

Numerical. 

Descriptive. 

Simple . 

2j 1 

diameter halved 

6 Boreens 

Square-root . 

v/2; 1-414 

area halved 

12 

Cube-root 

^/2; 1-26 

volume halved 

18 „ 

Fourth-root . 

t/'2; M89 

area quartered 

24 „ 

Alternate cube-root 

1*686 


9 „ 


Fio. 120. 

Screen Series. — ^Tabular Statement. 


^ese are all geometric series, each screen aperture having a fixed 
geometric relation to those above and below it, respectively. Except in 
bhe natural series, however, this relation, though simple of expression 
1 Tram. l.M.M. VoL XIX., 1910, pp. 471, 486. 
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by symbols, is not simple of expression by figures, ^/2 being 1*414; 
J/2, 1*259 ; and 1^2, 1*189, when taken to three places of dec&nals onl3f# 
Starting then with a round number for the coarsest size, say 0*1 inch 
ox 2*54 millimetres, the apertures of the following screens would largely be 
expressed by cumbrous fractions, vulgar or decimal, and in consequence 
the designation of these screens by their respective apertures has not 
been widely adopted. 

Woven-wire screens are ordinarily designated by the number of meshes 
. per linear unit, say, an inch, this number bemg known as the “ screen 
mesh ; a 50-mesh screen, for instance, has 50 holes per linear inch. Since, 
however, an equal number of intervening wires alternate with these holes, 
the aperture of a 60-mesh screen is clearly not one-fiftieth of an inch, but 
more nearly one-hundredth, the exact dimension depending upon the 
diameter of the wire used. In consequence, though a 50-mesh screen 
would always have 50 holes to the inch, the aperture would be greater 
where a finer wire were used and less where the conditions necessitated 
'a coarser wire. The conditions which determine the size of wire in 
commercial sizing do not, however, apply to laboratory sizing, and 
laboratory screens may therefore be made to suit their own particular 
requirements ; the screens of finest mesh are indeed rarely used except 
' in the laboratory. 

Having in mind the simplicity of designation by mesh and realizing 
that the division of the material into a number of mathematically correct 
sizes was neither practically possible nor, if achieved, an end in itself, 
the Institution of Mining and Metallurgy, London, put forward a series 
of screens wherein, by making the diameter of the intervening wire equal 
to the aperture, mesh became standardized not only as the number 
of holes per inch but also as half the aperture reciprocal, that is to say, 
a 50-mesh screen would have 50 holes to the inch and an aperture of 
one-hundredth of an inch. In this series, with mesh in round figures the 
aperture in terms of the inch is equally in round figures, easily remembered 
and easily converted to any other unit, the millimetre for example. 

With regard to the relation between consecutive screens, in this series 
no constant ratio exists, this constancy having been sacrificed to 
simplicity of aperture dimension and aptness of designation. With 
17 screens in the complete series the ratio varies from 1*11 to 1-6Q, 
and on an average is 1*264, or approximately the same as the cube- 
' root series. Whether in this divergence from a geometric ratio the 
sacrifice was disproportionate to the gain will largely appear from 
the following considerations: With a geometric ratio the range of 
size in any one fraction is the same as in any other. This regularity 
while scientifically gratifying is not the end in view, since in ordet 



to expresa^ln on6 simibi^dn the mechanical value of a mass # nni^: 
partides, calculations based upon apertures must be made, these calcula- 
tions giving a final figure in which any such regularity disappears ; indeed, 
in obtaining this final figure the regularity of screen ratio has introduced 
cumbrous screen apertures. It is true that in plotting logarithms of 
aperture as abscissae, the successive screens of a regular geometric series 
find their places at regular intervals, which is not the case when the ratio 
is irregular (Figs. 119, 129). This, however, is no great advantage, since the 
proper position of any intermediate screen is readily determined from the 
logarithm of the aperture; moreover, in the final curve obtained, the 
regularity of screen ratio again disappears. It is of course obvious that 
txx) great a divergence from that regularity would endanger the trueness 
cf the curve, but the small amount of latitude necessary to reap the 
advantages of simplicity of aperture and aptness of designation incurs no 
3uch danger. The I.M.M. series, given in the following table, is in 
consequence very convenient in the making of sizing analyses : 


Screen Scale oe the Institution of Mining and MsTALLUEay 


Mesh. 

Aperture. 

Screen Ratio. 

Inch. 

MiUimetrc. 

6. 

1/10 

2-640 

1-60 

8 

1/16 

1-674 

1-25 

10 

1/20 

1-270 

1-20 

12 

1/24 

1-066 

1-33 

10 

1/32 

0-792 

1-26 

20 

1/40 

0-636 

1-60 

30 

1/60 

0*421 

1-33 

^40 

1/80 

0-317 

1-26 

60 

1/100 

0-264 

1-20 

60 

1/120 

0-211 

1-16 , 

70 

1/140 

0-180 

1-14 

80 

1/160 

0-167 

1-12 

90 

1/180 

0-139 

1-11 

100 

1/200 

0-127 

1*20 

^ .120 

1/240 

0-107 

1-26 

160 

1/300 

0-084 

1*33 

200 

1/400 

0-063 


- 


Average . 

. 1-264 
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From the l.M.M. series various (X)nvement seriations may be selected. 
For instance, the series 6 mesh, 8 mesh, 12 mesh, 20 mesh, 30 mesh, 60 mesh, 
80 mesh, 120 mesh, and 200 mesh, proposed by Stadler, is practically the 
geometric series having the screen ratio ^4 or 1’588. Moreover, it is a 
sequence easily remembered since the same figures, 6, 8, 12, 20, occur on 
either side of the central 30 mesh (Figs. 119, 129). 

In the United States the square-root series based upon the aperture 
of a 200-mesh screen of particular make is largely used, the screens being 
known by their mesh. Mesh, however, in this series is only the number 
of holes per inch, and has no precise connection with the size of aperture. 
To obtain this latter, reference must be made to a table giving th^ measured 
apertures. It will be noted also from the table below that all these aper- 
tures are cumbrous decimals. 


Tyler’s Screen Scale 
(S creen ratio ;^/2 = l‘414.) 


Mcah. 

Aperture. 

Inch. 

Millimetre. 

3 

0*263 

6*680 

4 

0*186 

4*699 

6 

0*131 

3*327 

8 

0*093 

2*362 

10 

0*065 

1*651 

14 

0*040 

1*168 

20 

0*0328 

0*833 

28 

0*0232 

0*689 

36 

0*0164 

0*417 

48 

0*0116 

0*296 

65 

0*0082 

0*208 

100 

0*0068 

0*147 

150 

0*0041 

0*104 

200 

0*0029 

1 

0*074 


More recently the Bureau of Standards of the United States has 
recommended a screen scale based upon the millimetre, the screens above 
this base having a ratio of ^2, or 1*414, and those below a ratio of ^2, 
or M89. Apertures of round-figure dimension occur with every alternate 
• screen above the basal screen and with every fourth screen below. Round 
figures for the mesh, whether referred to the inch or the m i l li m etre, being 
uncommon except in the very finest sizes, these screens are sometimes 
specified by their millimetric aperture. 
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SoEEBN Scale oe tbe Bubbatt of Standards, U.S.A. 


(Screen ratio above one millimetre, and J/2 below.) 


Screen. 

Aperture, 

Mesh. 

Millimetre. 

Millimetre. 

Inch. 

Metric. 

Inches. 

8 

8-00 

0-315 

1-0 

2-54 

566 

5-66 

0-223 

1-4 

3-66 

4 

4-00 

0-167 

2-0 

6-1 

2-8.3 

2-83 

0-111 

2-76 

7-0 

2 

2-00 

0-079 

3-9 

9-9 

l-4i 

1-41 

0-0665 

6-0 

12-7 

1 

1-00 

0-0394 

7-0 

17-8 

0-86 

0-85 

0-0335 

8-0 

20-3 

0-71 

0-71 

0-0280 

9-0 

22-9 

0-59 

0-59 

0-0232 

10-0 

26-4 

0-5 

0-50 

0-0197 

12-0 

30-6 

0-42 

0-42 

0-0165 

14-0 

36-6 

0-36 

0-36 

0-0142 

16-0 

40-6 

0*29 

0-29 

0-0114 

20-0 

60-8 

0-25 

0-25 

0-0098 

23-0 

68-4 

0-21 

0-21 

0-0083 

27-0 

68-6 

0-17 

0-17 

0-0067 

31-0 

78-7 

014 

0-14 

0-0065 

39-0 

99-1 

0-125 

0-125 

0-0049 

47-0 

119-4 

0-105 

0-105 

1 0-0041 

69-0 

149-9 

0-088 

0-088 

0-00.35 

67-0 

170-2 

0-074 

0-074 

0-0029 

79-0 

200-7 

0-062 

0-062 

0-0024 

98-0 

248-9 

0-052 

0-052 

0-0021 

110-0 

279-4 

0-044 

0-044 

0-0017 

127-0 

323-0 


Conduct of Sizing Analyses ^ — The material being dry for convenience 
in weighing out the sample, the natural procedure is to conduct the opera- 
tion dry. The amount of material taken will depend chiefly upon the ex- 
tent of screen used, but also upon the number of fractions desired. The 
I.M.M. screens are made in squares of about 8 in., which it is usual to cut 
to a circle and surround with a stiff rim extending about two inches 
above the screen and three-quarters of an inch below (Fig. 121). This 
rim is so adjusted in . diameter that the portion below fits inside 
the upper portion of the rim surrounding the next succeeding screen, 
permitting the screens to be nested in proper sequence, the coarse screen 
on top, the fine screen at the bottom. It is generally considered that this 
circular shape best forwards the swirling motion most effective in screen- 
ing ; it undoubtedly avoids comers and the screen is convenient to handle 
and clean. By some, however, it is considered that these advantages 
are dearly bought at the sacrifice of screening area, and by these the original 





, square sHape is retained, wlien, in addition to the swirling motion, a rookinj 
motion with one corner resting on the bench may be practised. 

For wire screens of this size about 600 grm. of material is convenient 
Assuming that the proportion of slime is not excessive, this amount is firs 
screened on the coarsest screen, and the undersize in succession oi 
the finer screens. Where, however, the amount of slime is great, thi 
procedure is altered to take out as much as possible of the slime first, fo; 
, two reasons, Namely ; because such an amount of slime requires th( 



Fig. 121. 
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loosening effect of coarser particles to get 
it through the finest screen, and because 
if the coarse material were separated first it 
would be difficult to obtain it free from 
adhering slime. 

In this dry screening by hand time is 
everything. Up to the limit where the 
attrition conceivably set up might vitiate 
the results, the longer the time given to 
each separate screening the more accurate 
the result. Extreme accuracy is, however, 
not necessary, but concordance between 
repeated results. The time for each screen 
must be set separately, since the passage of 
the undersize through the coarsest screen 
will take but a fraction of the time necessary 
for passage through the finest. The time 
should, in fact, increase regularly with the 


Nest of Screens.— Screens are 
usually framed in circular rims 8 
inches in diameter ; larger screens 
may be 10 inches. The sequence 
of screens indicated is one made 
up by selection from the I.M.M. 
series (pp. 199, 201). 


screen mesh and with the amount of 
material, and decrease with the screen area. 
With 1000 grm. on an 8-in. screen the 
iniesh would fairly indicate the number of 
minutes necessary ; with 600 grm. half 
that time would be sufficient. With 
screens as large as 18 in. as much as 2000 


grm. may bo used ; on the other hand as little as 160 grm. has some- 


times been found enough with small screens. 


If two screens are nested and worked together, as they may be if 
not too large and heavy, screening proceeds through both at the same time, 
and the time laid out as sufficient for the finer will^more than suffice for 


the coarser. Could three or four be so nested and worked together the 
time taken for the whole nest would be but the time required for the finest.-^' 
3uch screenmg in nests can, however, only be done by a mechanical 
shaker ; it cannot be maintained by hand. Noting of the screens has a 







^^iurther advantage ; it permits such a timely aad regular arrival of fte 
material upon each screen in succession that no packing occurs, but that 
' "which is fine enough finds prac- 
tically unobstructed passage. 

Even by hand this beneficial 
effect is felt, to the extent that 
if a finer screen be used with 
the next coarser the passage 
through the former will take 
less than the time expected. 

When therefore several screens 
are nested and worked by 
machine there is a multiplied 
saving of time quite independ- 
ent of the more regular and 
more rapid shaking ; not only 
so, but there is no longer any 
ne'ed to take out the finest 
material first. It is not sur- 
prising, therefore, that with a 
mechanical shaker complete 
sizing analyses can be made in 
from five to twenty minutes. 

The shaking motion is vari- 
ously gyrating, reciprocating, 
or rolling (Figs. 122, 123). 

Another means of expedit- 
ing these analyses is to place 
upon the screen some such 
body as an iron washer or 
small rubber ball, which, in 
responding to the movement, 
works in and through the 
material, keeping it from 
packing and the screen from 
blinding. Such ,a body is 
known as a beater. By its 
use the time taken to screen 



Laboratory Shaker.—The nest is fixed on 
a oiroular disc which itself is supported upon a 
central leg, standing up from a socket some 
two feet below a circular hole in a table. 
Around this hole the disc, and the nest with 
it, is gyrated. In this gyration the material 
rolls over as the disc continually changes the 
direction of its inclination, while at the same 
time square cogs around the periphery of the 
disc give rise to a continually-repeated knock 
(p. 203). 


the finer sizes is practically halved ; any objection that it causes grinding 
of the material is not serious. 

Returning to the case of hand screening of material containing a good 
deal of imnalpable slime, reasons were given why the bulk of this slime 
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should he eliminated at once. This may of course be done dry, but is best 
done wet. So doing, the material is placed upon the finest screen under 
a stream of water, the fingers working it the while. By this water 
the fine material is carried through the screen into a receptacle beneath, 
where it is allowed to settle, is dried after draining off the water, and 
weighed. This washing of the sample to take out the finest portion 
may be more conveniently accomplished in a light sheet drum, with a 
- • suitable screen in the bottom 

and a handle across the top ; 
or the sample may be washed in 
a bucket, the suspended fine 
material being poured off with 
the water. The oversize remain- 
ing on the screen or in the bucket 
is then dried, care being taken 
not to burst the particles by 
excessive heat, after which it is 
screened as when screening dry, 
this operation proceeding from 
the coarser to the finer. Arrived 
at the finest screen again, the 
further amount passing this 
screen is added to that previ- 
ously carried through by the 
water. This mixture of dry and 
wet screening is described as 
the ‘ mixed method.* 

When the assistance of 
water is extended to the coarse 
sizes also, the procedure is 
known as the ‘ wet method.* In 
this the screens are handled in 
the same sequence as with the mixed method, the slime being separated 
first, after which screening is started afresh, beginning with the coarsest. 
This wet method obviously necessitates the drying of all the sizes separately, 
which takes both time and attention, so that, though the actual screening 
occupies less time than the dry method, the total time taken is greater. 

Comparing the three methods of dry, mixed, and wet screening, all 
by hand, it may be said that for material containing not too much slime 
the dry method is the most practical and rapid, while at the same time 
giving concordant results, that is to say, results agreeing withm 1 per 
^ Hoover, Trans. I.M.M. Vol. XIX., 1910, p. 606. 



Fig. 123. 

Laboratory Mechanical Shaker.^— In 

this shaker the motion is a gyration imparted 
in the same way as with the Coxe and Karlik 
screens. The sieves are square and the nest 
is kept from rotation by wire-springs attached 
to fixtures (pp. 203, 231). 
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cent or so. It is the method most frequently employed. When, however, 
a good deal of slime is present dry screening takes longer and is less reliable, 
though fairly concordant results may still be obtained ; with such material 
the mixed method becomes the best : while, finally, with soft, friable 
material the complete wet method is probably the most reliable, giving 
results from which those from dry screening might differ widely. 
Probably, in any case the wet method though it takes longer is the most 
accurate, since with it there is little possibility of further attrition and no 
loss by dusting. With dry screening the loss by dusting and in manipula- 
tion will generally amount to about 1 — 2 per cent. 

Sometimes, when extreme care appears desirable, the products of wet 
scre*ening are screened again dry, when any particles which may have been 
improperly compacted with water, become separated and conveyed to their 
proper fractions. Or, sometimes, wet screening may follow dry screening, 
to clean the larger particles of any adhering dust. Such extreme care is, 
however, of doubtful warranty since with wire screens the apertures vary 
in size, differences in area up to 30 per cent being of frequent occur- 
rence. It may be remarked that silk screens, though rarely used, are 
more regular in aperture, and, because of the fineness of the thread, they 
also possess a greater discharge area and have a flatter surface, these 
properties facilitating discharge and lessening the chance of blinding. 

Machine screening- analyses are made entirely and wholly dry. Six 
or seven screens are usually nested together in a coliimn closed at the 
top by a cover and at the bottom by a pan. Being so closed there 
is a minimum loss by dusting ; in addition, the results are not only 
concordant but reliable. Seeing, therefore, that they take much less time, 
where many screening-analyses have to be made a mechanical shaker 
becomes a necessity. 

Sizing Andigsis by Water . — ^Fractionation by screening is limited by 
the inability to make accurate screens of exceedingly fine aperture, 200 
mesh, or at most 300 mesh, being the present limit. In ordinary dressing 
there is luckily little need to go farther, but, in research and in the in- 
vestigation of cyanidation residues, it is sometimes necessary to continue the 
analysis into the material passing the^finest screen. This is accomplished 
by fall, relative or actual, in water, the larger particle falling quicker. 

The fall of particles m a viscous medium— and with such small particles 
)he viscosity of the water provides the discriminating resistance— was in- ■ 
^estigated by Stokes, who evolved the following formula for the hypO' 
ihetical spherical particle — 
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•where 5 » density of falling sphere, 

density of viscous medium, 
w* coefficient of viscosity, 

gravity acceleration in centimetres = 981, 
r = radius of sphere in centimetres, 
v = velocity in centimetres per second. 

Water at a temperature of 20° C. has a viscosity of 0-01, this viscosity 
increasing and decreasing about per cent for every degree below and 
above that temperature, respectively. Inserting this value for viscosity, 
and unity for density of medium, and changing the radius r to diameter d, 
the formula becomes 

v-5450 (8-1)6^, 

or with conversion of the velocity and diameter into millimetres — 

i; = 545 (a-l)d2. 

Actual experiments by Richards confirmed this formula, giving a 
constant of 424 for quartz particles and 631, for galena. 

Where no difference in density exists, which is the case being con- 
sidered, 3-1 also is constant ; making use of the figure determined by 
Richards and bringing all the constants together, the formula for the 
fall of minute quartz particles in water becomes — 

t; = 700d2: . 

where v = velocity in mm. per second, and 
d - diameter of the particle in mm. 

With this simple relation between velocity of fall and diameter, it is 
easy to arrange a series of velocities to take the place of the impossible 
ecr^ns. For instance, 300 mesh would correspond to an aperture of 

mm., through which the maximum size of particle which might be 
expected to pass, quartz breaking in roundish particles, would have a 
dimension roughly 80 per cent of the aperture, or mm. For the 
fractions to be obtained by velocity to be properly continuous with those 
obtained by. screening this diminished diameter is required. Using it, the 
velocity becomes about 0*8 mm, per ^ond, though that of a particle having 
the full size of the 300-mesh aperture would be 1*21 mm. In the same 
way the respective velocities for 600 mesh would be 0-28 mm. and 044 
mm., and those for 800 mesh, O il and 0-17 mm. per second (Fig. 124). 

Tbis division into fractions by the varying velocity of fall of ffifferent- 
aized particles may be accomplished either dfrectly by fall in still water, 
this method being known as “ sedimentation,” or by submitting the particl^ 
to jdsing currents of calculated velocity, this being known as “ elutriation ” 





Mesh. 

Aperture. 

Velocity per seoon®. 

Inch. 

Mm. 

Full Bl 2 e. 

80 per cent 

Full size. 

200 


0 0636 

2-73 mm. 

1-75 mm. 

300 

ir^ir 

0-0423' 

1*21 , 

0-80 „ 

600 

tuVtt 

0-0264 

0-44 

0-28 „ 

800 

TflVff 

0-0166 

0-17 „ 

0-11 „ 

1200 


0-0110 

0 07 „ 

0-046 „ 


¥io. 124. ■ 


Elatriation Velocities of Qaariz Particles.— Velocities corresponding to parti- 
oulf» screen- apertures ; calculated from Stokes’ formula using Richards’ constants 
(pp. 206, 276). 

Sedimentation is the more simple but less accurate method. A 
weighed amount of material, say 600 grm., is placed with water in an 
upright tinned or glass cylinder of about 
120 mm. diameter and 300 mm. height, the 
water reaching to a mark near the top. In the 
side of this receptacle, at depths dependent 
upon the products it is desired to draw off, are 
plugged discharges (Fig. 126). The cylinder is 
shaken till all the material is in suspension, 
when, at a given moment, such agitation is 
stopped. Then after a set interval the upper 
discharge is opened and the pulp above it 
drawn off and set apart. This set interval is 
calculated as if all the particles to be separated 
started to fall from the water surface. The 
particles, on the contrary, being equally dis- —A tinned cylinder with 
tributed thiough the water, those which start ^ being pressed 

below the level of discharge as well as those ^ 

from points not high enough above, have tubes for discharge are 
no opportunity to pass out as by their size soldered one on either side, 
they should, but, settling down, remain in the I^iff©rent products are ob- 
cylmder ^e operation has ac^rdingly to be SrgS. d?h^b? 
repeated till it is considered that these varying the depth of water 
particles, or at least the great bulk of them, placed in the vessel, or by 
have been discharged. To ensure this, varying the time of settle- 
about five separate operations are generally (P« ^*7)* 
necessary, the separate discharges being all put together, settled, de- 
canted, dried, and weighed. 

The same procedure, but varied either by adopting a shorter time for 
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the san:\p discharge or by keeping the same time-interval for a deeper dis- 
charge, will deliver a second and coarser product if such is desired. Thus : 

Assume that it be desired by ten minutes^ settlement to separate 
material finer than 800 mesh. The falling velocity of the maximum 
quartz particle which would pass a screen of that aperture, if such could 
be made, would be 0-11 mm. per second. At that rate it would fall 66 mm. 
in ten minutes, and a discharge set at that depth below the water surface 
would make the desired separation. Similarly, the particle passing a 500- 
mesh screen would have a falling velocity of 0*28 mm. per second or 168 
mm. in ten minutes, and a discharge at that depth would be effective. 
For the 300 mesh the interval of ten minutes would be too long, since 
the particle passing that screen would fall 0-80 mm. per second ; taking 
advantage of the discharge at 168 mm., such a particle would be there dis- 
charged after a time -interval of three minutes. Finally, the particle 
passing 200 mesh would have a falling velocity of 1*75 mm. per second, 
at which rate it would take roughly 100 seconds to reach the lower of the 
two discharges. After these four fractions had thus been separated, the 
material remaining would all be larger than 200 mesh and in excellent 
condition for dry screening. 

It is rarely, however, that such an extended separation is performed 
by sedimentation, since elutriation is more accurate and more conveniently 
undertaken. Sedimentation is very appropriately employed when it is 
desired to separate the material smaller than 200 mesh into two portions 
only, namely, fine sand and impalpable slime. For this purpose the 
velocity corresponding to 300 mesh would be proper. 

Where accurate and complete fractionation is necessary elutriation 
must be employed. Elutriation is based on the fact that a particle will 
just be sustained in an upward-rising current of water if the velocity 
of that current be equal to that which the particle itself would attain when 
falling in still water ; a greater velocity would carry the particle upward, 
a smaller velocity would allow it to drop. Accordingly, by placing the 
material in a tubular vessel up which water is rising at a velocity under 
control by the quantity permitted to pass, the velocity may be so adjusted 
that particles finer than a given size will be carried upward to the overflow 
while those coarser will sink. 

If only one tube is used the finest material is separated first by 
employing the lowest velocity. When that is well away, the next product 
is carried over by the application of a greater velocity, and so on, until all 
has gone over or till nothing remains but such coarse material as can best 
be screened. The Stadler-Schoene elutriator ^ is of this type (Fig. 126). 
The tube or cylinder, about 400 mm. long and 40 mm. diametet, is 
1 Trans. LM,M, Vol. XXII., 1913, p. 686. 
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do$ed on top by a cork, while at the bottom its diameter gradually con- 
tracts till about the size of ordinary glass tubing, when it is bent upwards 
to ]be connected by rubber tubing to the tap of a steady-head reservoir 
' above. The quantity of water passing, and consequently the velocity in 
the cylindrical vessel, is under control by this tap. 

The overflow from the vessel is upwards through a glass tube inserted^ 
in the cork, the actual discharge taking place through a nozzle attached 
by a short piece of rubber tubing, the whole 
arrangement resembling very much the dis- 
charge from the familiar wash-bottle. It is 
distinguished, however, by having an upward 
brahch just before the nozzle, this branch 
being a graduated vertical tube some three 
feet in length, serving as a piezometer. Dis- 
charge being limited by the size of the nozzle, 
the water rises in this piezometer till the 
increasing pressure of its height forces the 
discharge of all the water which the tap 
permits to enter. Measuring the amount of 
water discharged under different heights, 
and knowing the cross area of the separating 
vessel, the piezometer can be calibrated in 
terms of rising velocity ; it accordingly con- 
stitutes a quick and accurate means of obtain- 
ing by tap-adjustments any desired succession 
of velocities. With change in the size of 
nozzle the piezometer must be recalibrated. 

The material submitted to the operation 
of this elutriator, generally about 60 gnn. 
dry weight, is charged with water through the 
cork by means of a stoppered funnel. The 
lowest velocity is first employed, the equiva- 
lent water-quantity of which is small. The 
elimination of the finest material accordingly 
takes a long time — sometimes as much as two days — an inconvenience 
accentuated by the opportunity taken by. the larger material to pack itself 
into the conical bottom, withdrawing thereby some of the fine material 
from the searching action of the rising water, the water not ^passing 
through the pack. To minimize this packing some coarser rounded grains 
or shot are best added, while to ensure that no fine material is locked 
together in. floccules the addition of a deflocculating agent, sodium 
carbonate for instance, is advisable. Afterwards, by the emplojrment of 



Fig. 126 . 

Stadler - Sohoene Elu- 
triator. — Glass Vessels (p. 
208 ). 
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greater velocities the successively larger products are carried over relatively 
quickly, settled, dried, and weighed. Since, however, these have to 
wait their turn, a complete sizing analysis of fine material takes a Ipng 
time, most of which is occupied in expelling the finest size. 

To cut short this time, elutriators with two or three separating vessels 
in series are favoured. This compound- 
ing of vessels has parallel advantages to 
the nesting of the screens ; it not only 
saves time by separating the sizes con- 
currently, but also in eliminating the 
opportunity for the material to pack. 
Fed at the top into the slow-velobity 
vessel, the material is at once divided, 
the coarser portion dropping into its own 
particular vessel where it is tossed by a 
high velocity and cannot pack. Such a 
disposition of separating vessels in ver- 
tical series is employed in the Crook elu- 
triator (Fig. 1 27). This elutriator, which 
has been used chiefly in the analysis of 
natural sediments, consists of two separat- 
ing vessels, the upper of 90 mm. diameter 
tapering to 15 mm., and the lower of 15 
mm. diameter, the two being joined by 
rubber tubing. From the bottom of this 
lower vessel a length of rubber tubing 
leads upward to an adjustable steady- 
head — ^a small glass contrivance clamped 
to a vertical rod upon which it can be 
raised or lowered — the vertical position 
of which determines the precise amount 
of water passing. After calibration, the 
relevant velocities are indicated on a 
piezometer rising through the cork closing 
the upper vessel, through which cork the 
discharge tube also passes. When separating sand in the narrow vessel, 
silt in the wider vessel, and clay in the discharge, the quantity of water 
passing jihrough the above vessels would be 100 c.c. in 90 seconds. The 
amount of dry material taken is about 10 — 20 grammes. 

In the examination of crushed products, water sizing would continue the 
series begun by the screens, that is, would separate particles respectively 
smaller ^an, say, 800 mesh, 500 mesh, and 300 mesh ; and accordingly. 



Crook Elutriator.— Glass Vessels 

(p. 210). 
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the material submitted to elutriation would be that passing 24K) mesh^ 
The velocity iA the narrow tube would then be arranged to carry upward 
the material less than 300 mesh, and that in the larger tube to lift and dis- 
charge material less than 600 mesh. Using the quantity of water given 
above, namely, 100 c.c. in 90 seconds, and accepting the velocities at 
0-80 mm. per second and 0*28 mm. respectively, proper diameters for the 
tubes would be 42 mm. and 71 mm. respectively. Using two tubes only, 
there would be no opportunity to divide further the material smaller than 



the Crook elutriator would, however, give it an inconvenient height, and 
elutriators with the three vessels side by side in series, the top of one 
being connected to the bottom of the next downstream, are better. In 
such case the material to be elutriated is entered through the top of the 
high-velocity vessel, from whence the finer material is driven downstream 
to find its place in one of the succeeding vessels, or, if of the finest 
size, in the ischarge. An elutriator used by Beringer in the examination 
of tin concentrate ^ was of this type. 

For accurate determinations the separating vessels must have sufiSi- 
oient length, seeing that they not only separate but contain the material, 
much of which is loosely balanced in the stream. Where, however, a high 
. 1 Trana. Vol. XXIV,, 1916, p. 410. 
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degree of accuracy is unwarranted, shorter vessels with conical bottoms and 
corked tops are used, the elutriator becoming a series of small classifiers. 
For the better control of crushing at the Nipissing mill at Cobalt, Canada, 
such a type of elutriator with metal cones in succession in., 7 in., and 
10| in. diameter was successfully employed ^ (Fig. 128). 

Records of Sizing Analyses . — The screens and velocities used divide 
the material into fractions, each fraction lying between two succeeding 
screens or velocities. These products are described by placing a minus 
sign before the mesh of the screen through which the material has passed, 
and a 'plus sign before that on which it remains. Fractions obtained by 
elutriation may equally be described in terms of the equivalent limiting 
meshes. A complete sizing ' analysis would then be recorded in three 
columns : the first a minus column of the screens through which the under- 
size passed in succession, the second a plus column of the screens on which 
in succession some oversize remained, and the third a column giving the 
weight of each fraction as ‘ simple percentage ’ of the total weight, thus : 


Sizing Analysis 


Mesh of Limiting 
Screens. 


Simple l*crcentago 
of Total Weight. 

- 20 

+ 30 

= 

16 

- 30 

4 60 

=; 

20 

- 50 

+ 80 


26 

- 80 

4-120 

-l; 

22 

-120 

+ o; 

r= 

18 

- 20 

+ cc 

Total 

. . 100 


If one or other of the screen columns be suppressed and the analysis 
be recorded either in terms of the percentages passing through, or of 
percentages remaining on the several screens in succession, the simple 
percentages of weight must at the same time give place to ‘ cumulative 
percentages,’ thus : 


Screen 

Passing through. 

Screen 

Remaining on. 

Mesh. 

Cumulative Percentage. 

Mesh. 

Cumulative Percentage. 

- 20 

= 

100 

+ 30 

_ 

16 

- 30 

~ 

86 

+ 60 

_ 

36 

- 60 

= 

65 

+ 80 

_ 

60 

- 80 

= 

40 

+ 120 


82 

-120 


18 

+ CC 

— 

100 


This numerical record, though clear, complete, and necessary for 
^jjalculation, yields' to graphic representation when it is desired to convey 
the mechanical condition of a mass of mixed particles at a glance (Fig. 129). 
‘ Trans. Can. Min. Inst. Vol. XVII.. 1914, p. 83.** 
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Screen Mesh, I.M.M. Standard. Aperture-ratio, rough average, v 4 *= 1*588. 

Fig. 129. 

Plot of Sizing Analyses. — ^Analyses madewith screens havinga geometric aperture -ratio (pp. 186, 199, 200, 212, 214). 
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Such graphic representation, as already indicated, is best provided by plot- 
ting the cumulative percentages of weight as ordinates, and the logarithms 
either of the aperture, of the diameter-reciprocal, of the screen-mesh, 
or of the size-reduction as abscissae — such logarithms giving equality to 
the same amount of size-reduction wherever it occurs. For instance, the 
reduction of a mass of particles from 120 mesh or 01 7 mm. aperture 
to particles of 200 mesh or 0*063 mm. is given the same importance in 
the diagram as that, say, in reducing a like mass from 5 mesh or 2*64 mm. 
aperture to 8 mesh or 1*57 mm. aperture, the size-reduction in each case 
being the same (Fig. 119). Moreover by such a logarithmic plot the dia- 
gram is open at either end and neither the coarser nor the finer sjzes 
are cramped (pp. 185, 186). 

If, instead of the logarithmic functions, the reciprocals of diameter 
or their equivalents be plotted, the finer sizes occupy a disproportionately 
large portion of the diagram, while the coarser sizes are cramped, zero 
appearing as the reciprocal of an infinitely large size. Moreover, a given 
size-reduction in the finer stages would present itself very much larger 
than the same amount of size-reduction in the coarser stages (Fig. 117). 

Or, if the actual apertures themselves be plotted — which is more rarely 
done — zero appears as the infinitely small aperture from which the others 
are measured. The large apertures then occupy far too much of the 
diagram, while the smaller apertures are cramped and make no satis- 
factory display. 

Another advantage of a plotted diagram lies in the fact that quantities 
lying between any two screens other than those taken, may be directly 
measured. In this respect the logarithmic plot has again an advantage 
over that of the simple functions, in that the measure so taken gives effect 
to the view that the mean diameter of particles between two apertures 
is properly the logarithmic mean of those two apertures and not the arith- 
metic mean. 

The logarithmic plot shows its superiority again, when, instead of 
the cumulative, the simple percentages are the ordinates. The graph so 
resulting is not a continuous curve but a jagged line, rising with increase 
in percentage and falling with decrease (Fig. 129). The high points in such 
a line indicate clearly of what size the bulk of the material is, a piece of 
information most useful when determining the type and number of the 
machines to follow. As will be realized later, such a graph is of service 
when controlling the work of classifiers. In its construction there is no 
reason why either the coarse end or the fine should be cramped, as would 
happen if simple functions were plotted. Equality in display is all that 
is demanded and this the logarithmic plotting alone affords. 

Finally, the maximum of information and the completest picture are 
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afforded when both simple and cumulative percentages are plotted on the 
same graph (Fig. 129). 


Microscopic Measurement of Size . — ^Measurement of particle size by the 
microscope is best performed by using an eyepiece micrometer throwing a 
graticule scale into the field. A stage micrometer may be used to check the 
correctness of the eyepiece scale, or to determine the value of that scale 
when a different objective is used. For dressing purposes a magnification 
of 40—50 diameters is generally sufficient, while it possesses the advantage 
of giving a flat field ; an actual field of 2—2-5 mm. then appears about 
lOQ mm.^ The unit of measurement for the finest material is the mierm 
or 0 001 mm., often symbolized as p. Each division on the micrometer 
scale should represent 25 or 12-5 of these units. An intermediate magni- 
fication, say, of 150 diameters would permit approximations to be made 
of much smaller sizes, though such a magnification is somewhat un- 
satisfactory because of difficulties of focus. A high power of, say, 450 
diameters would only be used in investigations of material like clay. 
Moir, in an interesting paper on the measurement of particles of dust in 
mine air,^ has shown that a good idea of the size of particles of about one 
micron can be obtained by using a magnification of more than 1000 when, 
to help estimation, the field is divided by a graticule scale into squares of 
known size. 

Direct measurement of particles under the microscope down to a 
minumum size of about 0-025 mm. may be effected when the microscope 
is provided with a special sliding platform, by arranging the particle 
tangential to a cross wire in the field and then sliding the platform till 
the diameter of the particle has been traversed, the amount of this move- 
ment being read by a vernier scale. 

Particle measurement by the microscope, though the only means of 
actually measuring minute particles, is subject to the error that as the 
particles lie flat in the field the largest diameter is presented and of 
course measured. 

Size-nomenclature of Products 

The largest size of crude ore is known as " lump ’ ore or ‘ lumps,' the 
lower limit of which may be put at 6 in. Then come ‘ cobbles,' IJ in. 
or 2 in. ; and ‘ smalls,' the material smaller than cobbles. Of crushed . 
ore, that above 5 mesh is generally described by its size as 1 in., J in., J in. 
material, etc. ; from that to 30 mesh is ‘ coarse sand ' ; while from coarse 
sand to 200 mesh is ‘ fine sand.' Of the material finer than 200 mesh 

^ Beringer; Trans. I.M.M. Vol. XXIV., 1916, p. 439. 

* Joum. Chem. Met. and Min. Soc. of South Africa, VoL XVI., 1915-16, p. 1. 



216 GEE-DRESSING * . 

the granular portion is ‘very fine sand,’ and the impalpable portion 
' slime,’ though often the whole of it is termed slime. 

Crude Orb 

Lumps .... Pieces greater than 6 inches. 

Cobbles .... Pieces between 6 inches and 2 inches. 

Smalls .... Pieces smaller than 2 inches. 

Crushed Ore 

Crushed smalls, or Roughs . Pieces above S mesh. 

Coarse sand . . . Particles between 5 mesh and 30 mesh. 

Pine sand .... Particles between 30 mesh and 200 mesh. 

Very fine sand . . . Granular material smaller than 200 mesh. 

Slime .... Impalpable material. 

In the technology of natural sediments that described above as 
slime is clay, and the terms sand, silt, and clay have more precise meanings. 
Hatch and Restrall ^ give the following size-definition to these terms : 

Coarse sand .... 0*75 mm. — 2'50 mm. 

Sand ..... 0*10 mm. — 0*76 mm. 

Pine sand .... 0*05 mm. — 0*10 mm. 

Dust (or mud) . . . 0*00 mm. — 0*05 mm. 

Crook, in an appendix to the work of the authors just quoted, gives : 

Sand . . . .0*10 mm. — 1*00 mm. 

Silt ..... 0*01 mm. — 0*10 mm. 

Mud ..... 0*00 ram. — 0*01 mm. 

While Boswell, in a Memoir published by Ministry of Munitions, ^ gives : 

Very coarse sand . . . 1*00 mm. — 2*00 ram. 

Coarse sand .... 0*50 mm. — 1*00 mm. 

Medium sand .... 0*25 mm. — 0*60 mm. 

Pine sand . . . . 0*10 mni.— 0*26 mm. 

Superfine sand . . ’ . 0*05 mm. — 0*10 mm. 

Silt . . . . 0*01 mm. — 0*05 mm. 

Clay or mud .... 0*00 mm. — 0*01 mm. 

In ore-dressing, descriptions have to suit the products into which it 
is found convenient to divide the crushed material ; it is not surprising 
that these products being artificial do not conveniently fall into the 
same divisions as the natural sediments. Natural sediments indeed 
differ among themselves, and it is more than likely, for instance, that a 
technologist devising descriptions for the fractions of oil -sand would 
arrive at a different division from that found suitable for moulding- or 
glass-sands. 

When ore is crushed and ground in water, as most of it is, some of the 
resultant slime, though still visible to the microscope, remains more or 
less permanently suspended. Such a system of medium and particle 

' The Petrology of the Sedimentary Rocha, London, 1913. 

* Sands suitable for Qhm- Making. 
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constitutes a ‘ suspension/ the solid material being a ‘ suspensoidi Finer 
still, some of the material is only detectable by the ultra-microscope ; 
such A combination constitutes a ‘ colloidal solution,' the solid material 
being a/ colloid/ Finally, it is doubtless the. case that an insignificant 
portion of the material passes into true solution where the particles, still 
smaller again, are of molecular or ionic size (p. 510 ). 

To give precision to this conception of the three conditions, Zsigmondy ^ 
proposed the following size-description : 

Suspensions .... Particles greater than 0‘1 micron. 

Colloidal solution . . . Particles between O'l and 0-001 micron. 

True solutions . . . Particles less than b'OOl micron. 

Between these three conditions or systems there exists perfect con- 
tinuity in size, the marked differences in properties being largely those 
of degree. In a coarse-sand suspension, gravity is in control and the 
particles settle. With decreasing size gravity loses force ; and, finally, 
molecular forces assume control. The particle then remains in more or 
less permanent suspension. 

In ore-dressing the troublesome properties of colloidal slime are slow 
settlement and low permeability after settlement, troubles which increase 
.as the particle-diameter decreases. Small size of the particle accounts 
for this trouble, though the participation of surface alteration of the 
particle is not excluded. That this connection with size has not been more 
obvious is because the trouble encountered bears no close relation either 
to the amount of grinding, or to the amount of fine material disclosed 
by sizing analyses conducted only with screens. The trouble depends 
upon the extent to which the ore of itself goes to infinite division under 
grinding, an extent not disclosed by such analyses. Two materials having 
the same proportion passing the finest mesh, the one consisting of very 
fine sand and the other of impalpable slime, would behave very differently. 
Or again, material which from its known nature must upon crushing go 
largely into impalpable slime might be found to present no difficulty ; 
such might very well happen when an undesigned flocculation was 
brought about by electrol3d;es unsuspected in the mill water. The 
amount of impalpable slime accordingly depends primarily upon the 
character of the ore itself, upon its previous , history, the changes it has 
undergone. Weathered ore, for instance, produces colloidal slime because 
weathering produces easily-disintegrated minerals. Crushed sand, on the 
other hand, washed free from any associated colloidal slime does not upon 
further grinding again yield any appreciable amount of such material. 
Ordinary grinding does not of itself give rise to colloidal slime ; it does, 
however, release colloidal material present in the ore. 

SrhtnntnU der Koloide, p. 22. 
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Screens 

In practice, the openings or apertures through whicli the undersize is 
given opportunity to pass may be either the spaces between steel bars 
placed parallel to one another, such an arrangement constituting a “ bar 
screen ” ; or they may be the holes, round, square, or slotted, punched 
in metal plate, such an arrangement constituting a punched-plate 
screen ” ; or, finally, they may be the square or rectangular holes made 
by weaving two sets of fine metal wires at right angles, this arrangement 
constituting a “ woven- wire screen.” 

The bar screen is used for coarse material or where the screen 
is subject to heavy wear. It generally consists of wedge-shaped steel 
bars set on end alongside one another with regular spaces between — IJ 
to 4 in. — these bars being held in place either by bolts through them or 
by clamps at their ends (Fig. 132). Other sections than the wedge shape 
may be used ; ordinary steel rails turned bottom upwards are, for instance, 
found convenient and suitable with very large material, while plain 
rectangular bars, and even round bars, occasionally find application. 

Punched-plate screens are used for an intermediate size of material. 
With them the holes, which range in diameter or width from about 1| in. 
to 30 mesh, may be round, square, or slotted, holes of this last shape 
generally having rounded ends (Fig. 130). The round hole is that most 
commonly used, then the slotted hole, while the square hole is uncommon. 
In punching these holes two methods are followed : either a wad is punched 
clean out of the plate, as with the larger holes, a clear-punched hole 
resultmg ; or the plate is merely pierced, as with holes less than a milli- 
metre, the punch being then no longer capable of cutting a clean wad. 
In thus piercing the plate the punch at its exit breaks the smoothness of 
that side, a burr-pimched hole resulting. It is this burred side which 
becomes the working side of the screen ; the hole there being of smaller 
diameter anything entering will be assured of passage, and blinding of the 
screen is minimized. 
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The closeness at which the holes are placed to one another vaiies with 
the size of the hole. Larger holes permit as well as demand greater thick- 
ness of plate, and with this greater thickness the web between the holes 
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Punched-plate Screens. — A, round perforations along lines at 60® ; holes about 
half-diameter apart. B, burr-punched round perforations along lines at 60° ; holes 
about two and a half diameters apart. Also, slotted perforations, lying horizontally 
and staggered to break the vertical lino. C, horizontal slots, in line. D, diagonal 
slots with horizontal webs. E, diagonal slots with vertical webs. Also, alternately- 
sloping diagonal slots. F, oblong slots, staggered endwise (pp. 218-220). 
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maj^ ba narrower and yet be strong enougb. With steel plate and 
boles not less than J in. diameter or width, the web between the holes is, 
more or less, equal to half the dimension. When, however, the holes are^ 
very small the plate is very thin, and in order that the web may be 
strong enough the holes must be farther apart, in the finer sizes two or 
more diameters. Where brass, bronze, or copper screens are used, as 
when the water is acid or contains copper, a greater distance between the 
holes is necessary on account of the lower strengths of these materials. 
Punched screens are not ordinarily made below 30 mesh, the punch itself 
being then too weak for the work. 

The diameter or width and the minimum distance between the holes 
having been fixed, there still remains the choice of their arrangement. 
Round holes may either be arranged along lines at right angles or along 
lines maldng 60° with one another. Of these two arrangements the 
latter is preferable, since in the same area it gives a greater number of 
holes, that is to say, it gives a greater discharge-area. Expressing this 
area of discharge as a percentage of the total area — the usual way of making 
the comparison — the coarser screens with holes at half diameter apart 
will possess a discharge area of 40 per cent when the holes are along lines 
at 60°, but only 35 per cent when along lines at right angles. With finer 
screens and holes a full diameter apart the figures would be 22*5 per cent 
and 20 per cent respectively (Fig. 130). 

Slotted holes permit a variety of arrangement. The slots may be 
normal and in line, or normal and staggered ; diagonal and in line, or 
diagonal and staggered. The normal slots may be vertical or horizontal ; 
the diagonal slots may all slope one way, which is more common, or they 
may slope alternately one way and the other. Staggering may be to break 
either the vertical or the horizontal line (Fig. 130). 

Woven screens are ordinarily employed for material from J-in. 
diameter down to the finest size, though exceptionally also for larger 
material. They are made by weaving two sets of wires at right angles 
(Fig. 131) ; with one set of straight wires — ^the warp — crossed and kept in 
place by a set of crimped wires — ^the woof — the screen is single-crimped ; 
when, however, both sets are crimped, a double-crimped screen results, 
the wires of which are better locked and the aperture in consequence 
more regular. This latter type is that generally used. 

Since with woven screens the wires run alternately under and over 
one another, the surface is not smooth, and the freedom of the particles 
to move upon it, sufiers. Moreover, the aperture is- a little sunken and 
tilted, giving the screen a tendency to hold the particles and thereby to 
become blinded. To remove such defects these screens are often 
passed between rollers, the resultant ‘rolled screens,* presenting their 
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apertures more normally to the particles, being quite satjjifaqtory 
(Fig. 131). 

Concerning the relation of the aperture dimension to the diameter 
of the wire, with screens of ordinary aperture the wire is always the smaller, 
and yet sufficiently strong ; but with very fine screens the wire may be 
the greater. The percentage of discharge area naturally depends upon 
the relation of these two dimensions. With square apertures this area 
varies from about 50 per cent in the coarser woven-screens to about 33 
per cent in the finer. Compared with pimched screens of the same aper- 
ture the discharge area is considerably greater. In practice, also, woven 
screens ensure a more constant aperture than punched screens, partly 
because as the burr wears the effective aperture of the latter increases, 
but also because woven screens have a shorter life, their end coming by 
wire breakage, while pimched screens generally remain in use till the holes. 




Fig. 131. 
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Woven- wire Screens. — A, double - crimped screen, normal square aperture, 
B, rolled screen with rectangular aperture (p. 220). 


have worn too large. A further point in favour of woven screens is their 
lower weight and price ; a point against them is their somewhat greater 
tendency to blind. 

Commercially, woven screens are known by the number of holes per 
Imear inch, this number being the screen mesh, or, more simply, the mesh.. 
Though with the standard I.M.M. screens (p. 199), mesh has a precise 
relation to the actual aperture — ^being one-half the reciprocal of that 
aperture — the trade article does not maintain that relation. With each 
mesh three qualities of wire are used, these being known respectively as 
heavy, medium, ;and light, the first giving the smallest discharge area and 
the last the largest. Compared with these wire sizes, that used in the 
I.M.M. laboratory screens would be extra heavy. 

Screens are also sometimes known by the trade number of the needle 
which will pass through the aperture. Each size of needle has a number ; 
No. 3 needle, for instance, has a diameter of 0*0396 in., equal to 12 mesh 
I.M.My and No. 7 a diameter of 0-0265 in., or 20 mesh. The limit to , 
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such a description for screens is, however, reached at about 30 mesh, siace 
finer needles are not made. The ordinary range of woven screens, on the 
other hand, must be taken to include the 80 mesh, beyond which, as already 
stated, the 120-mesh and 200-mesh screens find employment in the 
laboratory. 

Woven screens of silk thread are sometimes used in the sizing of 
fine dry ore. The fineness of such threads, their lightness and elasticity, 
permit finer screens to be made in this material than could possibly be 
made in metal wire. Such screens are flat, presenting their apertures in a 
manner favouring entry ; they are light and can be stretched taut, a con- 
dition which reduces the chances of blinding ; and even in the finest sizes 
they have a relatively large discharge-area. Silk screens as fine as 125 — 250 
mesh have been used in the concentration of wolframite, for instance ; 
they are expensive, and neither strong enough nor suited for general use. 

Screening Appliances 

There are three principal types of screening appliance, namely, the 
Fixed Screen, the Shaking Screen, and the Revolving Screen. 

Fixed Screens . — The simplest of aU fixed screens is the fixed ‘ grizzly' 
which consists of a number of stifi steel bars laid on edge and at a set 
distance from one another, in a plane inclined downwards in the direction 
the ore is tipped from skip or truck (Figs. 9, 132). The set distance 
between the bars is generally 2 in. at the top of the bar section and 
more at the bottom, the bars being of wedge shape ; common sectional 
dimensions are f in. at the top, \ in. at the bottom, and 3 in. in depth. 
This greater aperture at the bottom ensures that material which enters 
at the top will have no difficulty in passing. These bars are 12 — 15 ft. 
in length. Through holes at the ends and the middle, three cross-bolts 
hold the bars together, the proper spacing being kept by washers. Usually 
so many are assembled that the total width of a single screen of this 
type is about 4 ft. 6 in. ; where greater width is required several are 
placed together. For very large material old steel rails are often used, 
these rails being laid with the flange upwards. 

The angle at which a grizzly is set is usually about 40°, though it 
varies from 25° to 50°, depending upon the nature and condition of the 
ore. If the ore be sticky the higher angle might be required, while the 
lower angle would be sufficient for dry lump-ore when the amount of 
oversize was not great. The object in placing the grizzly at an inclination 
is that it may clear itself, the oversize sliding and rolling to the bottom, 
leaving the undersize free to fall through. It is obvious, therefore, that 
if the material is delivered upon the appliance in the direction of the slope, 
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the coarse oversize will receive a favourable impetus ; the greater this 
impetus the less the necessary inclination. Again, if the proportion of 
oversize is small, the undersize will suffer little inconvenience if this oversize 
does not roll clear but awaits assistance from the hand ; under such 
circumstance, also, the grizzly may be set at a low angle. 

Bar screens are much used on collieries, though since coal may not 
be roughly handled the inclination of the screen may not be such as to 
add to any initial impetus. The screens used with coal are consequently 
set at a low angle and often quite horizontal. The assistance then 



Grizzly.— Sectional Elevation and Plan. In part only (pp. 218-222). 


necessary to secure progression of the oversize and fall of the undersize 
is generally obtained by moving the bars (Figs. 133, 134). It is usual to 
support alternate bars separately so that two sets of bars exist, each being 
connected to one of two eccentrics keyed at 180° to one another. When 
therefore one set of bars is rising and advancing the other is dropping 
and retiring. Each set in turn carries the material forward the length of 
the eccentric throw, and then drops back, passing its load on to the other, 
the progression of tbe material being assisted by the inclination of 10° or so. 
In the quiet rocking which accompanies this progression the undersize 
finds opportunity to clear itself and fall. This is the principle of the 
Briart and similar screens. It is not possible to apply such differential 




Fio. 134. 

Moving-ohaimel Screen. — Sections and Plan. In this screen, perforated channels 
take the place of bars. These channels, assembled in two sets of alternate bars, 
receive their motion from two eccentrics, one set being moved up while the other 
is drawn down. In the illustration only one eccentric is shown ; 'the other, keyed 
at 1^®, can be imagined. The position illustrated is that where the two sets are 
crossing, both then being in the same plane (pp. 223-225). 
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fexed, carry in proper recesses a set of transverse roUer-bars, a more or 
less square aperture resulting (Fig. 135). Each roller-bar has a sprocket 
at one end, all these sprockets being rotated by a common chain in a 
direction to cause the desired progression. As a rule no inclination is 
necessary. Of such a design is the Borgmann screen. 

In other designs the bars themselves are of channel iron with the base 
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Fig. 136. 


Roller-bar Screen. — ^Plan and Elevation. The longitudinal bars, B, are rect- 
angular and laid on end. The transverse rollers, A, are round and laid in recesses 
out in the others. At one and the same end of each roller is a sprocket, which is 
engaged by a chain common to them all, and by which they are all rotated in the 
same direction (p. 224) (Commans, Froc. Inst, C.E, Vol. CXVL). 

Uppermost, while the sizing apertures are circles or squares cut in that 
base; the channels then have only just sufficient clearance between 
them to permit their movement in alternate sets (Fig. 134). 

Fixed screens are also used for fine, dry material, though to no great 
extwit. In the Rowand-Edison system of dry screening, the screens, 
inclined at 45°, in short steps with baffles between, are enclosed in a 
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steeply^-inclined or vertical chute, the material passing over ten or more 
screens in succession, each not more than 9 in. across. Fall being in- 
terrupted at each baffle, no acceleration of velocity takes place. Though 
fine ore when quite dry runs well and wears the screen but little, wear 
becomes considerable with moist damp ore. 

Where perfect dryness is out of the question — and this is generally 
the case — screening of fine material must be undertaken under the con- 
ditions of the other extreme, namely, with the material borne in water. 
Fixed screens under such conditions are used with stamps, Chilian mills, 
Huntington mills, etc., not as independent appliances but forming part 
of the crushing machines, these machines in consequence being some- 
times described as ‘ screen-faced machines.^ With stamps the material 
is splashed upwards from the die against the screen, this being generally 
inclined and of woven wire because of the greater discharge-area such 
wire screens give. Square apertures are also generally preferred to rect- 
angular because they give a more regular product. If rectangular aper- 
tures are* used the longer dimension is disposed diagonally or vertically 
but not horizontally, since horizontal apertures present only their smaller 
dimension to the rising splash. 

With Chilian mills and Huntington mills, the latter particularly on 
account of their high speed, rectangular apertures are preferred, the longer 
dimension being placed diagonally in the line of the pulp swirl. If 
placed otherwise the wear upon the screens would be considerably greater 
and the opportunity to discharge appreciably less. 

Fixed screens, when these are independent appliances, grizzlies, for 
instance, generally demand the sacrifice of considerable height. This 
loss of height is mitigated, and sometimes even avoided, by the use 
of shaking or revolving screens. 

Shaking Screens . — Ordinary shaking-screens or shakers are rectangular 
trays with bars or perforated plate for bottom. The tray, set at an inclina- 
tion of about 10®, is fed with material at the upper end, which material it 
delivers at its open lower end. Assisted by the inclination, this progression 
from end to end is effected by giving the tray a series of shakes or bumps. 
If this shake be by cam action, the tray is usually so suspended that 
the cam forces it backward and upward, whence upon release it returns 
by gravity to strike against a stop, the screen being arrested while the 
material moves forward, a little each time (Fig. 186, a). 

If an eccentric or crank be used the tray may be supported 
under the feed chute by wheels on a track, or it may be suspended by 
hangers. Then during the forward stroke the material goes with the 
screen, being prevented from returning during the backward stroke, partly 
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by the inclination, partly by the pressure of newly-arrived material 
behind (Figs. 136, b ; 138). 

Sometimes, again, the design is varied by hanging the tray at its lower 
end and supporting the upper end directly on the eccentric, this direct 
attachment causing a considerable up-and-down movement additional 
to the reciprocation (Figs. 137, 140). 

A special type of shaking screen is the Zimmer or Ferraris screen, 
the tray of which is supported upon rows of wooden laths or leaf 



Shaking - screens or Shakers. — ^Diagrams of Types. A, cam-actuated tray 
swinging from rods. B, eccentric-operated tray swaying on rollers. C, eccentric- 
operated, spring-supported horizontal tray (Zimmer or Ferraris Screen) (p. 226), 

springs having their common base upon girders, whereon also the shaft 
'"of a driving eccentric finds support (Fig. 136, o). These springs do not 
^ stand vertically, but lie over at an angle of about 66° towards the eccentric, 
which latter, by means of a connecting rod, pulls the tray down on its 
backward movement to let it fly forward and upward as the revolution 
becomes complete. In this last movement, which is assisted by the springs, 
the material leaves the tray, and, missing the next succeeding backward 
movement, returns only in time to receive another forward impulse. The 
progression thus becomes a series of hops, and is so positive that no assist- 
ance from inclination is needed, the screen commonly being horizontal. 
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Usilally, for one simple separation of undersize and oversize, no great 
length is needed, and with ordinary apertures a tray 3 ft. wide and 6 ft. 
long would have a large capacity. For shaking screens in general, it 
may be said that with a 2-in. aperture the capacity would be about 
50 tons of feed per square foot of screen area per day, this capacity 
becoming proportionally reduced as the aperture decreased, till at one 
millimetre it would be about one ton per square foot. 

Where, however, it is desired to make several classes, the necessary 



Fig. 137. 


Shaker for Coarse Material. — General View. Heavy tray directly supported upon 
eccentric strap at the upper end and upon standards at the lower end (p. 227). 


divisions may be accomplished either by making the tray longer to receive 
other screens of increasing aperture each in its turn separating an 
undersize, or by making it deeper to accommodate screens of decreasing 
aperture each in turn separating an oversize (Figs. 139, 140). With * com- 
pound undersize ’ screens the large oversize is the last product to be 
separated, with ‘compound oversize’ screens it is the first. The long 
tray of the former with the several screens all in one plane has the ad- 
vantage that these are always open for inspection and can readily be 
removed. Sometimes, to obtain similar conveniences with the short but 
deep nest of the compound undersize screen, the undersize from the first 
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screen is directed by a dead plate to the head of the next soreeni of finer 
aperture inclined in the opposite direction, and so on ; or the several 




Fig. 138. 

Shaking-screen used as Feeder to a Breaker.-— General View. Tray cam- 
operated ; back end swung from rods, lower end on rollers (p. 227). 

screens may be separate and with sufficient space between them for 
convenient manipulation. 
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Fig. 139. 

Compound Shaking-screens. — Diagrams. A, plan of an oversize screen. B, 
sectional elevation of an undersize screen (p. 228). 

In all these devices the speed and amplitude of the shake will 
largely depend upon the size of the material ; when this is large the speed 
will be less but the amplitude greater, while when it is small the reverse 



230 


ORB-DBESSING 


OtUP* 


will obtain. Ordinarily the number of complete shakes varies from 80 
to 300 per minute and the amplitude from IJ in. to 8 in. Where the 



Fig. 140. 

Compound Oversize Screen.~Goneral views. Nested tray swung from hangers 
at the lower end and supported by rigid connection to the strap of an eccentric at 
the upper end ,* shake imparted by the same eccentric (pp. 227, 228). 


number of reciprocations is great and the tray heavy, much vibration is 
caused unless the movement is balanced either by special weights or by 



Fig. 141. 

Balanced Shaker.—The rooking supports are weighted below their axes (p. 230). 

running two screens together, the inward movement of one balancing 
the outward movement of the other (Fig. 141). 


Gyratory Screens , — ^Closely related to these shaking screens with re- 
ciprocating motion are others having a gyratory motion, whereby continual 
reversal of direction is avoided and smooth running secured. Such a 
motion though agitating the material most efficiently, effects no pro- 
gression, and there is consequently no advantage in making the screens 
long ; such gyratory screens accordingly are square in shape and generally 
about 4 ft. in dimension. The Coxe screen of this type consists of a nest of 
such screens with the coarsest on top ; these screens, not being quite plane 
but somewhat dished, have their lowest point at the front, where discharge 
of the oversize takes place. In operation, this nest is g 5 rrated in a hori- 
zontal circle upon four double-cone rollers, one at each comer, by means 





of a (srank having a. throw of about 2 in. and makiiLg about 15G r.p.m.) 
this crank being at the upper end of a vertical driving spindle underneath 
*(Fig. 142). In another design, the Karlik screen, a similar movement 
is conveyed to a nest of screens suspended from a high central support. 



Fig. 142. 

Gyratory Screen (Coxe). — Greneral View. Screen driven by a crank of small 
throw engaging the bottom of the nest. A is the nested tray ; B, the double-cone 
roller ; J), a heavy disc to balance the movement (p. 230) (Commans, Proc. Inst, 
C.E. Vol. OXVI.). 

Gyratory screens, lying more or less horizontally, collect a bed of 
material which becomes stratified, the larger pieces riding on the smaller, 



Vibromotor Screen.— Diagram (p. 231). 

a distribution which facilitates passage of the undersize and discharge of * 
the oversize. They have been used largely to divide anthracite into trade 
sizes, but also in the dressing of manganese ores, etc. 

F ibromotor Screens . — somewhat similar motion is given to the 
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of screening machines known as vibromotor screens. With these a rect- 
angular tray hung by flexible hangers at an inclination sufiicient under 
agitation to cause progression and eventual discharge, is attached to the 
lower end of a flexible shaft capable of being revolved at a high speed 

from above, and having near its 
lower end a heavy metal disc 
disposed eccentrically. During 
revolution the lower end of 
the flexible shaft describes a 
roughly circular path, a motion 
which, somewhat modified by 
the manner of suspension, is 
conveyed to the screen (Fig. 
143). 

Impact Screens . — Last 
among these shaking screens 
comes a type where the move- 
ment, instead of being in the 
plane of the screen, is at right 
angles to that plane, the effect 
being as though the screen were 
tapped with a hammer. Such 
screens are known as impact 
screens. The double effect of 
this shake is to re -shuffle 
the material, and to keep the 
apertures free. To obtain the 
necessary progression from feed 
to discharge, these screens are 
set at an inclination of about 40°. 
The blow may be given in this 

wise : by every tooth of a ratchet 
Impaet Screen. - Spring-operat^ Ty^. ^ 

A, open screen for nne matcnal in water ^ ^ \ i . 

euepe^on. B. oloeed screen for fine dry one sucli wheel or cam being on 
material (p. 232 ). each side of the frame, the 

screen frame is pressed down 
upon leaf or elliptical springs, which at the passage of tooth or arm 
force the frame smartly up against stops, producing thereby the knock 
which characterizes the machine, the number of such knocks being 
generally about 600 per minute. The ordinary size of such a screen is 
3 ft. by 4 ft. and the screens themselves are generally of woven wire ; 
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when used to screen fine material of say 60 mesh, the capacity is about 
4 tons of feed per square foot of screening surface per day ; with larger 
aperture — and occasionally an aperture of 1 in. is used — ^the capacity 
is proportionally greater. Impact screens may be used wet or diy 
(Fig. 144). 

Others of these impact screens actually use small hammers spaced 
regularly over the surface, and operated in succession mechanically. 
With these the screen is automatically held taut, and specially backed at 
the points where the hammers tap. This type of machine is designed 



Fig. 146. 

Impact Screen. — Hammer-operated (Newago) Screen. Closed screen for fine dry 
material (p. 233 ). 

for dry screening ; it has been used with apertures varying from J in. to 
120 mesh (Fig. 146). 

In recent years a screen beaten by the unbalanced running of a 
specially-designed motor beneath, has been in use upon the large copper 
jnines in Arizona, under the name of the Mitchell screen (Fig. 146). 

When screening very-fine dry material upon a shaking machine with 
gyratory motion, the beating of the sieve may be done by small, hard 
bodies placed upon the screen itself. Pieces of hard rubber or small metal 
discs so placed will minimize blinding and render screening more effective. 
Gryatory screens being practically horizontal, the beaters may be kept 
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regularly distributed by a special wire frame laid on them, each beater 
being limited to one square of that frame. 

Shaking-screens of whatever type have the advantage that practically 
the full area of the screen is actively engaged and a minimum screen-area 
suffices. Ordinary shaking - screens have the further advantage that 
concomitantly with the actual screening there is a progression of the 



A 



Fig. 146. 

Impact Screen. — Motor-operated (Mitchell). A, general view. Under the 
stretched wire-screen is a tube-shaped motor making about 3600 r.p. m. The relatively 
long shaft of this motor has at either end a cage containing steel balls free to fly out. 
At one end these balls are confined to ono>half the circumference, and at the other 
end to the opposite half, with the result that the shaft does not run truly but wobbles, 
and in wobblmg delivers a blow which is conveyed to the screen by arms at either end. 
This blow is an upward rotary movement of about jj-inch amplitude. The screen 
is suitable for coarse or fine and for wet or dry material. Its standard size is 4 ft. 
by 6 ft. (p. 233). B, diagram of movement. 

Oversize, and the screening appliance serves to that extent as a conveyor. 
Requiring little height of themselves they are often conveniently suspended 
as feeders to breakers or other crushing machines (Fig. 138). Should, how- 
ever, the material be clayey, the agitation, even with generous use of water, 
is not sufficient to release the individual pieces, and efficient , sizing be- 
comes impossible. To increase the agitation by increasing the number 
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and amplitude of the shakes would incur great increase in power cojisump- 
tion and machinery repair. For such clayey material and wherever a 
moderate amount of washing is desired, revolving screens are more suitable. 

Revolving Screens . — The most important appliance of this class is 
the Trommel, the screen plates of which, instead of being plane surfaces, 
are bent around a cylindrical or conical framework, which in turn is sup- 
ported either by spider arms from a central shaft, or by encircling t 5 Tes 
running upon rollers (Figs. 147, 153). The cylindrical trommel is laid with 
its axis at a slight inclination, so that upon rotation the material fed into 
it at th(j upper end progresses towards the lower, with continuous passage of 
the undersize through the walls, the oversize remaining for discharge at the 
end. The path taken in this progression through the trommel is obviously 



Fia. 147. 

Cylindrical Trommel. — General Appearance. The spider arms supporting the 
rings arc well shown, as also are the outside straps by means of which the screen- 
plate is held around those rings. At the feed end a short conical shield contracts 
the entrance, preventing backward spill of material (p, 236). 

not a simple straight line. In the rotation the materi al is caught and carried 
up the rising side till, gravity overcoming centrifugal force and friction com- 
bined, it leaves the circumference and slides downward in the direction of 
steepest slope, to be finally arrested by friction, rise then beginning again 
(Fig. 148). The course taken is therefore zigzag, an upward move in the 
plane of rotation followed by a downward move under gravity and the 
pressure from oncoming material. Both movements having a forward 
component it needs but their repetition to ensure eventual discharge, the 
number of the repeated movements, all other things being equal, being 
within limits a fair measure of the completeness of the screening effected. 
These considerations, though evolved from the behaviour of a single piece, 
apply equally to the inass within a trommel. 

With regard to speed of rotation, there, is a critical speed at which , 
centrifugal force would hold the oversize at the circumference for the 
complete revolution and make progress impossible. This condition, as was 
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shown when discussing tube-mill speed, would be reached when w = 76/ tjd. 
It is evident, therefore, that speed has a good deal to do with the height 
to which the material rises before it begins to slide back. In practice the 
speed is generally such that the tangent to the trommel circumference 
at the point to which the material rises, makes an angle of 40°; more or 
less, with the horizontal, experience having shown this to give the best 
results (Fig. 148). With the diameters commonly employed, this speed 
is generally 10 — 20 r.p.m., and less than half the critical speed. 

In general, the extent of the backward slide brings the material little 
beyond the vertical plane passing through the trommel axis. Between 
the extreme positions of rise and fall lies the segment of the screen circle 
occupied by the material, a segment generally not greater than 30° to 40° — 
or about 10 per cent of the total screening - area — this giving under 



Cylindrical Trommel. — ^Diagram of Movement (p. 235). 

ordinary conditions of diameter’ and inclination a bed of about 2 in. of 
material. To occupy a greater segment would mean such a depth of bed 
that satisfactory screening would be endangered. The amount of material 
undergoing sizing within the trommel will accordingly depend upon the 
trommel diameter, a large diameter having therefore larger capacity. 
In practice the diameter is generally from 2 to 5 ft. 

In addition to its influence upon the height to which the material 
rises, speed also influences the rate at which the oversize is discharged, 
since it determines the rate at which rise and fall are repeated. Of greater 
influence, however, is the inclination, this largely determining the progress 
achieved each revolution. When the inclination is great this progress 
is great also, and the zigzag path of the material is shortened. The limit 
of inclination is reached when owing to the speed of passage the undersize 
has no adequate opportunity to drop out. Ordinarily this inclination 
varies from 2° to 15°, an inclination of about 5° being common. 

With respect to length, all other conditions being equal, the longer 
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the trommel .the greater the number of repeated movements and the more 
perfect the screening. Obviously, any length beyond that necessary to 
secure satisfactory sizing is a wasted provision. Ordinarily, the length 
of a single trommel making one separation of undersize and oversize varies 
from 5 to 15 ft., long length being associated as a rule with finer material, 
which is more difficult to size. Where, however, the trommel is applied 
to clean as well as to size— as for instance on dredges working alluvial 
deposits — it may well be longer and of greater diameter than the dimensions 
indicated, trommels of 6 ft. diameter and 20 ft. in length being not un- 
common for such work (Fig. 149). 

Reviewing the foregoing considerations, it is seen that the trommel, 
like the shaker, in process of fulfilling its function as a sizing machine 
effects also the regular progression of the oversize from feed to dis- 



Fia. 149. 

Heavy Cylindrical Trommel — Roller-borne and driven from discharge end. 
Rings attached to outside bars which again are secured to cast-iron heads, machined 
to have steel tires shrunk over them. The rings mark separate lengths of screen 
plate, this plate being of ordinary steel punched, or of manganese - steel oast. 
Screen carried on chilled-iron rollers (p. 237). 

charge. Its capacity, measured in terms of original material efficiently 
screened, increases proportionally with the diameter. Up to a certain 
point it also increases proportionally with speed and inclination. To 
length, however, capacity is not entirely proportional, because if the feed 
b^ at such a rate that the bed at the upper end is not too deep, the 
diminished bed at the lower end will not fully occupy the screen. Much, 
of course, depends upon the material ; that which contains a large pro- 
portion of pieces of size similar to the aperture, is difficult to size. Fine 
material, for instance, or coarse material with small range of size, presents 
this difficulty ; with such material the necessarily large number of repeated 
movements is obtained partly by low inclination and partly by length of 
trommel. Where, however, the proportion of undersize is large, screening is 
relatively easily effected. In general, and assuming afcout 60 per cent of 
oversize, a trommel having apertures of 1 mm. should receive ^ild ecreen 
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half a ton per square foot of screen area per day of 24 hours, 4ihe capacity 
with greater aperture increasing in direct proportion to the aperture. 

The separation of the undersize and the progression of the oversize, 
which with the cylindrical trommel were obtained by rotation about an in- 
clined axis, are equally well obtained 
by rotating a conical trommel about 
a horizontal axis (Fig. 150). The 
material, being then lifted in the 
vertical plane of rotation, moves 
towards discharge only during fall, 
this fall, in consequence of expand- 
ing diameter and of pressure from 
oncoming material, being directed 
forwards. Such conical trommels 
have the disadvantage that the 
undiminished feed is delivered at 
the small end, which must be over- 
loaded if the far end is to be loaded effectively ; they, also, are not 
so easily repaired. On the other hand, the horizontal axis presents com- 
pensating conveniences in arrangement and driving mechanism. 

Another design of trommel is that with a uniform polygonal 
section. Such a section allows the screening surfaces to be inde- 
pendent plates, separately 
replaceable when broken, 
a substantial advantage 
with woven screens as 
these are liable to break 
unexpectedly. It is 
further claimed that this 
type of trommel, which ' 
is generally hexagonal 
in section, causes greater 
agitation of the bed, and 
consequently gives, with 
fine dry material, greater 
efficiency ; it is, however, Trommel Series. Diagram. Products consist of 
not much used several oversizes and one undersize (p. 238). 

The two products made by a trommel having but one size of aperture 
are often insufficient, a greater subdivision may be necessary. Such multiple 
diyision may be obtained by placing two or more trommels in series, of 
which the uppermost having the largest aperture separates an oversize, 
passing its undersize as feed to the next succeeding machine, which in its 




Conical Trommel. — Diagram of 
Movement (p. 238). 
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turn separates an oversize, and so on (Fig. 161). This arrangement of an 
‘ oversize ^series,’ while permitting the trommels to be simple and small, 
is relatively complicated in its drmng mechanism and necessitates some 
height ; where, however, the last screen is fine and consequently weak, 
such a series possesses the considerable advantage that only fine material 
reaches that screen. 

But, where even the finest screen is coarse and strong, instead 
of a series, a ‘ compound cylindrical trommel ’ with apertures of 
increasing diameter from entry to discharge may be employed ; the 
finest screen, coming first, then bears the weight and wear of aU the 
material (Figs. 152, 153). Such a trommel, avoiding the multiplicity 
of parts which a series demands, offers the advantages of simplicity in 
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Compound Cylindrical Trommel (shaft-supported). — ^Driven by bevel pinion 
engaging the periphery at the discharge end. The attaehment of the different 
screen plates by straps over interior rings is well illustrated, as also are the 
spider arms (p. 239). 


driving and saving in height. From each screen the undersize is the finished 
product, the oversize passing on to the next screen for the separation of 
a further undersize, and so on till one final oversize remains; these 
trommels, accordingly, maybe described as * compound undersize trommels.* 
Three separate screens are as many as can conveniently thus be com- 
pounded in one machine. Where the amount of oversize is great the 
finest screen is sometimes shielded by a coarser screen, though this 
arrangement detracts from the simplicity of the appliance ; where also 
screening is undertaken dry, that finest screen is commonly enveloped in an 
outer hood to prevent the diffusion of dust (Fig. 153). It is not surprising 
therefore that compound cylindrical trommels are generally both lonj 
and heavy, necessitating support upon rollers and driving from tb 
periphery. 

Finally, comes the arrangement of several concentric conical screens 
the coarser aperture innermost and the finer outermost, there bein^ 


240 


ORE-DRESSING 


OHAP. 


generalljir not more than four in all (Fig. 164). With the feed entered at 
the centre on to the coarsest screen, an oversize becomes the finished 
product, the undersize passing to the enveloping screens each of which 
in turn separates a further oversize ; these trommels, accordingly, are 
‘compound oversize trommels.* It will be noted that the inner screen of 
smallest extent must accommodate the undiminished feed, of which the 
outer screen of greatest extent receives but a fraction. Under such 
conditions and to avoid the difficulties of its untimely renewal, the inner 
screen must be particularly strong. At best, however, these conical 
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Compound Cylindrical Trommel (roller-supported).— The screen plates of this 

trommel are of sufficient strength to constitute — ^when riveted to one another 

a shell which needs neither support from an interior axis nor from external bars. 
This trommel is driven entirely by rollers, through tires at either end. Downward 
thrust due to inclination is taken up against a roller stop, clearly indicated. At 
the finer end is a dust hood or jacket (pp. 235, 239). 

compound trommels are complicated in construction. They are not 
largely employed in ore-dressing. 

The range in size of material ordinarily screened by trommels is from 
4-in. ring to about in., though material still finer is occasionally handled. 
Concerning the screens, punched screens are generally used down to 
about J in., below which woven screens are better. Punched holes though 
often round are best slotted, the length of the slot being placed in the 
plane of rotation, so that when foreshortened as the trommel revolves the 
effective aperture suffers little reduction. The plate is generally of 
ordinary steel ; when of manganese steel it may be thinner, blinding less. 
The life of a manganese-steel screen is generally measured in years, 
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while that of a screen of ordinary steel is more often measured in 
months. 

Some trommels are worked wet, others dry. Water, when used, is 
generally played on to the rising side of the screen from a longitudinal 
row of jets outside, or it may issue from a similar row inside. Where 
the material is relatively fine, the entry of water from the outside 
assists the oversize to fall back, clearing the screen and decreasing the 



Compoand Conical TronuneL — Sectional elevation. Built on spider arms. Over- 
size separated by each screen, the outside screen separating in addition the final 
undersize (p. 240). 


chances of blinding. Where the feed is water-borne the accompanying 
water leaves the solid particles piled up at the entry, and the continual 
play of additional water becomes necessary for the progression of the 
oversize and the passage of the undersize. Water also assists in bearing 
fine products away, and without it the discharge chutes must be given 
greater inclination; It increases the wear, but lessens the noise and 
subdues the dust. With large material these advantages of water are 
either not obtained or are of little moment, and the screening of such 
material often is ac^mplished entirely dry. 


B 
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It%will be realized from the foregoing that trommels, generally speak- 
ing, are coarse-screening appliances. Doing such work they find their 
greatest application in association with coarse-concentrating appliances^ 
and principally with jigs (Fig. 222). Another important service they 
perform is that of cleaning the ore preparatory to picking, to crushing, or 
to their own proper function of sizing (p. 20). The large amount of move- 
ment not only of the screen itself but of each particle, permits them to do 
this cleaning completely. For the sizing of fine material, they are, however, 
inefficient, largely because most of the material is then of much the same 
size as the aperture, but also because the small weight of the undersize 

particle is insufficient to 
force a passage ; finally 
also, because if water 
be added to assist, the 
trommel movement is no 
longer the prime factor 
in the operation and the 
trommel itself loses much 
of its justification. 

Wet - screening Ma- 
chines . — ^Dry fine-sizing, 
as has already been de- 
scribed, can be accom- 
plished by passing the 
material over fixed or 
impact screens set at a 
high angle, or by shaking 
it upon flat screens. 
Since, however, most fine- 
crushing is undertaken in water, wet fine-sizing is more appropriatfe. 
This wet sizing is largely accomplished by water in appliances known as 
* classifiers ’ ; but, as will be described later, the water-sizing thereby 
effected permits fine particles of mineral to associate themselves with 
coarser particles of gangue, a condition of things not always desirable ; 
moreover, much additional water is required. Often, therefore, wet 
sizing by screening offers advantages which more than outweigh the 
simplicity and reliability of water-sizing. 

Wet-screening machines for fine material all follow the idea that the 
stretch of screen on to which the stream of pulp falls must continually 
move forward, to carry the oversize away and to permit a clean stretch to 
move up into place. 





Drum Screen (King screen).— Diagram (p. 243). 
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This forward movement may be accomplished, for instance, by jQlacing 
a revolving screen to receive the falling stream much as the overshot 
water-wheel receives its water. Of this design, the King screen developed 
at Broken Hill, N.S.W., is a circular drum about 6 ft. in diameter and 
3 ft. in width, around which woven- wire cloth is wrapped and fixed, sagging 
between twelve regularly spaced, radial supports (Fig. 166). Upon this 
screen the pulp stream falls from a distributing lip, the undersize passing 
through into a centrally-disposed collecting pan, the oversize passing on 



Cone Screen (Bunker Hill screen). — Sectional diagram (p. 244). 

till, as the screen turns over, it falls, its detachment being assisted by 
water jets. Of the undersize, the greater portion passes through at once, 
but before the oversize is detached it passes under a row of water jets 
to be further cleaned, the additional undersize thus separated also falling 
into the collecting, pan. The oversize is caught in the external housing. , 
A very similar “drum-screen” is the Ford screen developed at 
Joplin, Missouri, in which ten flat screen-bottomed trays complete the 
circle. Both this and the King screen are simple, reliable, and cheap in 
operation. They have been used with satisfaction upon material latge 
enough for an ordinary shaker, and upon material as fine, as 30 mesh. 
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A 48 creen of different type, but similar in that the geometric axis of the 
machine is the axis of rotation, is the ‘'conical screen,” typically represented 



Fig. 157. 

Cone Screen (Bunker Hill screen). — 
General view (p. 244). 


frame is rotated, it makes its exit, 
been used for material as fine as 30 
Applying the same principles 


by the Bunker Hill screen (Figs. 156, 
157). In this the wire cloth, instead 
of being wrapped around a drum, 
is the stiff lining to a conical frame- 
work set apex downward with its 
axis at an inclination of 45°. Into 
the open base of this cone the pulp is 
fed, the undersize passing through 
while the oversize is carried upwards 
till the flat generatrix upon which it 
fell at entry has become so steep that, 
with the assistance of water played 
from the outside, the oversize falls 
to the apex, where, through the 
hollow spindle by which the conical 
This simple and effective screen has 

mesh. 

but using an endless woven-wire belt 



Overiixe 

■DUcharqe 


Fra. 168. 


Belt Screen (Callow screen). — Diagram (p. 244). 


running round two rollers, the “ belt screen,” represented by the Callow 
screen, is an efficient sizing-machine for fine material (Fig^ 158). Ordinarily, 
this belt is 2 ft. wide and the rollers, spaced with centres 4 ft. apart, are 
12 in. in diameter. On to this belt, which can be moved forward at a speed 
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varying from 25 to 125 ft. per minute, the feed pours from a disti^uting 
lip, the undersize passing through into a collecting pan, the oversize, after 
passing under one or more rows of water jets to be cleaned, being finally 
detached with the assistance of water as the belt turns round the forward 
roller. The cleaning of the oversize being possible over the greater portion 
of the horizontal forward traverse of the belt, these screens are efficient at 
normal speeds of running, even with material so fine as 60 or 80 mesh. 
Owing, however, to continual bending as the belt passes round the rollers, 
the wire cloth has but a short life and renewals are frequent. The machine 
is constructed to facilitate this renewal, in addition to which two machines 
are considered to make a unit, of which, when one is under repair, the 
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Belt Screen (Callow). — General view of Duplex type. In this duplex arrangement 
of two belts, one is capable of being speeded-up to take the whole stream at such 
time as the other is under repair or being renewed. The driving arrangements, by 
means of stepped pulleys, include provision for an easy change of speed. The two 
undersizes flow together and are discharged centrally (p. 244 ). 

other is speeded-up to take the whole feed (Fig. 169). The cost of belts 
with these machines is considerable, this cost being increased by the 
necessity to provide such flanged edges as will secure their smooth running 
against the roller flanges. 

The capacity of these wet-screening machines measured in terms of 
screening area is greater than that of the ordinary revolving-trommels. 
At an average speed, for instance, the capacity with an aperture of one 
millimetre is about 4 tons per square foot of screening surface per 24 hours, 
which is aboutiour times that of a shaker and eight times that of a trommel 
of the same aperture. For smaller apertures the capacity would be 
proportionately smaller. 

On the other hand, wet screening is not so perfect as dry screening, 
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that i^to say, it is not so close to the aperture of the screen. A 30-mesli 
screen when worked wet would, for instance, deliver such an undersize as 
might be expected from 40 mesh worked dry. This disparity arises from 
the fact that in wet screening the undersize particles have generally only 
two chances to get through, one with the falling stream and the other 
when the oversize is cleaned under water jets, whereas in dry screening 
a further chance is offered with each shake of the screen or each revolution 
of the trommel, and the difficult particle, that is, one close in size to the 
aperture, at last passes. 

The pulp fed to wet-screening machines has generally a dilution of 
about four parts of water to one of ore, while the additional water necessary 
for their operation varies from about half a ton to one ton per ton of ore. 
This low amount of additional water is one of their advantages ; it will 
be seen later that water-sizing appliances demand much more. 

Screening Efficiency 

The efficiency of a screening appliance is measured by the ratio 
between the weight of obtained undersize and the weight of undersize 
determined by sizing analysis to exist ; it is usually expressed as a 
percentage. By making sizing analyses of the feed and of the oversize 
— using a sieve having the same aperture as the machine — it is not 
actually necessary to trouble about these weights, the efficiency can be 
calculated without them. Thus: assuming, for example, the feed to 
consist of 26 per cent oversize and 76 per cent undersize, and the resultant 
oversize to contain 26 per cent undersize ; then from 100 tons of feed the 
26 tons of real oversize would be accompanied by 8*3 tons of undersize ; 
and of the original 76 tons of undersize, 66*7 tons or 88*8 per cent would 
have been separated. The sizing efficiency in this case would therefore 
be 88*8 per cent (p. 293). 

Given the design, disposition, and speed of a sizing machine, efficiency 
will largely depend upon the proportion of undersize in the material ; as 
this proportion increases so does the efficiency. It will also depend upon 
the range in size of the particles present ; where this range is small a 
division by sizing will be both difficult and inefficient. Again, efficiency 
depends on whether the operation is conducted dry or wet ; if conducted 
wet the undersize has but one or two chances to pass, and a greater propor- 
tion of it will be discharged with the oversize. Meticulous closeness to the 
aperture of the sizing appliance is of course not everything; when screening 
wet the desired undersize would be realized by using a slightly coaraer 
screen. In ordinary practice efficiencies of 80—90 per cent are common, 
while an efficiency of 96 per cent is not unusual with coarse material. 
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y With increasing fineness both efficiency and capacity dimi^h till 
eventually it becomes better and cheaper to replace screen sizmg by water- 
sizing (Fig. 160). 

Finally, though screening is generally a preparatory operation, it is 
sometimes of service in giving final products, either of discard or enrich- 
ment. Notably, for instance, a final discard by screening appliances is 
commonly made in the beneficiation of alluvial deposits of gold and tin, 



Sizing System at the Success Co. (Wallace, Idaho).— Ore, a heavy zinoblende 
with galena and pyrite in a siliceous ganguo. Trommels separating materials for 
jigs ; Callow screens preparing feed for fine jigs and sand tables ; water-sizing 
classifiers taking care of the finest material (p. 247). 

the greater portion of the material being separated as impoverished over- 
size, leaving only the smaller portion for further treatment ; in working 
stanniferous deposits by dredges it is the practice to discard at once some- 
what more than half the material as the oversize from a trommel With 
I in. holes (p. 348). In ordinary milling and dressing it is likewise not 
uncommon that a stage is reached where by screening an enriched- 
^undersize is obtained (Fig. 161). Contrariwise, when treating some 
surficial manganese deposits where clean manganese minerals occur as 
head pieces associated with clayey material, screening may produce an 



248 OBE-DBE88ING oBAr.vf, 

*«■ 

overside rich enough for the market, while discarding an impoverished 
undersize. 



Pio. 161. 

Fine Sizing at the Boston Montana Co. (Groat Falls, Montana).— Water- 
sizing claasifier separating, as overflow, fine material for treatment on slime tables ; 
Callow screens preparing feed for sand tables. The undersize from finest screen is 
an enriched product suitable, after drying, to be directly smelted (pp. 196, 247), 



CHAPTER VII 

SIZING ; WATER-SIZING OR CLASSIFICATION 

Behaviour of Particles in Water 

The division of crushed material into classes according to size of particle, 
may be accomplished, if the particles are not too large, by submitting the 
material to water rising at a velocity sufficient to carry the finer particles 
upwards while permitting the coarser to fall. A consideration of the fall 
of particles in water is accordingly of prime importance. 

Fall in Water . — A particle unsupported in water falls by reason of the 
unbalanced force represented by the excess of its weight over the weight 
of the equal volume of water displaced. Against this fall there is opposed 
the mechanical resistance of the water, this resistance being of two 
kinds. When the velocity of fall is relatively great, as it is with large 
particles, the action of falling must remove the water from the line of 
fall, impressing on this water velocity and movement which are finally 
absorbed in eddies ; such is “ eddy resistance.^^ When, on the other 
hand, the velocity of fall is small, as it is with very fine particles, eddy 
resistance is negligible, the controlling resistance being that due to the 
viscosity of the water, that is, to skin friction with the particle surface ; 
such is ‘‘ viscous resistance.” 

In so far as the particles encountered in ore-dressing are concerned, 
it may be said that the point in the scale of size around which the respect- 
ive provinces of eddy and viscous resistance overlap is about 0‘15-~0*26 
mm., say 50 — 80 mesh. Departing from this critical size one or other 
of the two resistances becomes negligible, the other assuming control 
(Fig. 162). 

* Dealing first with the fall of larger particles and for convenience taking 
the sphere, the force producing acceleration from the position of rest, is 
the particle weight less the weight of an equal volume of water, that is 
ttD® 

-8o)(b, where D is the diameter of the particle, 8 and 8^ the densities 

0 

of the particle and medium respectively, in respect to water as unity, and 
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a) the epecific weight of water. Opposed to this force is the eddy re- 

sistance, which is given as KA— SqO), where K is a constant depending upon 
^9 

the shape of the falling particle, A the cross-sectional area of the particle 
normal to the direction of movement, v the velocity of that movement. 
In the case of a sphere, K from experiment may be taken to be 0*5 and 
the resistance becomes 

7rD2 


Diameter of 
Particle. 

Equivalent 

I.M.M. Screen. 

Velocity determined by 

Eddy Kcsistance 
»=112v/d. 

Viscous Resistance 
t'=700d‘. 

mm. 


mm. per sec. 

mm. per sec. 

2*54 

5 mesh 

178 
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12 „ 
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0-254 
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44^1 
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0-106 
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8-0 

0-063 

200 „ 


formula 

2-7 

0-042 

300 „ ^ 


not 

1-2 

0-025 

500 „ 1 not 


applicable 

0-44 

0-016 

800 „ I' made 



0-17 

0-006 

1200 „ J 
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Fia. 162. 


Terminal Velocities of Quartz Particles lalling in Water.— The respective 
formulae contain constants determined from experiment, chiefly by Richards. It is 
probable, however, that the velocities obtainable from these formulae are a little too 
high (pp. 249, 276). Velocities and diameters are plotted in Figs. 164, 166. 


The resistance, increasing with the square of the velocity, eventually 
becomes equal to the force producing acceleration, after which the velocity 
remains constant. This constant or " terminal velocity ” is obtained by 
equating force and resistance, thus : 


ttD^ 

6 


(8 - 8 ,)(» = 0 - 6 ^ ; 

4 2g 




whence, the diameter being in metres and the velocity in metres per 


second, 


v 2 = 26 - 16 D( ^ 




or, using the more convenient unite of millimetres and millimetres per 
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second, 

More simply still wheji water is the medium : 

i; = 162^i)(8-l). 

If instead of a sphere a cube be taken, the constant K is by deter- 
mination 1*28, and the previous equation becomes 

S3(8-8o)« = l-28 Syo«; 

whence, the side S being in metres and the velocity in metres per second, 


= 15-33 




gS 8« 


or, finally with millimetres in the place of metres, 
t; = 124x/»(^-l). 

Actually, however, crushed particles are never so equidimensional as 
either spheres or cubes, but in falling present a greater cross-sectional 
area in relation to mass than either of those forms, with the result that they 
fall slower and at a rate which in respect to their average diameter is fairly 
well represented by the formula 

v^Cs/W^)> 


where C-50 — 100, the lower figure for pronouncedly flat particles, 

V - velocity in millimetres per second, 

D= diameter in millimetres, 

8= density in reference to water as unity. 

For this constant C, Eichards ^ gives 87 for quartz and 100 for galena, 
these figures being the averages of many determinations. In the fact that 
the constant for galena is higher than that for quartz there is the 
suggestion that the constant increases somewhat with the density. 
Elaborately conducted experiments * upon perfect cubes and spheres have 
not, however, confirmed this suggestion. From the following considera- 
tions it will nevertheless appear that of two particles having the same 
ultimate terminal velocity, the denser accelerates quicker, reaching its 
terminal velocity earlier. 

Force =Mass x Acceleration, 

Acceleration = Force -r Mass 


~7rD*(8 - 1)© 


8-1 



^ Ore-Dresaingt p. 267, 


* OlHckauf, May 8, 1915. 
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This expression for acceleration is, of course, only true at the beginning 
of movement when resistance is practically non-existent, or has not fully 
arisen. Certain it is, however, that the denser particle gets ahead during the 
period of acceleration, cutting short that period (Fig. 163). Theoretically, 
the terminal velocity is only reached after infinite time ; actually, with 
the size of particle ordinarily met in dressing, it is reached in a fraction of 
a second, this fraction increasing with the size of the particle. The relation 
of these periods of acceleration and full velocity are well shown in a 
graph with time as abscissae and space as ordinates (Fig. 163). 

The fall of particles so fine that viscosity of the medium was the con- 
trolling factor, was discussed when de- 
scribing fractionation by elutriation. 
There, also, the general formula by 

Stokes, given, as 

9' V n / 

well as its derivative when the medium 
was water, the viscosity was 0*01, 
and the velocity and diameter were in 
millimetres, v -545(8 -1)D2 (p. 206). 

Such a value for the constant w'as 
confirmed by actual determinations by 
Richards,^ these determinations indicat- 
ing at the same time that the constant 
for quartz was again less than for galena, 
the respective figures being 424 and 631. 

Reviewing these coi;isiderations 
upon the fall of particles in still water, 
and applying them to particles of 
the same mineral where 8-1 would 
necessarily be constant, it is seen that the velocity of fall of very fine 
particles is proportional to D* and that of large particles to \/l5. In either 
case it increases with the size of the particle, and, accordingly, in the absence 
of difference in density a division of mixed material into sizes is possible. 

With the coarser sizes of such material the velocity of fall is directly 
proportional to the square root of the diameter, and with the finer sizes 
directly to the square. Plotting velocity against diameter the resultant 
graphs would be two parabolas with axes at right angles (Fig. 1 64). Plotting 
the logarithm of velocity against that of diameter the resultant graphs 
would be two straight lines crossing at a point (Fig. 165). The previously- 
quoted determinations by Richards keep very well to these straight lines 
at the extremities, but towards the point of crossing they depart inwards 
^ Ore-Drming, pp. 266-267, 


Time 



Particles falling in Water.— 

Diagrammatio plot of time against 
space. Of two equal-falling par- 
ticles, the denser reaches the terminal 
velocity first, having a shorter period 
of acceleration. The parallelism of 
the graphs indicates that the two par- 
ticles have the same falling velocity, 
that is, are equal-falling (pp. 252, 301). 
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to form a continuous curve. Along this curve neither viscous nor eddy 
resistance prevailed but each shared in determining the velocity of fall. 
For practical purposes the size corresponding to the centre of this curve 
may be regarded as the critical size. It is given by Richards as about 
0-20 mm. for quartz and 0*13 mm. for galena. 



Particle diameter 
¥iq. 164. 

Quartz Particles falling in Water. — Simple plot of diameters against veloci- 
ties, the actual figures being those given in Fig. 162. The curve represented by 
the formula v = \\2 Jd (eddy resistance) is that of a parabola with a horizontal axis ; 
that represented by the formula v=700d^ (viscous resistance) is that of a parabola 
with a vertical axis (pp. 260-262). 

Where difference of density exists, water-sizing, though still capable 
of separating particles which are coarser from those which on an average 
are ^er, does not produce “ equal-sized ” classes, but classes made-up, of 
particles having approximately the same velocity of fall in water, that is, 
it produces equal-falling ” classes. 

In the knowledge of the conditions under which fall in a medium 
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takes pldce, the discussion of the size relations of such equal-falling particles 
is possible. This discussion will be centred around particles falling under 
eddy- or turbulent resistance since the bulk of crushed material is of that 
class, and since also these relatively larger particles permit closer deter- 
minations. 

It has been shown that the velocity at which such particles fall after 
a short period of acceleration is equal to C\/D(8-1). Equal-falling 
particles being those which have the same falling velocity it is evident 



Quarts Particles falling in Water.— Logarithmic plot of diameters against 
velocities, the actual figures being those given in Fig. 162. In this plot the two 
curves v =112 Jd and v=700d* become straight lines, intersecting at a size a little 
greater than 60 mesh. A curve joining these two lines instead of allowing them to 
intersect would be a more correct representation of the fall of particles approaching 
Critical size (pp. 260'262). 


that in the case of two such particles of different densities, 8 and 8^, and of 
different diameters, D and respectively, the relation D(8 - 1) =Di(8i - 1) 


D 8—1 

or ™ =* J — - must obtain. Taking Dj and 8^ to pertain to galena of 

Dj 8—1 

specific gravity 7*5, and D and 8 to quartz of 2*6, the relation between 
7*6-1 

the diameters would be or roughly 4, at which rate that 

2*66 — X 
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between the volumes would be 64, and that between the weights 23^ from 
this comparison it is seen that of two equal-falling particles not only has 
the denser particle a very much smaller volume but also a much amallnT 
absolute weight. 

In any other medium of density S#, the relation between equal-faDing 
• particles would be If, for instance, the density of the medium 

were 1-6, the “ equal-falling ratio ” would be =-.5-2, and the ai'aing 

effected would be still less perfect. Proceeding still further, if the 
density of the medium were equal to or greater than that of the lighter 
mineral the equal-falling ratio would be infinitely large ; sizing would 
then be impossible, the only possible separation being one by density, 
the lighter mineral would float, the heavier would sink. On the 
other hand, if fall took place in air the equal -falling ratio would be 

diminished, becoming in the case of galena and quartz = 2-83. Though 

2*65 

this last ratio might indicate that, in air, sizing would be more perfect, 
actually, in the presence of so small a resistance the terminal falling- 
velocities would be so great that the chances of putting sizing into 
successful operation would be diminished ; put another way, the difference 
in the falling velocities of large and small particle would be so much less 
relatively that sizing would be rendered more difficult. 

Finally, if fall took place in a vacuum where Sq =0, the ratio would be 

So So 

whence 

Dj infinity’ 

Here again, though the reduction of the size ratio might give the 
idea that, with density rendered of no effect, perfect sizing would be 
possible, in the absence of any resistance, actually all particles would fall 
at the same infinitely great terminal-velocity, and all chance of sizing 
would disappear. 

The free fall which has been described demands that the falling 
particles should be so far apart as not to interfere with one another, and 
in such small number as not to occupy any considerable portion of the 
water area. Such conditions rarely occur in practice. Limitations of 
plant make it almost unavoidable that the particles fall close to one 
another, in which condition of proximity the descent of the larger particle 
is hindered more than that of the small particle, with the result that the. 
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size ratio of equal-falling particles is increased ; the effect is indeed much 
the same as if the medium in which fall took place were no longer water, 
but a liquid having the greater density of the mixture of solid particles 
and water. This is the condition of “ hindered fall ’’ or hindered settle- 
ment ; as will be seen later, this condition particularly obtains in certain 
classifiers known as hindered-settling classifiers, and on a jig bed. 

Thus far the fall of particles in still water has been considered. In 
actual practice, still water is abandoned as impracticable, the material 
being submitted either to rising, falling, or horizontal currents. 

The rising current is that most used. The pressure exerted by a 
particle upon the water when falling at a certain velocity, is equitably 
replaced by that exerted upon the particle by a stream of water rising 
at the same velocity. A particle will remain still and suspended in a 
rising current having a velocity equal to the terminal velocity of the 
particle, but would be lifted by a greater velocity, and fall through a 
lower velocity. 

To effect sizing by a rising current, all that is necessary is that 
the material be brought to a plane across which the water is rising at 
the velocity capable of lifting the desired fine material to the overflow, 
while permitting the coarser material to fall. The classifier in which such 
a division is made needs, accordingly, no great vertical dimension, and 
there is the further advantage that the division would be made in a con- 
tinuously-flowing pulp. Were fall in still water employed, great height 
of appliance would be necessary and it would be difficult to design an 
appliance to work other than intermittently. 

It sometimes happens, however, as for instance in the descending 
side of a classifier and also in jigging, that particles fall in a descending 
current (p. 300). In such case the resistance to fall is weakened, and, 
since differentiation between particles is entirely dependent upon the 
discrimination of this resistance, the possibility of effective division into 
normal equal-falling products is diminished. Small size, low density, and 
large relative surface, the properties which cause a particle to settle slowly 
in still water, would cause a particle to move fast in a downward stream, 
whereas those other properties which promote rapid fall are precisely 
those which would diminish the effect of such a stream. It is conceivable, 
therefore, that a descending stream might be moving so rapidly down- 
ward that in their fall light particles would overtake heavier particles. 
Descending currents are accordingly detrimental to classification, and, 
under some circumstances, to jigging. 

It frequently happens also that particles fall in a horizontal current, 
as for instance upon entry into some classifiers, settling boxes or j[>its, and 
in launders (Fig. 166). The vertical element of descent is then exactly 
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tlie same as though fall took place in still water, but, in addition, there 
is a horizontal displacement in the direction of the stream. To this stream 
all the particles are subject during the time they take to fall ; move- 
ment in response to the stream is governed by just the same factors as 
govern movement in response to gravity, with the result that the particles 
take a more-or-less diagonal line downwards, equal-falling particles keeping 
together. The heavier and more rapidly-falling particles being in the stream 
for a shorter time suffer less displacement, while the lighter and slower- 
settling particles, being carried forward along a flatter diagonal, are greatly 
displaced. It must be remarked, however, that should the bottom on 
which they fall be also in the stream, the friction of the water against that 
bottom introduces a new element of such great effect that the conditions 
sketched above are largely reversed, and the larger particles, which before 
the bottom was reached held an upstream position in relation to the 
smaller particles, now find themselves downstream. They find themselves 

Equal-falling or Fllm-alzlng or coanter-olasalfled 

classified distribution distribution ^ . 

Surface 

^ ^ H 0 „0 ,,Q Bottom 

Fig. 106. 

Stream Action. — ^Diagram. The illustration shows the equal-falling or classified 
distribution which takes place as mineral particles fall through a stream ; and the 
redistribution which subsequently supervenes by movement along the bottom. The 
dark circles represent mineral and the lighter circles, gangue (pp. 267, 329). 

in that position because, projecting into the swifter films of water, they 
are rolled forward, while the smaller particles lie still in the quiet film 
against the bottom. This action may be described as “ film sizing ” ; it 
is essentially a stream effect (Fig. 166 ). 

Settlement in Water , — In ore-dressing, the maximum size of material 
submitted to water-sizing is limited, the large amount of water required 
to maintain the necessary velocity and the greater convenience of sizing 
coarse material by screens being the determining factors. On the fine 
side, however, there is no similar limitation; the material submitted 
includes suspensions and even colloidal solutions, l^e respective particles 
of which are in prolonged or permanent suspension. With such as these, 
to speak of falling velocity appears inapt and the expression * rate of 
[ settlement ’ is more suitable. Moreover, in such settlement the aim is no 
' longer a * division of the material iuto different classes, but a separation 
of the solids from water. 

With increasing fineness, particle surface, decreasing only as the square 

s 
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of the .diameter, becomes relatively an increasingly greater factor than 
particle mass which decreases as the cube, till finally, surface energies, 
giving rise to electrostatic repulsion, and the inherent kinetic energy 
evidenced by the Brownian movement, delay or prevent settlement. 

Such fine suspensions and colloids may, if desired, be precipitated by 
the addition of electrol3rtes known in this connection as “ flocculators.” 
** Flocculation ” in slime settlement is the gathering of suspended or colloidal 
particles into aggregates, with the consequent separation of clear water. 
Such aggregates behave like particles of larger diameter ; more particu- 
larly they fall and leave clear water above them. Hitherto, the selective 
flocculation ” of the mineral in the presence of dispersed gangue-particles 
has not been realized in ore-dressing, but the assembling of sulphide 
particles by a small amount of oil or infinitely-divided air in flotation 
^concentration in efiect must be regarded as such. 

In relation to ordinary flocculation there are roughly three kinds 
of electrolytes ; firstly flocculators, such as the inorganic acids and 
neutral salts, which, used in small amount, promote settlement ; secondly, 
“ deflocculators,*’ such as the alkali salts, alkalis, and organic acids which 
used similarly bring about a dispersion of the separate particles ; and 
finally, protective colloids which generally decrease flocculation, or at 
least prevent its development. This division is far from being invariably 
maintained, the eflect of any particular electrolyte in any particular case 
being a matter for separate determination. 

The flocculator most frequently employed in ore treatment is lime, 
this chemical being largely used to promote the settlement of slime for 
subsequent cyanide treatment. It is possible that, in effecting flocculation, 
lime is helped by incipient chemical precipitation, consequent upon re- 
actions with soluble salts almost invariably present in waters available 
on mining properties. Other possible flocculators are sulphuric acid, 
alum, ferrous sulphate, while glue in very small amount has been suggested. 
Mine waters, other than those containing ammoniacal nitrogen, have 
usually a flocculating effect of themselves. 

However desirable the assembling of disperse particles into the coagu- 
lated condition may be in preparation for a chemical treatment, it 
is not desirable when a mechanical separation follows. The floccules 
formed by the coagulation of disperse particles are gelatinous assemblies 
of heterogeneous individual particles with water, the mineral composition 
of the particles usually playing little part in the assembling ; their gela- 
tinous character is evidenced by the cohesion and shrinkage the settled 
mass exhibits upon drying. In a floccule consisting largely of gangue 
a mineral particle might find itself entangled, and thus withdrawn from 
any possibility of mechanical separation afterwards. The presence of a 
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dcflocoulator would preveUt such a happening. Defiocculators are, how- 
ever, little used in ore-dressing except perhaps in connection with 
it,€otation concentration. Sodic carbonate is sometimes used, however, 
to keep kaolin in suspension while the accompanying fine particles of 
quartz and mica are given opportunity to drop out. Likewise, in 
making sizing analyses by elutriation it is necessary previously to 
deflocculate the suspension. 

With deflocculated suspensions the particles fall individually to accum- 
ulate upon the bottom in a compact and dense layer, the suspension 
above continually growing more dilute but never completely clearing. With 
flocculated suspensions the whole assembly sinks together, there resulting 
not a gradually increasing layer upon the bottom but a mobile mass 
shrinking from the top, where clear water collects. Since the floccules 
contain water in their system, the shrunken mass is never compact 
when the grains fall individually ; its density depends upon the depth of 
water above. 

• Shrinkage settlement is simulated when the slime though not 
flocculated is thick, say containing more than 10 per cent of solid material. 

The presence of such an amount of solids increases the viscosity, pre- 
venting thereby the quick drop of individual particles, and to some extent 
the whole assembly moves down together, sweeping the supernatant water 
clear of suspended material. 

In any case the rate of settlement is largely affected by the tempera- 
ture. With increase of temperature there is decrease of viscosity and 
proportionately more rapid fall ; as already stated, the viscosity of water 
varies about 2 J per cent with each Centigrade degree of temperature within 
the normal atmospheric range (p. 206). Settlement is pronouncedly more 
rapid in summer than in winter. 

Classifiers 

Classifiers are water-sizing appliances. They are of two main types, 
namely, Surface Gassifiers, wherein the sizing is effected at the water 
^ surface, by the water which brings the material to the classifier ; and 
Hydraulic Classifiers, wherein it is accomplished in a restricted passage 
by fresh or added water introduced below. Surface classifiers are. em- 
ployed for finer material, the discriminating velocity being that which wells 
upward across the relatively extended surface at the level of overflow ; 
hydraulic classifiers are used for coarse material, say above 80 mesh, the . ^ 
restricted passage permitting the requisite rising-velocity to be obtained 
with no great amount of added water. - 

Where it is no longer desired to divide fine material into sizes but to 
settle it, a third type of appliance known as a Settler is employed^ whidh 
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works on the same principle as the surface classifier, of which it may be con- 
sidered to be a sub-type. Similarly, where it is desired to carry the 
hydraulic classification of coarse material well forward towards a density*"* 
separation, a sub-type working under “ hindered settling ” conditions and 
known as the Hindered-settling Classifier has been developed. Under 
these four types classifiers may be described. 





Surface Classifiers . — The ordinary surface-classifier is a pointed or 
pyramidal box placed in the stream with the point downwards ; such a 
classifier is termed a Box Classifier or Syutzkasten (Fig. 1G7). Into it the 
pulp flows on one side and overflows on the other, inflow and overflow being 
generally on a level. With the overflow i.s carried such fine material as 
does not settle, while the coarser material passes out through a bottom 

or spigot discharge. 

The stream, ent<Ting on one side from 
a launder, usuallv has sonje horizontal 
velocity. This velocity, however, is largely 
absorbed in descending eddies, and the 
proj)ortion of the inflow which passes 
directly to the overflow, even under con- 
ditions best suited to j)romote such a 
])assage,^ is small. Jt may accordingly be 
considered that the incoming stream all 
descends below the surface to rise again 
and overflow', the material overflowing 
with it being that possessing a falling 
velocity less than the velocity of ascent measured at the level of overflow 
(Fig, 162). In these classifiers, therefore, the overflow level is the sizing 
plane, or since the depth of water on the overflow lip is negligible, this 
lip being just awash, the sizing plane is practically coincident with the 
water surface. And the discriminating rising-velocity, v, is obtained by 
dividing the volume, Q, overflowing in unit time, by the area, a, of the 
classifier surface, or t’ « Q/a. 

From that equation also, the capacity of a given classifier to effect 
a given separation may be determined ; v and a then are known, whence Q 
is readily obtainable. But Q consists of the solid tonnage at a proper 
and knoTO dilution with water, say a six-fold dilution ; whence the solid 
tonnage is obtaiMble. The capacity of surface classifiers to effect a 
given separation is accordingly proportional to their area and, roughly, 
inversely proportional to the pulp dilution. 

The material discharged at the spigot as underflow consists of particles 

^ Richards, On-DrtMing, p. 238. 


Fio. 107. 

Box Qlassifler or Spitikasten. 

— Diagram illustrating principle 

(p. 260), 
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wluch have rightly fallen, together with other lighter particles which have 
fallen owing to imperfections of the appliance. It is to effect convenient 
discharge of this fallen material that the pointed shape is given. The four 
sides slope inward at an angle which is not usually less than 60® from the 
horizontal. Where the classifier is square in plan, all four sides have 
the same slope ; often, however, the dimension in the direction of flow is 
greater than across it and the slope of the two sides is steeper than that 
of the two ends. 

In consequence of their pointed shape these classifiers are deep and, 
except the bottom discharge be restricted, the pressure of water above 
will cause the discharge of too much water, the settled material will not 
pass out in properly ‘ thickened ' consistency. By bending the discharge 



Spitzkasten Series. — ^Diagram of Rittinger flories. Width of box incroaaes in the 
geometric ratio of 2 ; length in the arithmetio ratio of 3. Goose-neck dischargee at 
the finer spigots (p. 261). 

pipe upwards so as to deliver at a higher level, the pressure is reduced and 
the necessity for a restricted passage is avoided (Fig. 168). In this 
manner, while the chances of choking are eliminated, the consistency of 
the discharge can be readily maintained at the convenient relation of 
about 4r— 5 of water to 1 of ore. Such a goose-neck discharge is pos- 
sible by reason of the fineness of the material, but were the material 
coarse or entirely sandy it would at once pack and choke. 

To divide material into more than two classes a series of these 
boxes is required. Such a series was first elaborated by Rittinger, who, 
treating the matter empirically, took for his first box one having a length 
of 6 ft. and a width of 2 ft., a box which he considered to have a capacity 
of 1 cubic foot of pulp per minute per 01 ft. of width, or 20 cubic feet per 
minute altogether, this pulp containing 5—10 per cent of solids (Fig. 168). 
Following this box came three others expanding in width by the geomefick 
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ratio of 2 and in length by the arithmetic progression of 3 ft., the full 
series being : 

I. II. III. IV. 

I^jngth 6 ft. Oft. 12 ft. 15 ft. 

Width 2 ft. 4 ft. 8 ft. 16 ft. 


At the inflow to the first and between each two of the remaining boxes, 
were distributing boards, these and the final overflow being practically on 
a level. Concerning the j)roduct8, the conditions mentioned above would 
separate material of about 60 mesh in the first box and material finer 
than 2(K) mesh in the last box, the overflow containing but the very finest. 

Such spitzkasten series are largely used in lead and zinc dressing on 
the Continent and have been used in lead and copper mills in America, the 
design and dimensions being varied to suit each particular case. Instead 



'^ough these box claatifiers may be considered to effect their separa- 
tion m the welling ascent which follows the eddied descent, it is desirable 
to plan such an entry of the stream as shall carry tlie finer material wSl 
forward, clear of entanglement with the coarse. This is accomplished 
by mchning the inflow launder slightly, and keeping inflow and iutflow 

to obtained, however, is not such as 

to wamnt a ^ilar mclmation to any intermediate diatributine-board • 
wmetimes, inde^, as already pointed out, these boards do not exist’ 
the stream passing gently over a partition into the next box. Bafflel 
across the TOter surface, which are common with hydraulic 

Xv**off*f classifiers because of the obstructiori 

they offer to the horizontal progress of the fine material. So also is the 
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plunging entry wliicb would take all the material, fine and coarse 
together, deep down into the dead zone where descent ends and asceni 
begins. 

Under the best of conditions, however, the resulting classes are no! 
sharply defined in respect to size, the settled coarse material alwaye 
holding some fine material entangled, for which at the actual discharge 
there is nothing to bar the passage. Each succeeding class is, however, 
decidedly finer, while — when the material is friable, as chalcopyrite, oi 
cleavable, as galena — ^the last product often contains more valuable mineral 
than the others, in which case not only has sizing been accomplished 
but some enrichment also. A further good point of these surface classic 
fiers is that, while in every preceding operation~and be it remembered 
that the sizing of fine material is one of the end operations — water has 
probably been added, in 
these classifiers no such 
addition is necessary, but 
on the contrary the final 
overflow may sometimes be 
drawn off as clear water. 

The side feed and oppo- 
site - side overflow of box 
classifiers permit their ready 
assembly into series, while 
such classifiers are also con- 
venient for the disposition 
and attachment of launders ; 
in addition, the pyramidal 
shape is one easily con- 
structed in wood. There is, however, this disadvantage, that the comers 
give opportunity for settled material to lodge, eventually to fall with 
disturbance to regularity in working. 

The above disadvantage is avoided by adopting the conical shape. 
Cone classifiers do not, however, permit convenient assembly into series, 
nor are feed and discharge so simply disposed, the flow can hardly be 
maintained at a level throughout such a sene&. Nevertheless, where but one 
separation is required— as for instance that between sand and slime— the 
cone classifier may be preferred because of its smooth interior and its ready 
construction from iron plate. .With such classifiers the feed is generally 
central, and down a short length of vertical pipe the lower end of which 
dips well below the water surface ; such a manner of feed is termed * sub* 
level delivery ’ (Figs. 171, 174). The overflow, on the other hand, genendly 
takes place over the whole rim into a pmpheral launder. Under such' 
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Spif^doisten Trough. — Incompletely-separate 
box(^ along an expanding trough (p. 262). 
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conditions of inflow and overflow, the descent upon entry and the 
subsequent ascent to overflow are easily pictured. 

An illuminating variation of these conditions is embodied in the 



T Sand underflow | Sand underflow 

Tig. 171 . Fig. 172 . 


Cone Classifier (Fig. 171). — Central feed and peripheral overflow. Surface type 
(p. 263). 

Cone Classifier (Fig. 172).“Mo»her cone. Ex-central feed and central overflow 
(p. 264). A vertical plate down the centre of the rising column prevents vortex 
formation. 


cone classifier designed by Mosher, in which the descent of the feed is 
peripheral and the ascent to overflow up through a central and vertically 


disfwsed enclosure, from the top 



Roughing Clissifisr.— Diagram. A 
' roughing clasaifler' takes out coarse sand 
pioparatory to passing the material to a 
larger classifier for the separation of the 
■lime. A ‘ sloughing classifier " removes 
by overflow most of the elimo and the bulk 
of the water, leaving the underflow in a 
thickened condition (pp. 264, 266, Figs. 
198, 206). 


of which a discharge lip delivers 
through the side of the cone (Fig. 
172). Here it is clear that the 
classifying surface is that within 
the vertical enclosure to which the 
ascending movement is limited, entry 
taking place at the bottom. It is 
claimed that the particular advan- 
tage of this classifier is that it keeps 
the air-bubbles, which unavoidably 
enter with the stream, from rising 
in the ascending column and carry- 
ing with them particles which rightly 
should descend; and that in con- 
sequence a smaller classifier suffices. 

The simple cone works satisfac- 
torily when the range of size is not 


* great. It serves very well to ‘slough off * slime from fine sand (Fig. 178). 


But when coarse sand is present, the great depth associated with the extent 


of surface necessary for the removal of slime would cause correspondingly 


great pressure at the discharge ; using a simide cone, the choice would then 


lie between an adequate discharge-aperture passing too liquid an under- 
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flow, and a restricted discharge with the risk of a choke. This" position 
would be relieved by taking out the coarsest material previously in a 
small shallow classifler, and for this purpose, a * roughing ’ classifier is 
sometimes installed (Fig. 173). A more convenient means of securing a 
satisfactory discharge of relatively coarse sand while separating slime at 
the overflow, is to place a barrier 
or diaphragm just above the 
discharge to obstruct the straight 
drop through, a classifier so 
provided being known as a Dia- 
phragm classifier. Finally, dis- 
charge may be accomplished 
by mechanically conveying or 
dragging the settled material 
upwards and out of the water 
along an inclined bottom, a 
classifier so operating being 
known as a Mechanical or Drag 
classifier. 

The Diaphragm classifier 
appeared as the Caldecott cone, 
named after the inventor (Fig. 

174). This cone is steep, the 
sides being at an angle of about 
70° from the horizontal. Being 
circular there exists no particular 
side for inflow with natural out- 
flow opposite, but the pulp is 
fed centrally down a cylindrical , 
sh^thing r^ching below the 

surface, while overflow takes a tube-mUL Delivery of feed is sub-level, 
place all around into a peri- The diaphragm is so effective in keeping 
pheral launder. The coarse underflow, that at the 

material sinks, but while the ^ the tube-null provimon ha. to 

, *11 made to add water to bnng the feed to a 

discharge is kept large enough to proper dilution for the milk(pp. 263 , 265 ). 
avoid choking, the clear way 

to it is obstructed by a diaphragm close above, this diaphragm 
being generally a circular plate fixed horizontally to leave between 
its circumference and the cone a narrow annular passage. In a 
cone 6 ft. in depth the actual spigot -discharge is about IJ in. in 
diameter, the diaphragm about 8 in. in diameter, and the nnniilnT space 
about J in. across ; with larger cones — some being 9 ft. in depth — the 



1 IQ. 174 . 

Diaphragm Classifier.— Caldecott cone. 
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diinensions would be proportionally larger. This arrangement gives'^a veiy 
regular and thick discharge containing only about 30 per cent of water, 
instead of 60 j)er cent, the best possible with ordinary box-classifiers. The 
conditions which keep back water also keep back the fine material, 
and a cleaner underflow results. Discharge of the settled material is 
also so delayed that the classifier works almost filled with sand, only 
a basin-shaj)ed depression remaining unfilled. Into this depression the 
feed falls centrally to sweep outward towards the rim, the coarse sand 
settling while the sufficiently fine material is carried to the overflow. 
In this outward movement, when with the classifier so full there is doubt- 



i^en Cone.— I^iagrariw illustrating principle* and general appearance. This 
classifier adjusts itsidf automatically to varying conditions of feed. With greater 
rate of food the float rist's and by rods and levers the discharge is further opened 
(p. 267). * ^ 

less some streaming or launder action, the fine material finds protection 
between the large pieces. 

These diaphragm classifiers, while efficient and useful to separate 
sand for regrinding, do not achieve close sizing j of the slime overflow 
10 per cent will usually be found coarser than normal, while the underflow 
will contain a sinular percentage of fine material. Such a separation of 
sand would be satisfactory in preparation for regrinding. In any scheme 
of cyanide ti^tment, however, the final separation of slime from sand is 
better made in another classifier, probably one of the ordinary type, since 
any sand passing over with the slime wiU not receive an adequate treat- 
ment ; similarly, in water concentration, the separation of the^ sand is 
best made by a hydraulic classifier, since any slime discharged with the 
sand will not yield to a treatment designed for the latter. 


Til OR m 

A similar cone, but one with the discharge controlled by a float within 
the feed sheathing, is the Allen cone (Fig. 176). With this cone, when, 
because of a coarser or bulkier feed, the collected sand rises so as to' 
approach the bottom of the feed sheathing, the level of the water 
within that sheathing rises carrying the float with it, this float in turn 
through a lever and rods, further opening the discharge. This cone 
makes a good separation between granular material, however fine, and 
* slimy material ; and it is also used to remove the water from sand, an 
operation included under the term * de-watering.’ 

The best known of the mechanical classifiers, the Dorr classifier, 
so named after the inventor, consists of a rectangular settling -box 
about 16 ft. long and 4— 

5 ft. wide, with a bottom 
so sloped that while the 
deep end is about 2 ft. 6 
in. under water the other 
end is luicovered (Fig. 

‘176). Into this box the 
pulj) is fed from a short, 
perforated launder placed 
across the middle, the 
coarse material settling 
while the fine material 
overflows with the water 
at the deep end. As it 
settles upon the bottom 
the coarse material comes 
within the play of a 
series of rakes, attached 
about 5 in. apart to the 
mider side of a framework which is so moved by a system of levers 
that the rakes keep close to the bottom as they move up the slope, and 
away from it as they move down. The length of this reciprocation is 
such that what one rake brings upward at one stroke is caught by the 
next rake at the succeeding stroke, the sand eventually being lifted 
over the uncovered end, far from the slime overflow. Before actual 
discharge and while lying uncovered, fresh water is applied to wash 
back any adhering slime. The number of strokes per minute depends 
partly upon the amount of sand but also upon the size and character 
of the material it is desired shall overflow. A common speed is ten 
strokes per minute, a faster stroke being given when it is desired tO" 
send larger and heavier material to the overflow, and vice vend. The 


D' 



Dorr Classifier. — Diagram illustrating principle. 
Harmonic longitudinal motion given by crank and 
connecting rod ; lifting and lowering motion operated^ 
through rods and levers from a cam on the same 
shaft as the crank. Stroke about 6 inches, or the same 
as the pitch of the rakes. The working stroke is 
the lower movement upwards ; the idle stroke, the 
upper return movement (p. 267). 
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standard Dorr machine has two sets of rakes in the rectangular box, one 
set moving upward while the other moves do\vnward (Fig. 177). 



Fio. 177. 

Dorr Duplex Classifier.— Phantom view. This illustration shows Ix'll -lovers, rods, 
oonnooting rod, cam and roller, crank, etc;. The turnbuekles whereby the rods may 
be shortened or lengthened to adjust the stroke, are also shown (p. 268). 



Fio. 178 

Aldus Classifier. — Phantom view. The movement here is around the longitudinal 
axis, much like the log-woshor. The flights are discontinuous in the upper half, but 
oontinuouB and wider-spaoed in the lower half. The trough or box of this classifier 
is semicircular (p. 269). 

With these mechanical classifiers the products are better classified, 
the coarse product containing less than 10 per cent of fine material and the 
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fine product less than 10 per cent of coarse ; morfover, the coarse product 
is accompanied by only about 26 per cent of water. In consequence, 
they are used not only in preparation for regrinding but sometimes as 
final arbiters between sand and slime. They have the further advantage 
that they require little height, discharge being practically on a level with 
the feed . The drag classifier also works comparatively undisturbed through 
irregularities of feed— the dia- 
phragm cone, under excessive 
feed, fills higher and sends a 
coarser product to the over- 
flow. 

In the place of the re- 
ciprocating rakes of the Dorr 
classifier, blades attached to 
an endless belt to make an 
inclined scraper-conveyor are 
sometimes used ; or two par- 
allel screw -conveyors, turn- 
ing in opposite directions to 
squeeze the material between 
them as they force it upward ; 
or spiral flights attached to a 
framework revolving in a con- 
centric trough (Figs. 178, 179). 

The Dorr, however, possesses 
the advantage that with it no 
parts moving on one another 



are submerged. Ovoca Clasiifler, — General view. In this 

For the separation of very ‘I*® “P ‘I*® *“®““® 

n 1 , V ji between two scrcw-conveyore, one right-handed 

toe sand from slime an endle^ left-haadel wHoh from the top 

drag belt is sometimes used, revolve in towards one another. In this par* 
the top portion of this belt tionlar illustration the lower end of the trough 
forming the upward moving I® expanded into a bowl, giving the classifier 
bottom of averyshaUowbox oapebilitie. 

(Fig. 180). Upon such a belt 

and in shatiqw water, say, 2 in., the finest sand will quickly settle and 
be drawn up and out of the way, the slime overflowing. The sand so 
separated is relatively free from water and fine slime. 

Finally, there are several types of revolving scoop- or shovel-wheels, 
which, acting as de-waterers, lift the sand, giving opportunity for any 
entrained water to drain back, and opportunity for simultaneous wash- 
ing with fresh water. In this connection it is worthy of remark that 
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diminished water in the coarse product means freedom also from fine' 
material. 

The capacity of these mechanical classifiers, like that of all surface 
classifiers, deiKsiids ujwn tlie dilution of the pulp and the size of material 

it is desired to carry over ; the 
greater the dilution and the 
finer the desired overflow, the 
less the capacity. In practice, 
when the separation is between 
fine sand and coarse sand, the 
capacity is about 30 tons per 
square foot of water surface per 
day, but when separating slirne 
from sand it is only about 2 tons 
per square foot. This latter capacity is much less than that which would 
result from calculation, allowance having to be made for the fact that 
eddies and air-bubbles are liable to lift undue particles to the bverflow\ 
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Drag-belt OlaMifler. — J >iagraiii. 'J’he 

feed is eandully di8tril>uted ; the average 
depth of wuUt iw about 2 inches (p. 269). 
(Cole, Tniru*. A.J.M.E. Vol. LV. p. 657.) 



Boi Settler.— A is the feed launder ; B, the distributing buttons ; F, a bafi9e ; 
Q, the dear-water overflow ; E, a chain by which the discharge is regulated ; and 
C, the discharge, which may cither take place at the bottom, or by means of a goose- 
neck at some higher point (p. 271). 


Settlers.-— The appliances so named are those surface classifiers wherein 
the finest material settles from winter, this latter overflowing. The material 




fed to them is that slime suspension which ovei^ows the classifiet j^per« 
In the concentration of base-metal ores this suspension generally contains 
about 2^ per cent of solids, such solids containing a higher proportion 
of alumina and a lower proportion of free silica than the original ore. 
In the preparation of precious-metal ores for cyanidation the classifier 
overflow will contain about 10 per cent of solids, the production of slime 
being greater. The settling of such material to the desired consistency is 
described as “ thickening ” and the appliance as a thickener. 

The volume of inflow being 
great, a large surface is necessary in 
order that the movement upward 
to the overflow may not carry slime 



with it. Moreover, separating but 
one underflow product, there is no 
gradually expanding series towards 
the final overflow. At the entry, 
also, there may be a baffle to direct 




the whole stream downward, in Pyramidal Neat 


that way favouring settlement. 


Otherwise, settlers are similar to 
surface classifiers ; like them they 
may be divided into the Box, Cone, 
and Mechanical types. 

The Box Settler is generally a 
pyramidal box as before (Fig. 181). 
To facilitate downward progression 
of the material the slope of the 
sides must ordinarily not be less 
than 70"^, and greater than 70° when 
a thick underflow is desired, because 



“V” Nest 
Fio. 182. 


Settler Nestl.— Diagram of Pyramidal 
and ‘ V * Neats. The spigots deliver to 
orcMts launders which in turn deliver to a 
side launder. The interior divisions do 


thick slime will accumulate and quite reach to the surface of the water. 


pack at such an angle. No great ‘ >* ®n>P>e in construe- 

• j tion (pp. 271, 272). 
area can therefore be contamed 


in a single pyramidal box without necessitating a height difficult to 
concede ; accordingly, the required settling area hw mostly to be obtained 
by a number or nest of such pointed boxes (Fig. 182). Where the 
collected material is subsequently all subjected to a common treat- 
ment — as in the cyanidation of slime — a nest of such boxes is con- 
venient and readily assembled; but where this material has to be 
divided over many separate machines it is usual to have a number 
of smaller settlers, each installed in a position convenient to the 
machine it serves. Distribution of the dilute feed to separate settlen 
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is more easily arranged than the subsequent distribution of the thickened 
underflow. 

Instead of square pyramidal boxes, long rectangular V-shaped boxes 
placed across the direction of flow are sometimes used. Such a design 
avoids the making of many pyramids, discharge taking place through 
holes spaced at regular intervals. Several of such V-shaped boxes placed 
close together to take the pulp in succession constitute an effective settling 
nest (Fig. 182). 

These j)yramidal or ‘ V * settlers, in additif)n to the readiness with 
which they may be constructed of wood and assembled in nests, permit 
also the ready intrcKluction of baffles as an aid to quick settlement, a 



Fio. 183. 



End View 


Box Settler with Settling Baffles . — The solid particles in dropping away from the 
lower surface of each baffle leave clear water below that baffle. These particles fall 
on to the upper surface of the next baffle, down which they slide. Each baffle 
accordingly provides added surface from which settlement takes place (p. 272). 
(Ashcroft, Trans, I.M.M. Vol. XXll., 1913, p. 13.) 


subject discussed later (Fig. 183), The opportunity they provide for 
lodgment —and in this matter the V box is worse than the pyramidal 
— is, however, a point against them, and where separate settlers are 
permissible the cone settler is preferred. Cone settlers are similar to 
cone surface-classifiers except that they are larger (Fig. 184). They 
are fed centrally and below the level of the water surface, while the 
overflow takes place all round the rim into a peripheral launder. In the 
absence of comers there is not the same necessity for great steepness of 
side and an angle above 60° is not usually exceeded. This and the facility 
with which they are made in metal plate, are their advantages. Surface 
area being the factor determining the capacity of a settler, any advantage 
coming to cone settlers by reason of their relatively long length of overflow 
lip, even if worth mentioning, is small. 
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As with classifiers, the facilities for discharge largely determine the 
efiectiveness of a settling appliance. So long as a thick underflow is not 
desired the progression of the settled slime to a position convenient for 
dischaige is satisfactorily brought about by the slope given. The pro- 
portion of solids can be increased 2 — 3 times by a sloping bottom, 
that is to say, a pulp containing 5 per cent of solid will be thickened to 
10 — 15 per cent in one operation, and, if undertaken, to 35 per cent by a 
second operation, this being about the limit possible in such settlers. 
Settled material of the greater thickness often desired for slime preparatory 
to cyanide treatment, or for flotation concentrate in preparation for ship- 
ment, or for residues preparatory to 
final discard, would build upon the 
slope, and gradually fill the settling 
space. This is the position met by 
Mechanical Settlers. 

Mechanical or Dorr settlers, being 
flat-bottomed, are provided with rakes 
which, while not moving at a rate to 
interfere with settlement, bring the 
material to the discharge before it has 
time to pack. These rakes are short 
ploughs attached to the underside of 
four radial arms, and so set, each as a 
short section of a spiral, that, upon re- 
volution of the arms around the vertical 
spindle from which they are supported, 
the settled material is scraped from all 
over the bottom to the central discharge, 
this progression being assisted by slop- 
ing the arms about 10° downwards towards the centre (Fig. 185). Spiral 
ploughs, complete from periphery to centre, would effect the same con- 
veyance but be more difficult to support. 

The speed of revolution is naturally a slow one ; with settlers of ordinary 
size, say 30 ft. in diameter, it is generally one-fifth of a revolution per 
minute for sandy material and one-eighth for slimy material ; at such 
speeds the thickened discharge will contain 40 to 60 per cent of solids. 
Latterly, and in connection with large copper concentrators, much larger 
settlers have been employed, in which the rakes are no longer supported 
from a central spindle but from lattice girders bridging the diameter, and 
no longer operated from the centre but from a circular track around the 
periphery. With such as these, though the peripheral velocity may bo 
more than maintained the speed of revolution is proportionally less. 



Fig. 184. 


Cone Settler (Callow).— General 
View. The peripheral overflow, 
arranged inside the cone, loads to 
discharge at one point. The flexible 
goose-neck allows the bottom dis- 
charge ^to take place at a higher level. 
At the root of the neck compressed- 
air may be introduced to blow the 
settler clear when choked (p. 272). 


Fio. 185. 

-Plan and Phantom V iow. This appliance iansed for thickening 
pnlp preparatory cyanide treatment or to slime concentration ; to recover dear 
or nearly clear water from residues ; or as a preliminary step in filtration when 
de*watoring vdoable material A thickener of 30 It. diametor reqnirto leva than 
one boFse-pr srer (pp. 278. 466). 



^ * Conoerning settler capacity^ sinoe clear water can only form from ijw 
surf^e downwards^ capacity depends upon the extent of surface ; depth 
has no effect other than to increase the density or thickness of the dis* 
charge, 6 feet to 10 feet being usually found sufficient. Capacity will also 
depend upon the rate of settlement jieculiar to the particular pulp, that is, 
upon the depth of clear water formed in unit time, a factor always capable 
of determination. 

* Rate of settlement ’ depends upon many factors. It varies, firstly, 
with the physical and chemical characteristics of the solid in suspension. 
Speaking generally, aluminous material — probably because it is more 
friable but doubtless also because of some surface alteration-takes longer 
to settle than siliceous material. Of particular ore-minerals, Shellshear ^ 
found that cassiterite and wolframite were slow-settling; chalcopyrite 
and bornite in an intermediate class; and blende, galena, pyrito, fast- 
settling. And among gangue-minerals Shellshear put felspar in the slow- 
settling, quartz in the intermediate, and calcite, garnet, and fluorite, in 
the fast-settling classes, respectively. 

Secondly, the rate of settlement depends upon the flocculating effects 
either of impurities in the water or of agents added. Inorganic acids, 
and particularly sulphuric acid ; lime ; neutral salts, and particularly 
calcium chloride, magnesium sulphate, alum, and iron salts, all promote 
flocculation and settlement. The alkalis, on the other hand, are ordin- 
arily dcflocculators, though when present in small quantity they have a 
flocculating eff(}ct. Finally, many organic acids, and particularly tannic 
acid, are dcflocculators in all conditions of concentration, promoting the 
formation of j>ermanent sust)ensions. Mine waters, as well as the surface 
waters available for dressing purposes, usually have a flocculating effect 
by reason of neutral salts in solution, though occasionally when ammoniacal 
salts are contained they may have an opposite effect. 

Though flocculated material settles readily and leaves clear water 
above, it always remains a mobile and voluminous sediment, necessitating 
care that it be not caught and drawn away to the overflow. Pronounced 
floccules such as those resulting from the addition of a flocculator, are only 
of advantage when the collected material is to be treated chemically, as in 
cyanidation; in ore-dressing the assembly of different materials into 
floccules would render mineral separation more difficult, and only select- 
ive flocculation, were it possible, would be useful. 

Settlement depends also upon the temperature ; rise of temperature 
decreases the viscosity, thereby increasing the rate of fall. Between winter 
and summer in many places the capacity of a plant for effective settlement, 
may vary as much as 20 per cent. Rate of settlement also varies with 
I Aw,l.M,E. Dec. SI. IPIS 
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the density of the pulp. A dilute pulp is generally considered to settle 
quicker than a thick pulp, the particles of the former settling freely and 
individually, the latter pulp settling by shrinkage en masse. That is not, 
however, to say that a given amount of solids would be quickest settled 
by diluting the pulp, but only, that of two pulps one thick and the other 
thin, clear water could be drawn at a quicker rate from the latter than 
from the former. 

With the rate of settlement ascertained by test, the capacity of any 
settler, or, alternatively, the size of the settler necessary for a given volume 
of pulp, can readily be determined. Rate of settlement takes the place 
of the falling velocity in the equation v-Q/a, where Q, though more 
precisely the volume overflowing, may be taken to be the volume 
entering. 

In practice it is found that for thickening flocculated slime preparatory 
to cyanidation an area of 5 sq. ft. of settling surface is required per ton 
settled per 24 hours if the slime be siliceous, and 7-— 10 sq. ft. if it be 
aluminous. The incoming slime in such work has usually a consistency 
of about 10 : 1, and the underflow an average of about 2:1, denser for 
the siliceous slime and less dense for the aluminous. For every ton of solid 
treated per day, about 8 tons or 256 cubic ft. of clear water would pass 
to the overflow across an area of, say, 7*5 sq. ft., that is, 0*003 cub. ft. per 
second, equivalent to a rising velocity of 0*12 mm. per second, which, it 
will be observed, is about capable of lifting a quartz particle of 800 mesh 
(Figs. 124, 162). In ordinary water-concentration, though the consistency 
of the inflow is decidedly less, and rather of the order of 20 — 40 to one, 
it is nevertheless usual to allow much the same settling area per ton 
settled per day as in cyanidation work, and the rising velocity is corre- 
spondingly higher ; it is, in fact, commonly of the order of 0*4 mm. 
per second, equal to lifting particles of 500 mesh. For the settlement of 
fine flotation-concentrate, seeing that any solid escaping would mean the 
loss of valuable material, the allowance of settling area is more liberal, 
being 10 — 40 sq. ft. per ton of concentrate settled per 24 hours. 

An interesting method of increasing the effective surface of a classifier 
is to place just below the surface a nest of inclined baffles.^ From the 
underside of each of such baffles, the solids fall and clear water separat^. 
The theoretical increase of surface is consequently the product of the total 
area of the baffles and the cosine of the angle of their inclination, and the 
separation of reasonably clear water will be increased practically to that 
extent ; a simple laboratory-test in an inclined glass cylinder gives a very 

* Steven* uid I>egenliMt, Mfmihly Journal Chamber of Mines, Western Australia, 
March 1911; Ralph Hayden, Trans. 1914, Vol. XL VI. p. 239 j Watt, Trans. 

AJ.M.S. VoL LVII., 1918, p. 441. 



Fio. 186. 

Dorr Tray-thickenor. — Phantom View. This thickener gives a largo settling 
area in a comparatively small space. Clear solution or water is taken off from the 
upper layers of each compartment. The material settled on each tray is separately 
discharged, being generally drawn off by the suction of a pump or air-lift. In the 
centre of the upper trays is a feed passage to the lower compartments. Ab many as 
five trays have been installed in one deep tank (pp. 277, 466). 

advantage of the same principle, its inclined baffles or trays approaching 
the horizontal {Fig. 186). 

Where fiocculators are used or the pulp flocculates of itself, the super- 
natant water is generally perfectly clear, the settled pulp appearing like 
a denser and immiscible liquid beneath. When, on the other hand, more 
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or less permanent suspensions are formed and flocculators are not used, 
the overflow even after prolonged settlement is somewhat turbid. The 
amount of solid it contains is, however, so small as not to warrant the 
exj)ense of further settlers of the types described, but if desired it can be 
settled in pits. 

Settling pits as applied to ore-dressing are generally rectangular in 
plan and 6—15 ft. in depth, with inflow at one end and outflow over a gate 

/ at the other. While settlement is proceed- 
ing, this gate is built-up with slats to 
keep the pit full, the slats being removed 
subsequently one by one, when it is 
desired to draw off the supernatant 
water, and, in turn, the settled slime. 
Discharge of the latter is accomplished 
by water purposely entered at the feed 
end in amount suitable to give the 
resultant pulp the consistency desired. 
During the time one pit is filling, another 

is being discharged, and a third is usually 

ftiepufii^ Baffles as an Aid to i. * x i X x * i 

MMvuuiM M nu Aiu iv y^^nding quiet while the water is clear- 

Settlement.— Settlement in an In- . ® ^ , v v w 

dined Jar. If a susiJenaion of dime '"g anf settled slime consolidating, 
be gettlod in a glass jar laid in an Such pite are sometimes used to thicken 
inclined iwsition, clear water will ordinary slime. For such work they are 

formallalongtheupperside of the crude, not only because they are inter- 
jar, and then more upwards m a • .• i . i i r 

itream to joia the clear water because from 

forming directly under the free end to end a classification develops, the 
surface of the water. Rate of coarser material settling ah the feed end 
settlement being determined by the and the finer at the discharge, with the 

d-™ u 

that the influx of this rising stream irregular, slimy at one time, sandy at 
will increase that depth beyond another. Settling pits or tanks worked 
what it would have been hod clear intermittently possess advantages when 

• -*»»* » 

because it is lighter (p. 278 ). desired. 


Hydraulic Classifiers . — When describing the working of surface 
olaastflers it was stated that some fine material, which rightly should over- 
flow, finds its way to the bottom, where, with nothing to bar the passage, 
it is discharged with the underflow. So long as no great range of size exists 
in the material being classified, no great harm results. When, however, 
the range is such that this fine material would escape the effort of the 
separating machine set to treat the underflow, surface classifiers become out 
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of place. This is the position met by hydraulic classifiers, the feature of 
which is the introduction of fresh water below, to make the under- 
flow of unduly fine material impossible. In addition, therefore, to the 
pointed box or cone— such being then known as the ‘ pocket ' — hydraulic 
classifiers have at the bottom a * sorting tube or orifice ^ through which 
fresh water passes in quantity sufiicient to create the rising velocity 
necessary to turn back the fine material, a velocity determined by the 
terminal velocity of the particle which it is desired shall not pass, being 
somewhat greater than that velocity (Fig. 188). 

With its passage to the underflow thus barred, the fine material must 
be lifted to the overflow. The water 
available for that purpose is now the 
water inflowing with the feed increased 
by that rising through the sorting tube, 
and the surface of the classifier should 
be so dimensioned that the upward 
velocity of this increased amount of 
water across the level of the overflow 
should be the same as that in the sorting 
tube. But if complete provision is to 
be made that the material refused 
descent through the sorting tube should 
be lifted to the overflow, the same con- 
ditions in respect to uprising velocity 
must also obtain throughout the pocket. 

This final necessity is met automatic- 
ally by the classifier itself, which permits 
sand of about the limiting size to collect 
in those parts which are out of the 
stream, till in the remaining passage the requisite velocity obtains. 
Roughly then, what happens, is that in effect the sorting tube is pro- 
longed upwards by the collecting sand till it becomes merged in the 
surface of the classifier; in other words, the classifier fills till only a 
basin-shaped space remains, into the bottom of which the sorting column 
enters. 

In the shallow water of this basin there is more of horizontal than 
of vertical movement, and more of streaming action than of direct lift. 
Whatever the shape of the actual sorting tube, the portion of the stream 
bed which it commands is circular. Particles taking the line across the 
centre of that circle will have eveiy possibility of being properly sized, 
but particles passing to the sides, particularly if the classifier be wide, 
will have some chance of passing unchallenged (Fig. 188). Accordingly, 



Fio. 188 . 

Hydraulic Classifier, Box Type. 

— Diagram illustrating principle of 
action. The sand oollccted in the 
pocket is supported there by the 
force of the rising stream (p. 279). , 
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hydraulic classifiers, with the surface unbaffled, give an overflow which 
contains some coarse material which rightly should be in the underflow. 

To prevent coarse material so passing to the overflow, hydraulic 
classifiers are generally provided with a baflie-board placed across the 
. stream to direct all the material downward, forcing it thereby to enter the 
sorting column on the other side of the baffle (Fig. 189). In classifiers so 
provided the sand collects as before, and the free way around the lower 
edge of the baffle becomes constricted, requiring then a certain pressure 
of the pulp to keep the way open. This pressure is provided by a difference 
in level between inflow and overflow, a difference sufficient to burst any 
choke which might temporarily form and therefore known as the ‘ burst- 
ing head.’ On the rising side of 
such classifiers, and presuming the 
classifier is of box or conical shape, 
sand collects to form an upward 
passage of roughly uniform section, 
and, unless the baffle be deep 
enough, there still remains some 
chance of coarse material being 
streamed to the overflow. Accord- 
ingly, a deep-pocket classifier per- 
mits a better separation than one 
with a shallow pocket (Figs. 189, 195). 

Seeing that where the classifier 
expands in section upward, sand 
collects to keep the sorting passage 
Hydraulic Olaiiifier, with Baffle.— uniform and the velocity constant, 
Diigrem aiugtrating constant conditions natural design for 'a classifier 
of working. Deep pocket (p. 280). ^ 

descending and rising columns, tubes of such a size that they would be 
swept clear of collecting material. A pointed tube is indeed the ideal 
classifier (Figs. 190, 191). Rittinger carried out this idea of uniform 
section in his Spitzlutte, by having as baffle a short triangular prism 
set with one edge downwards in a similarly shaped box (Fig. 192). By 
raising or lowering this triangular baffle the velocity of the current could 
be adjusted to suit var 3 dng circumstances, but with the baffle in any 
one position the velocity roughly constant from top to bottom. 

A similar equality of section would be obtained by a vertical baffle 
if the sides of the classifier, back and front, were vertical ; or by a flatter 
cone inside a steeper cone if the uprising stream were made to pass 
between the two cones (Fig. 193). 

The foregoing considerations have been centred around conditions in 
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the pocket. Proper conditions in the sorting tube and at the spigot dis- 
charge are equally important. 

Water rising in the sorting tube or across the sorting orifice must 
properly command the passage, A short length of circular pipe is a 
common design, the added water entering this pipe either from the side or 
from a pressure box below. When the length of this pipe is too short 
some fine material will be taken down by eddies ; on the other hand, when 
it is too long the vertical dimensions of the classifier and the pressure upon 





Fig. 190. Fia. 191. 


Laboratory Tube-olassifler (Fig. 190). — ^Diagram. lu this classifier since all 
the water is introduced below, the sorting column has the same section throughout 
pocket and sorting tube, and nothing collects in it (p. 280). 

Pipe Classifier (Fig. 191). — Diagram. This classifier can be made of ordinaiy 
wrought-iron tubes and fittings. The feed must arrive under a pressure great 
enough to lift to the overflow. Such a classifier is only suitable for limited quanti- 
ties, but the separation it makes is good (p. 280). 

the discharge are unduly increased. This latter consideration has led to 
the adoption of a simple orifice in a plate inserted between the pocket 
above and the pressure box below. Of the two designs, the sorting tube is 
best suited to a pointed pOcket, and the plate orifice to a pocket with 
width constant from top to bottom, the orifice being then conveniently 
rectangular (Fig. 194). 

The area of the passage will depend upon the amount of material ex- 
pected to pass, a diameter of 3 inches being common ; in turn the area 
of the passage will determine the capacity of the classifier upon a given 
material, and the amount of water uprising. Not more than one-third 
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of the sectional area of that passage should be considered as available for 
the stream of descending particles, the remaining two-thirds being for the 
ascending water. The velocity at which those particles descend may be 
taken to be tlie falling velocity of the average-sized particle diminished 
by the rising velocity of the W'ater. 

Helow the sorting tube or orifice comes the pressure box from which, 




Fm. 1»2. 

Bittinger Spitsiutte or Pointed Tube. — Diagrani and ( jmcral View. It is noticed 
in the illustration that the two last Spitzlutte of the series, U‘ing larger than the first, 
have each two entries for th(^ water, whereby the Jong slot which constitutes the 
sorting tube is more regularly served. Bc*low this water entry this slot contracts, 
till at the bottom it is brought to the jK)int whei-e a goose-neck discharge is attached. 
The adjustment of the height of the inU'mal prism, and consequently of the width 
of the classifier passages, is made by means of a hand-wluHd on a central rod (p. 280 ). 

and generally from the bottom, the underflow of fallen material takes 
place under pressure of the column of pulp above (Fig. 193). In this under- 
flow the water which enters the classifier with the feed does not take part, 
the underflow water being fresh or added water. Accordingly, the added 
water necessary to work hydraulic classifiers must both maintain an up- 
ward rising current in which sorting or discrimination is accomplished, and 
discharge the underflow. The amount of this water uprising will depend 
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upon the area of the sorting passage, which therefore must not be too large ; 
the amount discharging will depend upon the area of the discharge, and 
this, to prevent choking by particle interlock, should be about one-third 




Baffled Oone-olassifler. — Section. In this illustration the fresh water enters a 
pressure box out from which it passes upwards around a small internal cone into 
tho classifier pocket. The vertical position of this internal cone is adjustable by 
means of a hand-wheel on a rod to which tho cone is attached Accordingly, the 
sorting tube — ^this being the passage between the main and internal cones— is capable 
of being adjusted to vary the products. Adjustment is also possible by means of 
an index cock upon the fresh-water service. The greater portion of the pocket is 
occupied by a feed cone into which the pulp enters and by which it is directed down 
to the sorting passage. The annular space around the feed cone is the continuation 
of the sorting column ; the feed cone being flatter than the main cone, increasing 
diameter is compensated and the cross-sectional area of the sorting column maintained 
fairly constant (pp. 280, 282, 284). 

that of the sorting passage. Roughly, it may be considered that the 
added water is about equally divided between that passing upward 
eventually to overflow, and that passing out with the discharge. 
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Hand wheels to adjust width of slot 


Regulation of the amount of fresh water is made by a cock or valve 
on the HU]>ply (Fig. 193). Sometimes a cock is also used to regulate the 
discharge, but the narrow aperture which a cock gives when approaching 

the closed position, brings lia- 
bility to choke. It is better to 
regulate the discharge by chang- 
ing the actual aperture for 
another of different diameter. 
If the discharge be altered, the 
aniount of water passing up 
tlie sorting tube also suffers 
alteration unless the supply be 
suitably adjusted. 

Where the two products of 
underflow and overflow are not 
a sufficient division, two or more 
hydraulic - classifiers may be 
})laced in series, each spigot de- 
livering material suitable both in ’ 
size and amount for the machine 



Slot Classifier. -Diagram of Yeatman 
riasHifioi’. SlotR in the eljvssifier bottom serve 
as sorting tubes ; the width of the slot is 
adjusU'd by raising or lowering a w'cdge- 
shajKjd block (p. 281). 


or machines it serves. In such a series the succeeding classifiers are 
successively larger, partly to give the smaller velocities necessary for 
fine material, partly to accommodate the fresh water rising in each 



Shallow-pocket Classifiers in Series.— Longitudinal Section. In the two last 
pockets the baffle is shown dipping but little below the level of discharge. Un- 
doubtedly, therefore, some coarse particles would hv streamed to the overflow. On 
the other hand, a shallow ticket requires less height and less water issues with the 
discharge, water bidng thereby saved (pp. 280, 284). 


sorting tube. As each classifier demands a certain difference of level 
between inflow and outflow, the total height required becomes a con- 
sideration. The ordinary single classifier is generally a deep-pocket 
classifier, depth ensuring closer work. It is not often, however, that such 
deep-pocket classifiers are assembled in series. Rather is depth sacnficed 
to general convenience by arranging shallow pockets as depressions at 
regular intervals in a trough or launder (Figs. 195, 196). Or, the pockets 
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may be entirely abandoned, the 
directly to the launder to form 
a launder classifier (Fig. 197). 
Launder classifiers are, however, 
not entirely satisfactory, since the 
stream carries much of the coarser 
material over and beyond its 
proper sorting column ; but re- 
quiring so little height they are 
sometimes adopted. 

Hydraulic classifiers are 
sometimes worked in conjunc- 
tion with surface classifiers, a 
classifier of the latter type re- 
moving the bulk of the slime 
before the hydraulic classifier 
is entered (Fig. 198) ; or, the 
two types of classifier may be 
combined in one continuous sc 


sorting tube or Orifice being attached 



Fio. 196. 

Shallow -pocket Classifier (Calumet 
Classifier). — Section across Pocket. In the 
illustration the fresh water is delivered by the 
pipe C into a serai-circular shield B, out from 
which it escapes, and escaping, gives rise to 
the discriminating current. In the side of the 
box and opjwsite to the olcar-watcr iratry is 
the spigot discharge out through which pass 
those particles heavy enough to have made 
their way through the current (p. 284). 
(Commans, Proc. Inst. C.B. Vol. CXVI.). 

ies, the hydraulic pockets preceding 



Fro. 197. 


C]asiiller.--General View of Installation. Richards polsator-claesifiers 
serving Isbell vanners (Allis CShalmers) (p. 285). 
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tiio surface pockets. ^ By both arrangements the advantage is obtained 
that less fresh water is used than had ail the classifiers been of the 
hydraulic type. It is the introduction of this fresh water which is the 
unavoifhible disadvantage as well as the characteristic feature of these 
classifiers. On tlie coarse side it limits the size of material by reason 
of the great quantity of water necessary to obtain the desired uprising 



OliMlflen.- Moughmg cone and hydraidic cone in series. The underflow 
of the former ^oomes the feed for the latter, this fc^ being entered through a pipe 
direct^ upwards, so that the flue material continuing its rise to the overflow dow 
not change ite direction of movt^ment. The pressure box and the short sorting 
tube are clearly indicated, as also are the hutch below the sorting tube and the 
eventual spigot discharge. Apparently the reeultant underflow is so thick as to 
make the provision of supplementary water advisable (p. 285, Fig 1731 /rUrt 
and Sharwood, Tratts. LM.M. Vol. XXll., 1913, p. 92.) ^ ' * 


velocity ; accordingly, hydraulic classification, though coarse when com- 
pared with that accomplished by surface classifiere, is rarely practised 
upon material as large as, say, J-in., thougTi material crushed through 
1-in. has exceptionally been submitted. Depending upon the size of 
material treated and somewhat upon the number of classes made, the 
actual amount of fresh water used varies, say, from 3 to 6 tons per ton 
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of material entering the classifier, an amount not much less than that 
which enters with the material. 

In a series, by far the greatest part of this water enters the 
coarsest classifier, whence also, as a rule, the greatest weight of product 
is discharged. The successively finer classifiers take progressively less 
water and deliver progressively less weighty products, leaving an over- 
flow product which generally still contains a substantial proportion of the 
original feed. With the capacity determined by the relatively very small 
area of the sorting passage, hydraulic classifiers are not employed with 
material smaller than, say, 80 mesh, surface classifiers taking their place. 

Hindercd-setlliTUf Chssijkrs . — The complete hydraulic classifier may 


Feed 



Hindered-settling Classifier (Fig. 199). — Diagram illustrating constant conditions 
of working (p. 287). 

Hindered-settUng Classifier (Fig. 200). — ^Diagram of the Anaconda DlaaBifier. 
Hindrance formed by a perforated plate, the perforations being the sorting orifioes. 
Above this plate comes the teetering chamber (p. 287). 

itself be regarded as a combination of a ‘surface and a hydraulic 
classifier, the pocket, representing the former, relieving the sorting tube, 
representing the latter, of some of the work which otherwise would comO' 
upon it, thus reducing the amount of fresh water necessary. In turn, 
greater effectiveness of the sorting passage may be obtained by making 
it smaller and introducing* above it an additional chamber in which the 
material to be sorted collects, to be so overhauled by the rising current 
that small and light particles are discovered and lifted, only Idiose of 
proper size or density finding their way down the sorting tube proper 
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(Figs. 199, 200, 201). This overhaul being effected by the water rising 
through the narrow interstices between the collected particles, demands a 
much smaller amount of water than were there no hindrance in the direct 
line of fall; in fact, the amount of fresh water required in these ^‘hindered- 
settling classifiers,” as they were termed by Richards, is little more than 
one-half that which would be required in free-settling classifiers. 

Hindered-settling classifiers are accordingly those wherein the fresh 
water rises through the sorting tube or orifice into a chamber so 
dimensioned that the material collected there is brought into a quicksand 
suspension or ‘ teetering * movement. The area of the teetering chamber 



Fig. 201. 


Tank Olaisifler, — View of Overflow End. (Richards hindored-settliiig classifier.) 
In this illustration the sorting tube of the last spigot is laid open to show the pressure 
box into which the water is delivered and the passages from this box into the teetering 
chamber. This latter is of expanding section upwards, its sloping sides constituting 
the obstruction to free settlement. At the bottom of the teetering chamber is the 
narrow passage which constitutes the sorting tube ; and the discharge (pp. 287, 289). 

should not be greater than about four times that of the sorting passage 
or some of the material will lie quiescent ; nor much less, because then 
the conditions of the ordinary free-settling classifier would be ap- 
proached. With these conditions fulfilled and where particles of varying 
density and size are present, another specific advantage of hindered-settling 
is realized, namely, the small dense particle falls with much larger less- 
dense particles than under conditions of free fall; with quartz and 
galena, for instance, the diameter ratio of equal-falling particles under 
hindered-settling conditions is about 6 : 1— as though the specific gravity 
of the medium in which fall took place were about l-S—instead of 4 : 1 
which obtains in free-falling conditions. Of such an increased difference 
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in particle-diameter, advantage may be taken in the processes of separa- 
tion which follow. 

When such hindered-settling classifiers are in series, it is usual to forgo 
the advantages of separate pockets, and for convenience to place them all 
in the sloping bottom of a shallow tank or launder along which the material 
progresses, the particles being tested at the opening of each successive 
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Eiohard8«Janney Classifier. Cross-section (Allis ChalmcrB).—Thi8 classifier was 
designed for the large capacities associated with the disseminated copper mines of 
Utah and Arizona. A two-pocket classifier is shown, but five or six pockets are more 
common (p. 289). 

sorting tube. In such a series the openings should be rectangular and 
extend across the launder, or otherwise some of the particles will pass 
the opening down which they should properly descend (Fig. 201). 

In one particular design, however, the Richards-Janney classifier, 
each sorting tube is at the bottom of its own pocket, while each succeeding 
pocket is larger and stepped down from that preceding (Fig. 202). No 
forward progression is then possible by streaming or launder action, but 
banks and choking are prevented by the rotation of paddles extending 
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down into the teetering chamber of each classifier, the rising current, 
taking advantage of the chance thus afforded, carrying any fine material 
upward. This classifier has the further distinction of an intermittent 
discharge— through a valve operated from above — an arrangement which 
permits a larger discharge-opening with consequently less risk of choking, 
and which saves water, because, discharge being discontinuous, in the 
intervals the material has time to collect and less water passes out. 

A similar but more pronounced pulsating-effect is the distinctive 
feature of a Pulsator classifier designed by Richards, where, in the place 
of a continuous rising-current, a quickly-interrnittent or pulsating current 



is used (Fig. 203). Such an arrangement, in allowing the sorted material 
to fall between successive pulses, and in necessitating the remaking of 
the rising current, prevents the establishment of disturbing eddies or irregu- 
larities, BO that the quantity of uprising water is reduc^ to about 1—2 
tons per ton of material. 

Water-sizing Efficiency 

The results achieved by classification are best disclosed by screening 
analyses. Where, in the absence of minerals of different density, classifi- 
cation has been primarily a sizing opration, screening analysis of the 
products should show each to contain a decided prepnderance of a 
prticular size, with a rapid drop on either side. Poor classification is 
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indicated when no very decided maximum appears, when the coarser 
spigot contains fine material, and when the coarse material is not 


1 

j Screens. 


1 - 20 

f 30 

17 

1 - 30 

' f 50 

42 

- BO 

! + 80 

22 

- 80 

i M20 i 

10 

! -120 

; } 200 

5 


j -200 

4 

I ■■ 

: 

100 

1 


Spigots. 



2 

3 

Overflow. 

I 

6 



18 

8 


30 

14 

1 

21 I 

23 

4 

19 ; 

1 .. 

55 

95 

100 1 

100 

100 



Classification Records.— Sizing analyses and graphs. The record given represents 
good work for a classifier. It is seen that no definite dividing linos are drawn by 
olass^cation, yet each product is successively finer and each contains one particular 
size in marked amount; in the graphs of simple percentages (full lines) these 
particular sizes are the peaks. The more upright the graphs of the cumulative 
perwntages (dotted lines) the better the classification ; a fiat line cutting the 
ordinates of many sizes represents poor work (p. 292 ). 


exclusively confined to the coarse spigots. Where, however, mineral and 
gangue are both present, two maximum points might occur and the classi- 
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fication yet remain efficient. The best presentation of results is by means 
of graphs, an inspection of which will indicate the efficient or inefficient 
nature of the work being done (Fig. 204). Properly to appreciate the work 
done by a classifier-series, the sizing analysis of each product must be 
considered in relation to the weight of that product ; as already stated, 
the coarsest product is generally the most weighty. 

Analytically, from the point of view of sizing, the efficiency of a classi- 
fying operation is the degree of completeness of separation of the material 
larger than a j)redetermined size from the material smaller. Unlike a screen- 
ing operation, liowevcr, not only may undersize be found in the' coarse 
product but oversize in the fine product, and the efficiency suffers doubly. 

The following reasoning and formulae for this efficiency were de- 
veloped by R. T. Hancock,^ When the operation results in the complete 
separation of the oversize into the coarse product and of the undersize 
into the fine product, the efficiency is 100 per cent. Intermediate results 
are gauged by calculating the amount of unaltered feed in the coarse 
product — this being done by ‘ loading ’ the undersize in that coarse product 
with the amount of oversize necessary to give a product of the composition 
of the feed— then deducting the amount of oversize in that unaltered feed 
from that actually present in the coarse product ; the remainder divided 
by total oversize in the feed is a figure expressing the efficiency of the 
operation. 

Thus in separating from a weight of feed a, made up of ax of 
oversize and a(l -a) of undersize, a Coarse Product of weight 6, made 
up of oversize hij and undersize 6(1 ~ y ) — it will be realized that x and y 
are the sizing fractions of oversize in feed and coarse product respectively 
— the efficiency of the sizing operation is 

zhfhh ) f = 

ax ax a 

or, dividing top and bottom of the second term by j—, this being " 
the ratio of the weight of feed to the weight of undersize in the feed, 

by b (l-y) 
cue a(l-a:) 

If t. of oversize in C,P, Wt. of undersize in C.P. 

Wt. of oversize in feed Wt. of undersize in feed 

^BuJk fraction of oversize in C.P. - Bulk fraction of undersize in C.P, 
or, multiplying by 100 to obtain the percentage figures more commonly 
employed 

^Bulk percentage of oversize in C.P, - Bulk percentage of undersize in C.P. 

' E. and if. J., Sept. 25, 1920, p. 622. 
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or. the second term being equal to (100 - Bulk percentage of undersize in F.P.) 
= Bulk pMye of oversize in C.P. - (100 - Bulk peramUtge of undersize 

of oversize inC.P.+Bulk i>erantage of undersize in 


which is the final expression. The same result would have been reached 
It the considerations had been centred around the Fine Product. 

It will be realized tliat apj.lying this e.xpression to .screen sizing, where 
the whole of the oversize. 100 per cent, must of necessity be in the coarse 



Ctoifymg System at the Plymouth Hill, California (1914).-Auriferou8 qimHz 

m Blatt; country ; about 2 jier cent of pyrite and arscnopyrite in the ore cruMhed. 
Quartz friable and slate pulverulent, a good deal of impalpable slime being formed. 
Xwo-step classification was introduced in consequence of the buoyant nature of the 
resultant pulp. The roughing cone ahead of the Hardinge mill is a diaphragm cone : 
It Mparates most of the coarse sand, leaving the finer sand to be separated in the 
mam cone. From the amalgamating tables the pulp passes into a sloughing cone 
which separaU's most of the slime, leaving less for the hydraulic main-classifier to 
separate. In 1916 this system of classification was changed to the extent that the 
sp^ot discharge from the sloughing cone was returned to the Hardinge mill for 
further grmding (p. 293, Fig, 173). 


product, the efficiency of screen sizing, as was stated when discussing that 
efficiency, is represented by the bulk percentage of undersize in the fine 
product. 


FinaUy, classification, as a preparatory operation dividing crushed 
material into classes for separate treatment subsequently, takes up the 
work where wet screening fails. The extent of such preparation depends 
iqion the nature of the subsequent treatment. For the separation of 
sand for regrinding, classification performs a very definite and important 
service (Fig. 206). For the division into classes suitable for water- 
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concentration, classification renders a service which, though equally 
definite, is one wliiclr of recent years has diiriinished in import^ince 



Fig. 206. 


Clatsifying System at the Utah Copper (1912).— This flow sheet represents the 
classification of the sandy material of a disseminated copper-ore for water concentra- 
tion, Though a liigh development of classification is shown, the fact that all tho 
material passing 6 mosh first proceeds without division to * roughing* tables 
indicates a curtailment of the task allotted to classification. * Finishing * tables and 
vanners eventually produce the final concentrate. With the advent of ftotathm 
the curtailment of olassification was ooniinned almost to extinction (pp. 295, 646). 
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because of the employment of water-concentrating machines themselves 
in a “ roughing ” or preparatory capacity (Fig. ?06) ; doing such work, 
water-concentrating tables do not, like classifiers, further dilute the slime 
suspension, but the fresh water added passes away with the sand tailing, 
from which it is readily separable. With flotation concentration the- 
machine itself is capable of handling the crushed material without division, 
and further classification becomes unnecessary. 

In water concentration, to remove slime from sand before sending the 
latter to the sand table, is often described as “ de-sliming,” and the classifier 
in which this removal is'^effected, as a de-slimer. On the other hand, a “ de- 
watering ” device is generally regarded as one which separates water from 
a granular material, tailing or concentrate, the term “ thickening ” being 
reserved for the separation of clear water from thickened or settled slime. 

Though classification like screening is usually a preparatory operation, 
like screening it may sometimes give final products either of value or for 
discard, a fact mentioned when introducing the subject of sizing. For 
instance, the necessary appliances being cheap to install and to operate, 
it occasionally is applied to the production of an enriched spigot dis- 
charge from material so poor as to preclude any more expensive and 
better treatment, such as that by concentrating-tables direct. Flotation 
tailing has in this way sometimes provided material for direct treatment 
on tables (Fig. 329). It has also been proposed by classification to recover 
clear pyrite from the pyritic material often associated with coal seams, 
the price of pyrite not warranting the installation of more expensive 
apparatus. Generally, however, the enrichment obtained by classifiers is 
insufiicient, and, at the same time, much fine mineral escapes ; in conse- 
quence, the final operation is best performed by some other appliance. , 

Position at the End of the Preparatory Operations 

Cnishing and a division of the crushed product into classes, result in 
the following materials : 

Mixed Material, which has not been divided, or divided only between 
wide limits ; 

Sized Material, which has been divided into classes according to size, 
each class containing mineral and gangue of equal size ; and 

Classified Material, which has be^ divid^ into classes according to 
both size and density, each class consisting of small mineral-particles and 
relatively large gangue-particles. From the coarsest of a given series of 
such cla^, it might very well be that the gangue had been completely, 
driven. The finest class, on the other hand, would always contain more 
than a normal proportion of gangue (Fig. 207). 
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WATER CONCENTRATION 

Ctvm'fiil Principks . — Tlie material Hubmitted to water concentration has 


Screen-sized, Water- sized, 

or Sized or Classified 

Material Material 


Gangue 
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Mineral 
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Fjg. 207. 

Siied and Olanifled Materials. -Dia- 
gram. It is usual to speak of screen-sized 
producta aa ‘sized’ material, and of water-sized 
products as * classified ’ material. The finest 
classified product, that is, the final overflow, 
contains a disproportionate amount of gangue, 
the coarsest product an equally dispropor- 
tionate amount of mineral (pp. 196, 296). 
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been prepared by crushing and 
by division into classes (Fig. 
207). If, as result, it be ‘ sized ’ 
material, then, from eacli class, 
size as a variable will have been 
eliminated, and density would 
be capable of coming freely 
into ])lay. The submission of 
such sized-material to the dis- 
criminating resistance of water, 
as in vertical rise and fall, would 
result in the separation of the 
mineral, in wliich event the 
double sequence of a preparatory 
sizing followed by classification, 
would have been effective. Or, 
jiresupposing a fine condition, 
if the material had been pre- 
pared by water-sizing, eacli class 
would consist of fine particles 
of mineral and relatively coarse 
particles of gangue, and a ready 
separation could be made by 
diametral sizing. The diametral 
sizmg of such fine material 
being, however, beyond the 
economic possibility of ordinary 
screening, the necessary sizing is 
effected by horizontally-moving 
films of water, that is, by “film- 
sizing,*’ friction with the surface 
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over wliicli flow takes place being the discriminating resistance (p. 257). 
The double sequence with ‘classified’ material will accordingly be: 



Scheme of Comminution, Sizing, and Water Conwntration at the Bunker Hill 
urinfl^ ISaho.— Flow-Bheet. The ore at this mine contains about 10 per cent of argen- 
tiferous lead* the ore-mineral being galena, and the gangue containing a good deal of 
siderite and pyritc, in addition to lighter material. This flow-sheot shows veiy well 
the relation of breaking, crushing, and grinding, as well as that of coarse concentration, 
fine concentration, and slime concentration, this last being represented by flotation. 
The sizing appliances, trommels, rotating screens, drag classifiers, and finally spitz- 
hasten, are also shown in their place (pp. 297, 378, 646). 

Mowed by film-sizing, that is to say, a sequence the 
reverse of that previously quoted. 

Material which allows itself to be screened is relatively waise, and the 
operations for its beneficiation constitute Coarse Concentration (.^g. 208) , 
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such operations are characterised by vertical movement of the water. 
Classified material, on the other hand, connotes Fine Concentration, the 
operations of which are characterized by flowing or roughly horizontal move- 
ment. Beyond that again, the endeavour to concentrate the very finest 
material is Slime Concentration, this being also conducted horizontally. 


COARSE CONCENTRATION: VERTK^AL-CURRENT 
(W(!ENTRATORS 


Jkjs 

In the coarse concentration of crushed material, practically the only 
appliance is the jig, a machine wherein the material is submitted to vertical 



• Hand Jig. — Diagrammatic C^8s*s(*ction. The diagram shows mineral particles 
below and gangue particles above (p. 298). 

movements of water (Figs. 222, 223, 225-227). The design and operation 
of this appliance are well illustrated by the hand jig. 

Hand This jig consists of a tank or hutch containing water, in 
which an ore-box with a sieve for bottom is moved up and down 
(Fig. 209). The ore-box is, say, 15 in. wide by 24 in. long and 12 in. 
deep, though exceptionally, as at Joplin, its dimensions may be as much 
as 24 in. by 60 in. hy 10 in. Having uprights at each end and a cross-piece 
joining them, this box is attach^ to a pole by means of an eye-bolt 
which loosely engages a hook passing through the pole. The pole itself is 
16 — 20 ft. long, the greater portion of this length being on the other side 
of a support over which the pole rocks. The operator, standing at the far 
end of the pole, raises and lowers the box at a rate and with a movement 
suitable to the material being jigged. In detail, this movement consists of 


WATER CONCENTRATION 2» 

a quick downward movement into the water, foUowed, aiter a short pause, 
by a slower upward return. The amplitude of this movement is generally 
somewhat more than an inch, and the frequency about 80 strokes per 
minute. The material submitted has generally been hand-broken to about 
an inch-ring and closely sized, the finest material being laid aside as not 
j)crmitting a return commensurate with the effort demanded. For 
material of an inch or so, the sieve at the bottom of the ore-box would 



Fig. 210. 

Hand — Photograph {M. <£• /S.P., Feb. 1, 1910). The front or free aide of the 
hutch is shown. This jig at Joplin is so large, 2 foot by 6 feet, that it takes one 
operator to attend to the ore-box, while another, who is out of the picture, works the > 
jig pole. An imposing equipment of these hand jigs is shown (p. 300). 

have an aperture of about \ in. ; for half-inch material, an aperture of 
about ^ in., and so on. 

The procedure is as follows : a charge having been placed in the box, 
the jig is worked until stratification has brought the gangue to the top, 
the mineral having forced its way below. The gangue is then scraped oA 
In its place a further amount of ore, or ** feed,” is added, and the operatioiL 
repeated till the collected mineral so disturbs the balance of the machine 
that it is no longer easy to continue. The clean mineral is then ta ken 
out and the work continued on an entirely fresh charge. 

It is seen that the operation produces clean mineral and impoverished 
gangue; the former is described as the ''concentrate”and the latter as the 
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“ tailing.” In addition to these two prmlucts, an amount of fine material, 
present partly by reason of imj)erfect sizing, partly as the result of attri- 
tion arising in the movement, jiasses through the sieve and collects in the 
hutch ; this third product is known as “hutch-work.” Perhaps, also, after 
scraping of! the tailing, it has been possible to remove an intermediate 
layer which was neither clean mineral nor poor tailing, and to set it 
aside for further treatment; such a product would be described as a 
“ middling.” 

Doing tlie work described, the hand jig of small size might treat one 
and a half tons per shift, and that of large size 10 — 15 tons. To render 
these figures of capacity comparable with those obtained with mechanical 
jigs, described later, they are best converted into tons per square foot of 
sieve area per day of 24 hours, in which terms hand jigs have a capacity 
of about 2 tons. 

Though the capacity is limited, hand jigging is very useful in the early 
stages of a mine’s existence, useful also in beneficiating small and uncer- 
tain ore-bodies, and in testing development rock. It needs very little 
water, the only losses of water being that due to splashing and that 
carried away as moisture in the products. It is, however, only applicable 
to simple ores, since it makes only a one-mineral separation, that is to say, 
it separates only one mineral at a time. Hand jigging is at present in 
considerable use in the Joplin district, Missouri, for zinc ; in Bolivia for 
wolframite and tin ; and at other scattered places (Fig. 210). 

The Water Action in J i^ging . — When the ore-box descends, the water 
rushing through the sieve lifts the bed of material, forcing the par- 
ticles each to its position under the hindered circumstance of a crowded 
assembly. This upward movement of the water is the “ pulsion stroke.” 
In response to it, if the material has been suitably sized, that is, if the 
ratio of the diameter of the largest particle of gangue to that of the 
smallest particle of mineral is within that between the respective densities 
each diminished by 1-5—the effect of the hindered circumstance being 
virtually to increase the density of the medium in which the particles 
move, making it 1-5 instead of unity— and if the stroke has been properly 
proportioned, all the gangue particles, even the largest of them, will be 
above the mineral particles, even the smallest (Fig. 211). 

Immediately following, or after a slight pause, comes the downward or 
“ suction stroke ” of the water as the ore-box is raised, the particles then 
falling in a descending current. In such a current the discriminating 
resistance of the medium being weakened, or, it may be, reversed, there 
* will be a tendency — ^not necessarily an overriding tendency— to carry the 
gangue rapidly downwards and thereby to undo the good work done on 
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the pulsion stroke ; hence the slight pause to allow fall to begin in still 
water. Accordingly, with closely-sized material, the suction stroke is 
made slowly, the pulsion stroke, on the 

other hand, smartly. A further dis- ^ 

advantage of strong suction with such 
material, is that it compacts the bed, 
whereas for quick separation a loose 
bed wherein the particles may quickly 
take up their proper positions, is 
desirable. 

Supposing, however, the sizing had 
not been close but had largely exceeded 
the ratio mentioned, a strong suction 
stroke would draw fine particles of 
mineral do^^^l through the interstices 
between the larger particles, before 
these had locked themselves to bar the 
passage ; the equal-falling non-metalli- 
ferous associates of these fine particles 
would, by their greater size and late 
arrival, be prevented from making the 
same downward movement. In this 
way a true and useful sizing effect results 
from the suction stroke. It should be 
remarked, however, that if it be con- 
sidered that, at the end of the pulsion 
stroke, fall begins in still water, the dense 
particle, whatever its small size, would 
drop quicker than the less dense particle, 
since, at the momentary beginning of 
fall, density alone counts (Fig. 163). 

It is obvious from the above con- 
siderations that by proper manipulation 
of the suction stroke the possibilities 
of jigging maybe substantially increased, 
and that strong suction or weak suction 
may make all the difference. Of these 
possibilities use is made in mechanical 
jigging. “ Strong suction ” obtains when 
aU the water which passes up through 
the bed during the pulsion stroke— or an equivalent amount of water- 
passes down through the bed again on the suction stroke. This position 
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Jigging. — Diagram illustrating 
the effect of the pidsion stroke. 

I. When the size-relation between 
the smallest particle of mineral of 
diameter 1 ), and the largest diameter 
of the gangue D has been within 
that demanded by hindered condi- 
tions, that is, when 

J) X - 1*5 
-1*5 

II. When such close sizing has 
been exceeded, that is, when 

D . - D5 

- 1 ' 6 ‘ 

The small particles of mineral 
shown up among the gangue particles 
would be such as could subsequently 
be pulled down by strong suction 
(p. 300). 
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can be conceived by assuming the sides of the ore-box to project so far’ 
above the water in the hutch, that none of the water passing up through 
the bed can overflow into the hutch. Starting to jig under such condi- 
tions the particles on the bed would behave as valves, opening to let the 
water pass upwards during the pulsion stroke, but closing to hinder the 
return movement downward. This would continue until the water 
pumped in this way above the bed, reached such a level that under its 
pressure the leakage downwards through the bed was equal to the amount 
passing upwards. 

The condition of “ mild suction,*’ on the other hand, obtains when 
a portion of the water, say one-half that which passes up through the 
bed i>n the pulsion stroke, overflows into the hutch, leaving but the re- 
maining half to descend. This condition keeps the bed loose and favourable 
for jigging. It is that chiefly used in jigging sized-material. 

Finally, when none of the water which passes upwards during the 
pulsion stroke returns during the suction stroke, the condition of 
** pulsation ” without suction obtains, a condition reached in the Pulsator 
Classifier, in which, as already de.scribcd, intermittent pulses of water pass 
upward, the water being at rest during the intervening intervals. 

Mechanical Jigs 

Mechanical jigs may be divided into : plunger jigs, with a fixed sieve, 
such os the Harz jig and the Joplin jig ; tray jigs, with a moving sieve, 
such as the Hancock jig ; pulsator jigs with water impulses, such as the 
Richards jig ; and paddle jigs, such as the Neill jig. 

The Plunger- Jig Cell-— In this cell an ore-box, of width 18 in. to 24 in., 
of length 24 in. to 48 in., and of depth 6 in. to 8 in., is fixed in one longi- 
tudinal half or compartment of a hutch, in the other half of which a 
plunger moves up and down (Fig. 212), These two compartments are 
separated by a centre-board which continues below the sieve to a depth 
equal to about half the sieve width, sufificient to secure an even arrival 
of the water impulses at the sieve. The bottom of this hutch is generally 
inclined from the plunger compartment to the jigging compartment, to 
facilitate the collection and discharge of the hutch-work in front ; below 
the centre-board the water passage must be sufficient to pass freely all 
the water set in movement, that is to say, it should have an area not 
less than that of the plunger. A pyramidal bottom is sometimes seen, 
and, more rarely, a semicircular bottom. 

The plunger itself is generally rectangular in shape and of similar area 
to the ore-box. It fits loosely in fts compartment, this looseness minimizing 
friction, wear, and water-shock; and receives its movement from an 
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eccentric upon an overhead shaft. When this eccentric is of normal 
design, as it usually is, it does not difierentiate between the pulsion and 



Plunger Jig. — Diagrammatic Sections of a Single Cell. These sections illustrate 
a gate discliargc for the concentrate, and the overflow discharge of the tailing (p. 302). 


the suction strokes (Fig. 213), but 
when of differential design, a 
usefid difference between these 
two strokes is made (Fig. 214). 
Or, its harmonic motion may be 
conveyed to the plunger through 
differential lever-mechanism (Fig. 
216). Usually, however, any 
difference between the strokes is 
obtained by water adjustment, 
differential mechanisms having 
the disadvantage of complication. 

The sieve obviously plays an 
important part in the projwr func- 
tioning of the jig. For small sizes 
it is of woven wire, for middle 
sizes of punched sheet, for larger 
sizes of barred grates. Woven 
wire, being weak, is held between 
an upper and a lower grate to 
prevent sagging, being attached to 



Plunger-Jig Cell; Normal DesigiL 

— Oom-sectioD. Plunger actuated by an 
ordinary eccentiio. Gate disohaige, hutch 
discharge, and dear-water launder are 
shown. Simple inolmed bottom (p 803). 
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the latter ; both these grates have their bars widely spaced, so as not to 
restrict the water-way (Figs. 213, 214). Punched sieves are generally of 
stiff plate, needing only a grate beneath ; the holes arc generally round, 
if slotted, the length of the slots is placed across the stream ; steel is 
generally the material employed, but, w^here the water is acid or contains 
copper in solution the y)late is of copper or brass. Barred grates are 
generally of cast iron, and need no extra grate in support ; they are placed 

with the bars across the stream ; 
with them the water-way is less than 
with punched i)late of the same aper- 
ture, but, on the other hand, they are 


Fio. 215. 

Plunger-Jig Cell ; Pulsation Stroke.—Cross-section (Fig. 214). The upward 
movement of tlio plunger is made by a cam working against a spring. During this 
movement, valves on the sides of the plunger 0 })en to let the plunger slip through the 
water, to whicli consequently no suction stroke is conveyed. The pulsion stroke, on 
the other hand, is made smartly by the spring, the valves closing immediately. 
The sieve hero sits upon a ‘ grate,’ and this in turn upon a ‘ rest.’ The gate is 
seen to be a hooded shield leading to the discharge. The hutch discharge is through a 
‘ molasses ’ spigot (p. 303). 

Plunger-Jig Cell; Differential Stroke.— Cross section (Fig. 215). Difference 
between the two strokes obtained by levers and links. Gate-discharge into a stay- 
box to diminish the amount of water discharged with the concentrate. Rounded 
bottom (pp. 303, 309, 313). (Coramans, Proc, Inst, Civil Eng. Vol. CXVL, 1893-94.) 

cheaper and more easily cleaned. Whatever the sieve, there is a tendency 
for it to become blinded by particles which have become pulled down 
and fixed in the apertures by the suction stroke. Sieves, accordingly, 
require regular cleaning ; barred grates are easiest cleaned, wire sieves 
are cleaned with difficulty. 

Above the sieve and generally in the middle of the free side of the 
ore-box, is a gate or cup through which concentrate may be discharged. 
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Fhis gate consists of a semi-cylindrical shield guarding an otherwise op^ 
lischarge, in such a manner that the only passage to the discharge is 
under the gate (Figs. 212-216). The concentrate collecting on the bed 
sloses the passage to the gangue, the weight of which in the column out- 
side the gate forces the concentrate to rise within the gate, discharge 
being within the height of this rise. The concentrate accordingly creeps 
imder the gate, some being discharged at each pulsion stroke, while the 
gangue passes on with the stream to be dis- 
charged over a lip at the end. A similar 
?ate is sometimes arranged over a central 
pipe, down through which the concentrate 
passes instead of being discharged at the side 
[Figs. 216, 217). 

From the standard cell described there 
ire many variations, most of these being 
lesigned to secure a more even pulsation, 
connoting a more even bed and 
better work. In the Joust jig, 
for instance, considerably used at 
Joplin, there are two plungers, one 
on each side of a central ore-box of 
very large dimension, these plungers 
having a combined area somewhat 
greater than that of the sieve (Fig. 

217). The Hodge jig, on the other 
hand, has a central plunger with an 
ore-box on either side, each of these 
ore-boxes having half the width of 
the plunger (Fig. 218). In the Par- 
sons jig, formerly considerably used 
in the Missouri lead belt, a hori- 
zontal plunger works in a sleeve 
piercing the wall common to two jig 
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Plunger-jig Cell ; Pipe Discharge.— 

Cro 88 - 80 ction. In this illustration, gate 
discharge is replaced by pipe discharge. 
The lower end of this pipe is only kept 
so much open that the amount of concen- 
trate discharged is equal to that arriving, 
and the bed, in consequence, is main- 
tained at constant depth. The opening of 
the hutch discharge is effected by a 
handle on top. Double-sloping bottom 
(p. 305). (Commans, Proc, Inti. Civil 
Eng. Vol. CXVL 1893-94.) 


cells in series, serving them both, and fitting its sleeve so closely that a 
sufficient pulsation is obtained with an area only one-third that of the ore- 
box (Fig. 219). In the Doubledee jig the plunger is in the same compart- 
ment as the ore-box, and below it, the rod by which it is worked passing 
up through the ore bed, a sleeve attached to the sieve keeping this bed 
intact ; with such a close and direct association of plunger and sieve, a 
diminished stroke has been found sujEcient, and a very even bed results 
(Fig. 220). In the plunger of the Overstrom jig are flap valves which, 
on its upward movement, open to allow Ihe plunger to slip through 
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the water without causing suction ; this jig, accordingly, works with a 
pulsion stroke only. With the Woodbury jig, the two compartments of 
the cell, plunger and ore-box, are not disposed across the flow but along 



Fia. 217. — The Joust Jif' (p. 305). Fig. 218.~Tho Hodge Jig (p. .305). 



Fki. 219.- The Parsong Jig— Two wlls in senes (p. 305). 



Fig, 220.— The Doublodee Jig (p. 305). Fio: 221.— The Woodbury Jig (p. 306). 

it ; the plunger compartment is then at the head of the jig and the pulsation ‘ 
wave moves with the flow, suffering no such transverse deflection as con- 
ceivably happens with the normal plunger-cell (Figs. 221, 228). 

To make good the water which passes away with the products, and, 
when the material is not* water-borne, to provide sufficient water to 
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tAwy it forwaid, wa^b ha» to be suppM ; it » umially added in the 
plunger compartment. If, then, there be no discharge from the huteh, 
this added water must pass upward through the bed, reinforcing the pulsion, 
and working against the suction stroke. If, however, there be. a con- 
tinuous discharge of concentrate from the hutch, tlie added water may 
be only sufficient to effect that discharge, and the two strokes will be un- 
affected. Finally, where the hutch discharge takes with it more water than 
the water added, some of the water entering with the feed will have to 
come down through the bed, and the suction stroke will be reinforced. 

Methods of Jigging. —The different effects obtainable by manipulating 
the suction stroke permit two methods of jigging, namely : “ jigging over 
the sieve,” when, with mild suction, the concentrate is formed upon the 
sieve ; and “ jigging through the sieve,” when, with stnmg suction, the 
mineral is pulled down through an artificial bed of larger material, and 
then through the sieve into the hutch below. The first method, having 
‘originated in Germany, is known as the ^lerman method. The second, a 
modification introduced when finer material came U) be treated, is known 
as the English method. With the German method three products in- 
evitably result, a concentrate, a tailing, and the hutch-work ; the sieve 
aperture being a little smaller than the smallest mineral present, the 
particular ap])lication of this method is with coarse material, or otherwise 
the sieve aperture would be too small for an adequate passage of water. 
With the English method there arc, as a rule, only two products, the 
hutch concentrate— which of necessity includes the hutch-work, and is 
consequently not quite so clean and the tailing ; since the artificial bed 
constitutes the necessary bar to the descent of gangue, the sieve aj)erture 
may be, and is, larger than the mineral in the ore treated ; this method, 
accordingly, is particularly applicable to fine material 

Originally, plunger jigs handled only coarse material, and the ’con- 
centrate was formed and drawn off over the sieve, through the gate. 
Below the gate and upon the sieve, a sufficient depth of concentrate 
collects to form a natural bed, the office of which is to keep the gangue, 
and particularly the fine gangue, from getting into the hutch. The depth 
of this bed is generally about 2 — 3 in., being deeper for fine material, 
for poor material, and for complex material, it being otherwise not 
possible to obtain a clean concentrate from materials of these descrip- 
tions. Too deep a bed is, however, a mistake, since more power is 
consumed in raising it, and more mineral is rendered unsavable by the 
resulting attrition. With easy material, shallow beds are accordingly 
used. Even with closely-sixed material, a certain amount of hutch-work 
is always formed, the fine material resultiiig from attrition and that 



308 


^ ORE-DRESSING 


CHAP. 


present from imperfect sizing, creeping down in eddies and backwaters. 
The two main products, however, are a clean gate-concentrate and a 
clean tailing. 

To-day, however, with the plunger jig the English method is also 
widely employed, especially with fine classified -material but also with 
sized material up to about 8 mm. Using this method, the sieve aperture 
is a shade larger than the coarsest particles of the feed, the gangue 
being prevented from passing these apertures by an artificial bed of 
material of greater density than the gangue and of greater size than the 
sieve aperture. There is obviously needless consumption of power if the 
bed material is of unnecessarily great density ; usually it consists of larger 
pieces of the same mineral as that being saved, these larger pieces 
being generally taken from one or other of the coarser jigs. Generally 
this bed is about 2^ in. deep for coarse material, and in. for fine 
material, these depths being a little greater than with the German method 
of jigging, since with that method the grate itself serves as an additional 
barrier to the downward passage of the gangue. On the other hand, 
jigging through the sieve tends to keep the bed even, since discharge of 
the concentrate takes place over the whole area of the sieve, and not at 
one place only as with the gate discharge. 

It being possible by this method of jigging to save fine mineral, the 
range of size possessed by the material undergoing treatment is many times 
greater than when employing the German method. With this wide range, 
which experience shows may be roughly five times the ratio of the densities 

diminished by 1-5, i.e, 5 ^ this methdft of jigging is particularly 

Vd ~ 1 *5' 

suited to classified material, treating which it gives a reasonably clean 
hutch-concentrate and a clean tailing. 

Using the method proper under the particular circumstance, the 
plunger jig is capable of treating material as coarse as 2 in., while when 
treating material 1 mm. in average size it can save mineral as small as 
120 mesh. The number of strokes and the amplitude of the stroke must 
be suitable to the particular size, the number varying from 100 to 300, and 
the am[)litude from 2 in. to J in. Exceptionally, at Anaconda, Montana, 
where 2 in. material is jigged, the stroke is as much as 5 in. ’For 
1 in. material the normal stroke is about 2 in. 

The amount of added water participating in this work is generally 
about 2 — 5 tons per cell per ton of ore, the precise amount depending 
upon the method of jigging, and upon tl ' amount of water entering with 
the feed. Coarse feed, for instance, is generally fed relatively dry, and to 
secure progression of the pr(K’«cts to their respective discharges, water 
must be added in the jig itself. When jigging through the sieve, the 
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spigot discharge at the bottom of the hutch is often kept open, though 
the actual passage is restricted ; when only opened intermittently less 
water is consumed. When discharging the concentrate over the sieve the 
gate is always open, but discharge only takes place on the pulsion stroke, 
and the discharge lip is kept as high as possible. The same necessity 
to minimize the consumption of water places the lip of the tailing 
discharge at as high a level as is consistent with free discharge. Ex- 
ceptionally, and more particularly with fine material, the discharge of 
the water is stayed in an attached box (Fig. 215). 


Complete Jigs and Jigging Systems 

Despite their importance, the greatest variations in jig design and 
practice are not in the disposition of the organs which go to make a 
single cell, but in the assembly of the cells together in series to make 
a complete jig, and in the relation of such complete jigs to one 
another, this latter relation constituting what might be called “jigging 
system.” Wliere all the mineral has been released by crushing, it is 
conceivable that within given size-limits complete separation could be 
effected in a single cell. That being rarely, if ever, the cose, cells have 
to be assembled in series, the number thus put together depending upon 
the number and difficulty of the separations to be made. It is usual to 
describe these assemblies as ‘jigs,’ though generally it is the jigging 
system which is meant. So defined, two plunger jigs merit special descrip- 
tion, viz. the Harz jig and ihe Joplin jig. 

The Harz With the Harz jig the material to be treated is pre- 
pared by close sizing, the coarser material by screening and the finer by 
' classification (Fig. 222). With the coarser material the German method 
of jigging ‘ over the sieve ’ is employed, and with the finer material the 
English method of jigging ‘ through the sieve,’ the dividing line being 
at about 8 mm. On the coarse side, material about IJ in., and on the 
fine side, sandy material of about 50 mesh, are the extreme sizes. Ex- 
ceptionally, material as large as 2 in. is jigged, at the Anaconda mine, 
for instance, while on the fine side, recoveries of mineral as fine as 120 
mesh may be made when such mineral has passed into the jig with 
coarser material. The necessary preparation of the material consists in 
sizing it very closely, the sieve ratio throughout being generally less than 
2. In that way many separate jigs go to make the complete system, 
this system often comprising coarse jigs, intermediate jigs, fine jigs, sand 
jigs, and middling jigs, each having a proper number of cells (Fig. 223). 
Accordingly, Harz jigging represents “ class concentration ” (p. 313). 
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From Mine 



Han ligi at the Van Roi, Slooan, British Coliimbia.~>Flow>8heet of Coarse 
Concentration Plant. Ore contains galena and blende, together with siderite, pyrite, 
quartz, and slate ; it assays about 6 per cent of lead, 10 per cent of zinc, and 15 oz. 
of silver. The galena concentrate assays 65 to 70 per cent lead ; the blende con- 
centrate 46 per cent zinc. The percentage recoveiy of the whole plant, fine 
concentration included, is 80 to 85 per cent of the lead, 40 to 60 per cent of the zinc, and 
roughly 80 per cent of the silver. 

The three coarse jigs make the cleanest tailing and are responsible for about 70 
per cent of the total tailing. The classifier jigs and the remaining trommebiigij^ 
account for 20 per cent of the tailing ; and the fine-cono^tration plant ( Wilfley Tables) 
for the remaining 10 per cent. It is interesting to note that all the four rolls are of the 
tame size, 36' x 12* ^p. 242, 298, 309, 311, 378). (B. <Cr Mar. 11, 1916, p, 46K) 



vm 311 

As already stated, the number of cells depends upon the number and 
difficulty of the separations to be made. In the amplest case, with only 
one mineral to be separated and the ore coarsely aggmgated, it will be 
found that two cells in series are sufficient, a concentrate being recovered 
from the first, a middling from the second, this latter cell at the same time 
discarding the final tailing (Fig. 224) ; but, where the mineral is fine, 


Mill Ore Din 
•30 mm. 



Fia. 223. 


« Coarse Concentration at Bunker Hill» Idaho.— Flow sheet. A modified Han 
System, four sizes of material being jigged. The coarse jig is a roughing jig separating 
a middling product to be rccrushed, and discarding a final tailing. The other jigs all 
separate clean concentrate, a middling to be returned, and a fin^ tailing. The block 
figures represent the numbers of the several machines in a unit plant treating fiOO 
tong per day (pp. 298, 309). 

three cells might be necessary even to make a one-mineral separation. 
With complex ores having two minerals to be separated, four cells are 
usually necessary, two to separate the respective minerals, and two for the 
middling products, leaving a tailing^ to be discarded. With fine complex 
material, five cells are common practice (Fig. 222). 

Whatever the number of cells, each complete jig maintains a constant 
aperture throughout, and also a constant number of strokes. Bach ceU^ 
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Fio. 224. 

Tw(HmU Hftrz Jig. — CIcneral View. This illustration shows two gak* dis- 
chargee, one for each coll, and the final tailing discharge (p. fill). 


From Mina 



Conoeatration al the Central Mine, Broken 1918.— Flow sheet. 

In thif scheme, jigs, tables, and vanners, effect a water separation, to which is added 
a treatment by flotation, the floated concentrate in turn ^ing water-concentrated 
separate zinc from lead. Excluding the load in the zinc concentrate and the zinc 
the lead concentrate the recoveries were : lead 77*6 per cent, zinc 85'6 per cent, and 
silver 49*2 per cent Of recent years this scheme has been altered, the jigs being 
retained but not the tables or vanners, ahead of the flotation plant (p. 314). 
(Fig. 315.) (Harvey, Trans, LM,M„ Kov. 1918.) 
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however, haa its own independent and adjustable water-service, while 
sometimes the amplitude of its stroke is capable of adjustment. In 
addition, the depth of the bed is under control by the operator, who can 
add to it or take from it as appearances indicate. 

Working with such closely-sized material, the concentrates produced 
by these jigs are clean, but the multiplicity of sizing appliances and the 
great number of jigs, make the Harz system relatively expensive in screens, 
power, and labour. The capacity is generally about two tons per sq. ft. 
of total sieve area per day for a four-cell jig ; it is greater for coarse 
material than for fine, and greater per unit of sieve area where the number 
of cells is less. The amount of water required is generally about five tons 
per cell for every ton treated, so that a four-cell jig would require about 
twenty tons of water per ton of ore. To minimize the consumption of 
water, progression and eventual discharge of the tailing is assisted by a 
^adient towards discharge ; with coarse material the drop between two 
adjoining cells is generally 2 — 3 in. ; with finer material a smaller 
drop suffices, and with sandy material one inch, more or less. The dis- 
charge of such sandy material is sometimes into a stay box through a slit 
in the end, this slit being an inch or so below the level of the water 
overflow ; the water is thereby stayed, and unnecessary flow prevented 
(Fig. 215). 

Practice in the Harz system is illustrated by the following 
representative statements : 

At Clausthal the details of the separate jigs working on a lead -zinc ore 
were as follows : ^ — 


Nature of 
Material. 

Size of Material. 

Size Aperture. 

Stro 

No. per 
Mioutc. 

kes. 

Length. 

Mettiod of 
Jigging. 


mm. 

mm. 




Sized 

22 -16 

4 

120 

40 

German 


16 -11 

4 

140 

30 

91 


11-8 

2 

160 

30 

„ 


8 - 5-6) 


180 

25 

English 


6 e- 4 i 

4-3 

200 

20 

19 

99 

4 - 2-8j 


220 

15 


99 

2 9- 2 \ 

2 - Ml 

3-2 

240 

260 

13 

8 

99 

Classified 

Sand No. 1 ) 


280 

5 

99 


„ N 0 . 2 I 

1 

300 

5 

99 


„ No.3f 

1 

300 

6 

99 


„ No. 4/ 

1 

300 

5 

1 

99 

1 


^ Heriot, E. di M.J.f September 11, 1915, p. 426. 
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At Halkyn, North Wales, treating a lead-zinc ore and using the English 
method entirely : 


Jip 

Nuiurc of 





strokes. 



Bed 

SIxo of 

Size of 







No.* 


Mutcrial. 

AiK'rturf'. 

No. 


Lrntfth In oils. 


from 







■ — 


JiK No. 






1 



♦ 



mm. 

mm. 


mm. 

min. 

nnn. 

mm. 


1 

Sized 

8-5 

8-5 

182 

28 

14 

25 

19 


2 

M 

5 .T 

5-5 

1 186 i 

26 

13 

19 

15 

1 

3 

M 

32 

3-5 

186 j 

' 25 

14 

23 

10 

2 

4 

Clawfilied 

2 

2-6 

230 

; 20 

15 

17 

11 

3 

5 



2-5 

230 

10 

‘ 11 

14 

14 

3 

0 



20 

210 

6 

1 6 

i 

1 

10 

12 

3 


At Broken Hill, the May jig, a type of Harz jig, separates a lead con- 
f ram Breaker cciitrate from a zinc middling in a three-cell primary 

I f^his middling, where the ore is fine-grained, being 

crushed for table and flotation concentration ; but, 
Op where the ore is coarse, for further treatment m a 

secondary five-cell jig making some lead concentrate, a 
middling for regrinding, and a quartz tailing. The 
heavy nature of the gangue prevents a zinc concentrate 
from being obtained by jigging (Fig. 225 ). 


Rougher 
Jig 
9 ms 


^ The Joplin Jig.^ 

r I I OOOhataRoll wvvxi. r r 

I With the Joplm ]ig 

Rougher the practice is entirely 

different from that 

just described. The 

& coarsely -crushed ore 

is fed unsized to jigs 
which make a rough 
concentrate or mid- 
dling, this in turn 
passing to other jigs 
which make a clean 
concentrate. Stand- 

Fig. 226. • j 

ard practice m the 

Joplin Two-Jig Sy^.--Flow.8heet. The ore carries ^jgtrict is as 

about 6 per cent of Kinc and a smaller percentage of lead ^ i , l j i. 

in a chert and dolomite gangue (pp. 315, 379, 647). lOUows : Urusned to 

pass a f-in. screen, the 

whole nmterial, assaying about 4 per cent of anc, goes first of all to a jig 
which discards final tailing while separating an enriched product assaying 


Cleaner Jig 
7 ms 


Fig. 226. 
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about 18 per cent for treatment on the next jig (Pig. 226). This first jig is 
hence described as a ‘‘ rougher jig.” It consists of five, six, or seven cells in 
series, the sieve aperture being about J in. throughout. This large number 
of cells is necessary to ensure a clean tailing; the opiJortunity must be given 
again and again if the fine mineral is to be saved. The plunger stroke, 
generally of about | in. amplitude, is made about a hundr^ times a 
minute. There being much fine mineral to separate, jigging through the 
sieve is practised, mineral and middling being drawn by a strong suction- 
stroke into the hutch, whence they are discharged as a single product, 
usually through open spigots. Clean mineral coarser than the sieve 
aperture remains above the sieve to form the necessary bed in the 
earlier cells ; should it be more than sufficient for this purpose, the surplus ^ 
is drawn off as a gate concentrate, or otherwise by remaining on the 
bed until worn small enough to pass there would be undue loss by 
• attrition. In the later cells some middling may similarly be drawn off 
above the sieve, to be reground and then retreated. 

The hutch-work separated by the rougher jig, in turn passes to the 
“ cleaner jig,” which is set to produce clean concentrate, assaying about 
45 per cent, middling, and a further increment of clean tailing. With 
most of the coarse material already removed, the stroke in this cleaner 
jig is quicker and shorter, representative figures being 150 strokes per 
minute and J-in. amplitude. For the same reason the aperture of the 
sieve is smaller, being generally about in. On the other hand, with 
more careful work to perform, the cleaner jig has generally one more cell 
than the rougher jig. 

Usually one cleaner jig will take the product from two rougher jigs, 
since these discard about four-fifths of the material fed to them. The 
capacity of such a rougher jig is about 8 tons per sq. ft. of screen area 
per day ; that of the cleaner jig is substantially less, and about 3 tons. 
The capacity for a complete equipment on these lines is accordingly from 

4 to 5 tons per sq. ft. of total screen-area per day. 

Where lead is present in addition to zinc, a lead concentrate can 
generally be obtained from the first cell of both rougher and cleaner jigs, 
partly from above the sieve. 

Joplin jigs are essentially large jigs, the ore-box being generally 3 ft. 
by 4 ft., though, sometimes, as when the Joust cell is employed, 4 ft. by 

5 ft. With such dimensions the capacity of a rougher jig might very well 
be as much as 500 tons a day. The amount of water consumed per ton 
is much the same as with the Harz jig, perhaps a little less, but with so 
much ore passing, the work of the end cells is liable to be disturbed by 
the heavy flow, and devices for taking off much of this top water are 
some^mes employed. As the cleaner jig discards a proportion of t^li^ 
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Miiiilar to that discarded by the rougher jig, the concentrate finally obtained 
weighs only about 4 per cent of the ore treated. Joplin jigging, it is 
seen, was developed on low-grade ore. The system is not so refined as 
with Harz jigs, but the installation being simple and the operating costs 



Joidin Jigs at the Netta Hill, Oklahoma. - Flow-sheet. The ore contains 
about 8 per cent of galena and blende together. In addition to the jigging plant 
shown, there is a table plant for the fine sand and a dotation plant for the slime. The 
oapaoity of this mill is 1500 tons per day, from which the recovery is about 70 per cent, 
or better. The block figures denote the numbers of the respective appliances for 
the above tonnage. It is seen that there are two rougher jigs to one cleaner (pp. 
316, 647). 

not great, its adoption is warranted where the ore will not bear more 
refined treatment. 

Where the ore is of better value and in sufficient quantity, the system 
is extended to include, it may be, ‘middling jigs,* treating middling 
products from the cleaner jig, and * sand jigs * to treat the fine material 
resulting from regrinding (Fig. 227). Nowadays, also, in addition to the 
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recovery from jigs, i*e total recovery generally receives contributions 
from fine concentration and from slimes concentration, this latter being 
represented by flotation. On the other hand, where but the simplest 
equipment is justifiable or possible, a separation of clean concentrate may 
be made in a single jig. 

Representative details of the difierent jigs employed in the Joplin 
system are as follows : 



Strokes. 

Cells 

Sieve 


Number. 

Leuiith. 

Number 

Aperture. 

Rougher . . . . 1 

100 

|in. 

() 

i in. 

Cleaner I 

140 

i in. 

7 

I'a in. 

Sand I 

170 

iin. 

4 

in. 


The Joplin jig has not been widely employed, its use being more or less 
confined to the mines around Jojilin, Missouri, and to those in the Wisconsin* 



Fia. 228. 

Three-cell Woodbury Jig.— General View. In thiM jig the plunger and sieve 
compartments of the cell are along the jig, and not across it as in standard designs. 
The plimgor being relatively long, is supported and worked by two eccentrics. The 
shield which keeps the pulp from entering the plunger compartment is clearly seen 
(pp. 306, 318). 

held. These districts are, however, so large and important, that the 
foregoing separate description of the practice is justified. Joplin jigging 
represents roughing concentration.” 

Jigging without previous sizing or classification is also practised with 
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Woodbury jigs at Lake Superior. There the ore jigged is that which has 
been crushed to pass a J-in. screen ; it contains native copper. Ttree 
or four jig-cells go to make a series (Fig. 228). The first cell, using a 
lO-mesh sieve, is a classifying cell which separates slime, clean concentrate, 
and a hutch concentrate. Passing to the second cell with a 12-meBh 
screen, again two concentrates are made, the material passing on to the 
next cell, where, with a similar sieve, a middling is made, and, maybe, a 
tailing discarded. 



Fig. 229 . 


Hancock Cross and liongitudinal Sections (Allis Chalmers). The tray is 
seen covering five compartments, in the first two or three of which, concentrate collects, 
to bo discharged through holes or spigots at the bottom, while middling collects in the 
remaining compartments. From the end of the tray the tailing drops into the end 
compartment, the sandy portion being discharged l)elow, with little water, the slime 
being dischaigcd over a baffle, and the water overflowing through a hole in the side. 
In front of this last- mentioned hole is a gate, the height of which, and consequently 
the level of the water, can be regulated by slats. The ore arrives more or less dry, 
jigging being effected in water entered below the tray in the first three compart’ 
ments. 

On the tray are the cross slats W’hich maintain the depth of bed. This tray hangs 
from two cross-bars, which, at their ends and outside the box, are supported upon 
upright n^s rising from lovers beneath. As by a cam these levers are lifted, the crosst 
bars ore lifted also and the tray with them ; but the first of those two cross-bars being 
hold at either end by a link to a centre, cannot rise in a'straight line upwards unless 
that link be horizontal. In any other position of the link the cross-bar must swing 
forward as well as upward, the second cross-bar and the whole tray following. With 
the passage of the cam the lovers and the tray fall back by gravity, the main lever 
being brought up smartly against a stop (p. 318 ). 

The Moving-sieve Jigs , — The only representative of this type of any 
present importance is the Hancock jig— formerly others were in use, the 
Bilharz, for instance. In the Hancock jig the ore-box consists of a long 
tray, 20 ft. in length by 2 ft. 8 in. in width, closed at the feed end and 
open at the discharge (Fig. 229). For bottom it has a series of sieves, of 
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BxnaU’* aperture at the feed enc(, and of larger aperture at the discharge. 
This tray is suspended horizontally from upright side-rods (Fig. 230) in a 
large box or hutch, 26 ft. long, 4 ft. 2 in. wide, and 5 ft. 9 in. deep. By 
partitions rising from the bottom, this hutch is divided into five compart- 
ments under the tray, and a sixth or tailing compartment. The sieves in 
the tray have apertures to suit the respective products which it is de- 
sired shall be collected iii the compartments beneath. Beginning from the 
feed end, the aperture covering the first compartment is generally about 
3 mm. ; that over the second compartment, 4 mm. ; that over the third, 
partly 4 mm. and partly 9 mm., an aperture equal to that of the larger 



The Hancock Jig.— (General View (Allis Chalmers). The cross-bars from which 
the tray hangs, the link which causes the forward and backward movements, and the 
rods rising from the lever-arms, are clearly indicaUKi. The discharges from the com- 
partments arc also seen, the fifth compartment apparently having two discharges. 
There will be similar discharges on the other side of the box (p. 318). 

of the two sizing screens between which the feed was prepared ; and that 
over the fourth and fifth compartments about 6 mm., finishing again wiUi 
a narrow strip of 9 mm. Near the bottom of all these compartments are 
hutch discharges on each side, of which, as a rule, only those on one side 
are open at any one time, those on the other side being plugged. In the 
first three compartments water is added to the hutch under the tray, the 
ore arriving more or less dry. This water rising through the material 
collected on the tray overflows at the discharge end at such a level that 
the material is covered to a depth of about 3 or 4 in. In this ritoation 
the necessary jigging action is obtained from a cam below the box, which, 
through horizontal levers, raises the side-rods, these in turn raising the 
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tray, to let it fall again by gravity, the levers and with them the rods 
and tray being brought up smartly against a stop. To this up-and- 
down movement a to -and -fro component is added, by attaching 
the upper ends of the rods to links capable only of radial movement 
around a centre. The net result is that the tray makes a movement 
forward as it rises, and comes backward as it falls. By shifting the 
centre round which the link moves— this being possible along a slo1>— 
the two components of the complete movement, horizontal and vertical, 
may be varied, each from J in. to 2 in. ; when one is given its maximum 
the other will be roughly at its minimum. The horizontal movement 
gives progression along the tray, while the vertical movement produces 
stratification ; generally they are both about |— 1 in. The number of 
strokes is 180-^195 per minute ; too slow a stroke will not be effective 
m stratification; too quick a stroke will carry the material forward 
at too rapid a rate. 

The material fed to this machine is generally that which has passed 
a 9 mm. screen and been retained on a 2 mm.* screen. Arrived on the 
tray, stratification is quickly accomplished by the strong pulsion-stroke as 
the tray falls back, the suction stroke being weak by reason of the depth 
ol materval otv this pottiou oi the tray. The material which descends into 
the first three compartments is generally clean concentrate. With the 
bulk of the clean mineral thus separated, it remains to recover middling 
in the fourth and fifth compartments, and to discard a clean tailing. 
In order that descent of the middling may take place the bed may not 
contain large heavy mineral. To ensure this freedom from heavy mineral, 
and at the same time to prevent such mineral from passing on eventually 
to find itself with the middling, there is over the end of the third compart- 
ment a narrow strip with large aperture. With the bed thus relieved, 
the middling can descend. A second strip of large aperture at the end of 
the tray similarly ensures that no large particle of middling passes into 
the tailing. 

It is seen that the mineral in the ore itself forms the jig bed. To 
prevent this bed from creeping along the sieve, this latter is covered with 
a grating of coarse slats about 3 in. deep. Seeing that there is no 
provision for drawing off mineral above the sieve, nor any means of 
maintaining the bed regular in depth, this jig is only suited to the 
working of ores of low and regular grade. If more mineral arrives than 
is normal, the fourth compartment will probably deliver a concentrate, 
and its discharge on the concentrate side would be opened. If, on the 
other hand, less mineral were arriving, it might be necessary to shut the 
concentrate discharge of the third compartment, and open the discharge to 
the middling launder on the other side. Further, seeing that all the five 
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compartments are fully occupied in making simple concentrate and simple 
middling, this Hancock jig is not capable of making more than a one- 
mineral separation. 

It was designed and developed at the Moonta mine, South Australia, 
to treat a low-grade copper ore. From that beginning its use has 
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in 1916. Hancock jig followed by primary and secondary tables. Kx|KTiment« have 
since shown that lictter results are obtained when the material iiassing the 9 mm. 
screen but remaining on the 2 mm. screen— that is, material which in the above scheme 
goes to the jigs -is cnished by ball-mill and then returned to the 2 ram. screen, with 
which the ball-mill is in closed circuit ; with the jigs thus removed from the scheme, 
and the material ground liner, the increase in the amount of concentrate recovered from 
the tables is greater than the increase from the flotation plant (pp. 322, 376, 
479, 481). (Delano and Rabling, Trans. A.J.M.K., Aug. 1920.) 

extended considerably, and to-day, though threatened by finer grinding, fine 
concentration, and flotation, this jig is greatly employed on disseminated 
lead mines in Missouri, on copper mines in British Columbia, and elsewhere. 
Tried at Broken Hill it was not adopted, the May jig giving better results. 

Y 
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Its great recommendation is that it treats material of a much wider range 
of size than the Harz jig and thus renders unnecessary a great number 
of sizing appliances. It has, moreover, a very large capacity, a standard 
machine being capable of treating 500 tons a day, or about 10 tons per day 
per sq. ft. of sieve area. In doing this it consumes only about 5 h.p., 
which is only about one-sixth of that which would be required by an 
equivalent Harz-jig equipment. It occupies much less floor space, and 
consumes very much less water, the consumption of this commodity being 
normally only about 7 tons per ton of ore, and less when the tailing is 
discharged by drag belt or shovel wheel. As indicated above, it is not 
suitable for rich material, partly by reason of the lack of provision for re- 
moving concentrate above the sieve, but also because rich ore fluctuates 
m value and the necessary attention to the bed which such fluctuation 
demands, cannot be given readily ; the inside position of the tray and its 
constant movement make such attention awkward. For rich material the 
Harz jig is decidedly more suitable, the beds of the separate cells being 
more readily and conveniently adjusted to changing circumstance. With 
low-grade material, however, the concentrate given by the Hancock jig 
is comparable in quality with that which might be expected from the 
Harz jig. On the other hand, in the endeavour to obtain a reasonably 
clean tailing, a rather bulky middling-product is made, necessitating con- 
siderable regrinding and eventual fine concentration (Fig. 231). 

TJie Eidmrds Pulsator this jig the jigging action results from 

impulses of water issuing under pressure from a water service ; there is 
accordingly no suction stroke. These impulses are obtained by pla^’ing 
a rotating valve on the water service by the jig hutch. Such water 
impulses being difficult of uniform distribution over an area, the ore-box is 
very small and generally only about 6 in. square. The whole jig-cell 
is just a cast-iron ore-box with feed hopper on one side, tailing discharge-* 
lip on the other, gate discharge in front, and. pointed hutch below, this 
latter terminating in a spigot discharge (Fig. 232). Behind is the rotating 
valve with its driving pulley, and an air-vessel to avoid water-shock. 
The number of impulses given is generally about 200 per minute, the 
water being under a head of abojit 10 feet. Such a pressure makes a 
bed 4 — 5 in. deep, satisfactory. Rising through this bed, the water 
quickly stratifies the material, no suction stroke interfering. The material 
must be closely sized, but with such material the capacity of this jig is 
large, and expressed in terms of unit screen-area about 100 tons per 
square foot per day. As with plunger jigs, this pulsator jig may be 
assembled in series, two. or three cells generally mal^g the complete jig 
(Fig. 233), 
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In spite of obvious advantages of small space, low power* and low 
water-consumption, this jig has not obtained the favour wUch might have 



Richards Pulsator Jig Cell (Fig. 232).— Diagram. These cells are generally 
6 to 12 inches square (p. 322). 

Richards Pulsator Jig (Mg. 233).— General View of 'Phree Oils in Series. Open 
gates for the concentrate discharge, and plugged spigots through which any hutch- 
work may bo discharged, are seen (p. 322). 


been expected. It has been used with iron ores when, contrary to ex- 
pectation, a good deal of hutch-work resulted, apparently from fine 



The Neill Jig.— Section down the 
Stream. This oscillating-paddle jig is 
for placing in sluice bottoms to separate 
and withdraw fine black-sands, etc., from 
auriferous gravels, or fine concentrate 
hx)m stanniferous gravels (pp. 3^, 348). 


material falling between consecutive 
impulses. It was tried at Joplin', 
but did not there appear capable 
of adjusting itself to variations in 
the feed, the small bed having no 
steadying effect. 

The OscUhtirig^paddk J -The 
Neill jig of this type was designed 
for insertion into sluices to recover 
fine material escaping ordinary riffles 
and tables (Fig. 234). The water 
pulsation being obtained by a ver- 
tical paddle centrally disposed within 
the hutch, a plunger compartment 
is avoided, and practically the 
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whole of the jig is useful sieve-area. This paddle oscillates upon a hori- 
zontal axis lying in the plane of the sieve and across the direction 
of flow. The actual oscillation is communicated by a rod rising from 
this axis upward through a sleeve projecting above the level of the 
material in the sluice, the upper end of this rod being reciprocated by an 
eccentric. This jig has been used on dredges recovering gold and tin, 
these heavy materials passing down through a bed of cast-iron shot 
placed upon an S-mesh sieve. 

RSsume of Jigging . — The main headings under which the principles of 
mechanical jigging have been described may be assembled into the following 
statement : 


Meilwds of Jigging 

German method ; over the sieve. 

English method ; through the sieve. 

Types of Jig Cell 

Plunger- jig cell ; plunger impulse and fixed sieve. 

Tray-jig cell ; tray impulse and moving sieve. 

Pulsator-jig cell ; water impulse and fixed sieve. 

Paddle-jig cell ; paddle impulse and fixed sieve. 

Systems of Jigging 

Harz jig ; with close preparatory sizing. 

Hancock jig ; with wide preparatory sizing. 

Joplin jig ; without preparatory sizing. 

The Harz jig is preferable when the close separation of two minerals 
has to be effected, or a rich ore treated. The Joplin jig, though capable 
of recovering two minerals, is not used where a close separation is required, 
or where the ore is rich. The Hancock jig is preferred only where one 
mineral is present and the ore low in grade but large in quantity. 

Jigs connote coarse concentration ; they take up the work of separa- 
tion where hand-picking leaves it (Fig. 236). Like hand-picking they 
may make a clean concentrate, or discard a final tailing, or, as is more 
usual, they may accomplish both. Whereas, however, picking leaves the 
great bulk of the material to be sent to the mill for further comminution, 
with jigging the product needing further comminution should not be large, 
except the jig be used as a roughing appliance, that is, to make a bulky 
rough concentrate while discarding a worthless tailing. 

The concentrate which jigs ordinarily give is attractively-clean mineral, 
cleaner generally than concentrate from machines treating finer material, 
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though that good quality may be : 
than an attribute of the jig itself ; 
sometimes in obtaining this cleanli- 
ness much of the larger mineral 
is worn quite round, loss in fine 
abraded material thereby resulting. 
Ordinarily, also, the jig tailing is 
clean. Accordingly, it might very 
well happen that, for instance, a 
lead concentrate might assay as 
much as 75 per cent, and the tailing 
resulting from the same operation 
only 0*75 per cent. 

In respect to the part they 
play in the total recovery, jigs 
where employed are generally re- 
sponsible for the greater portion of 
that recovery, say, some three- 
quarters or more ; but where their 
major purpose is to classify rather 
than separate completely, the 
amount of concentrate coming 
directly from them is substantially 
smaller. Altogether, the jig to-day 
remains a very important appliance. 
It is employed with all ores when 
the grain is coarse enough ; notably, 
with silver ores at Cobalt, Ontario ; 
with copper ores at Anaconda, Mon- 
tana ; with lead ores in Missouri ; 
with zinc ores in Missouri and Wis- 
consin ; with lead-zinc ores in the 
Rhineland and Silesia, in Great 
Britain and elsewhere ; and with 
tin ores in Bolivia and South Africa. 

Bearing in mind, however, the 
ultimate exhaustion of the richer 
deposits, and the coming ascend- 
ancy of poorer and finer-grained 
ores, it seems likely that the jig 
has been more important in the ] 


a function of the mineral-grain 


From Mine 



Concentrate to Roaster and 
Magnetic Separator 

Fia. 2.35 


Water Concentration at Storey’s 
Creek, TaSniania. — Flow-shcot. The ore 
contains cossiterite and wolframite coarsely 
aggregated with some sulphides in a quart* 
zose and granitic gangue. In this scheme 
the close association of jigging and sorting 
is clearly illustrated. It was possible to 
pick out pieces of clean wolframite before 
the ore was crushed, while after crushing 
it was still possible to pick out clean pieces 
of valuable mineral from the concentrate 
obtained from the first jig. The line 
drawn here between jigs and tables is that 
the jigs treat sized-material and the tables 
treat classified - material. All the jigs 
discard a final tailing. Each of the four 
spigot products from the classifier is tabled 
separately ; the tabling of only the first 
spigot is shown (pp. 23, 324). (Chem. Eng. 
and Mining Review, Melbourne, Dec. 1917, 
abstracted M. Mag., May 1918.) 

than it will be in the future. 


Undoubtedly, at many individual mines it has been abandoned in 
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favour of a fine concentrator, one or other of the shaking tables. 
In the earlier days of the porphyry-copper mines, for instance, jigs 
were included in the concentration scheme, whereas, to-day their place 
is taken by roughing tables. At Mt. Bischoff in Tasmania, where 

formerly GO per cent of the tin output was obtained from jigs, 

to-day no jigs are working, tables having taken their place. Quite 
recently also, Hancock jigs, which not many years ago displaced plunger 
jigs on the Missouri lead-belt, have in turn given place to shaking 
tables. These changes in practice have largely been demanded by the 
diminished size of the mineral grain, but they have also been forced by the 
economic necessity of a better recovery only obtainable by finer grinding ; 
the ore in all the above instances was simple. Where the ore is complex, 
as with lead-zinc ores, concentration must begin before the more intimate 
mixing which often follows fine-crushing has supervened, and jigging is 
retained. It is retained also where, as at Joplin, friable marcasite and 

pyrite would foul the entire concentrate if none were removed by jigs. 

Similarly, with tin ores in Bolivia and elsewhere, the very clean concentrate 
necessary to diminish the otherwise heavy freight to smelters, is more 
readily obtained from material as coarse as possible, that is, by jigging. 

It is generally considered that jigs are not applicable when the mineral 
content is very low— say 1 per cent or less. Nevertheless, recently there 
has been some application of the Neill jig, to assist in the recovery of tin 
and gold from dredged and sluiced material containing still less mineral. 

Other Vertical-current Separators 

Willoughby Jig , — This jig so far has been used principally in Nigeria, 
to enrich low-grade alluvial tin-concentrate, bringing it to market value 
or thereabouts. In that country at times water is scarce. 

The appliance consists of a water-tower about 5 ft. high and 20 in. 
in diameter, communicating by a horizontal passage with the bottom of 
an ore-box about 18-in. square and 12-in. deep. The whole, that is, 
water-tower, ore-box, and communicating passage, is fixed in a water- 
tank about 6 ft. long and of 30 in. square section, in such a manner 
that the water, issuing from the tower through a bottom valve and 
passing up through the ore-box, may overflow into the tank, and from 
the tank be hand-pumped back into the tower again. In that way the 
water is used over and over again with little loss (Fig. 236). 

The operation is as follows : the crude concentrate, closely sized, is 
charged into the ore-box, the sieve of which is of suitably fine aperture, 
20 mesh, 30 mesh, or finer, to support all the material. The water- 
tower being full, the bottom valve is opened, permitting the water to 
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pafls out and up through the ore-bed, this gener^y taking five or ten 
minutes. That valve being now closed, another valve below the ore-box 
is opened, whereby the water remaining in the ore-box may drain into the 
tank outside, the capacity of this tank 
being such that the water in the tower 
does not fill it to the level of the sieve. 

During the upward rise of the 
water, the lighter mineral is brought to 
the top whence it may be scraped off, 
the operation being repeated until no 
more appears. The last stages of this 
removal are much facilitated by swirl- 
ing the water above the bed, this 
swirling motion bringing the light 
material to the centre. 

This machine, working intermit- 
tently, has only a low capacity, some 
2 tons or so per ten-hour shift, but handling an enriched material, great 
capacity is not required. 

Though particularly applicable to alluvial tin, which is granular, it 

may also be used on concentrate 
obtained from crushed ore, when fine 
hair sieves would probably be found 
more suitable. 


Tossing Tub or final 

operation to which tin concentrate 
obtained from the lode mines in Corn- 
wall is submitted to make it market- 
able or the more marketable, is known 
as “kieving.” In this operation a 
charge of about three-quarters of a 
ton of heavy concentrate is placed 
with water in a strong wooden tub or 
kieve, about 3 ft. in depth, 3 ft. in 
diameter across the top, and 6 in. 
less in diameter at the bottom, where, 
so far as possible, it is brought into 
suspension by vigorous stirring with a long-handled shovel or a mechanical 
paddle. When this * tossing ’ is complete, a matter of a few minutes, Hhe 
kieve is smartly rapped with a heavy bar or hammer while settlement or 
‘ packing ’ takes pl^. By this knock, which is given about 100 times 



Kieve. — Diagram. The clear in- 
ternal portion of the tossed and packed 
material is that which is relatively 
clean. The top layers can be removed 
by careftd scraping ; the central core 
into which much light material has 
been swirled, can be dug out; the 
outside skin around the sides and upon 
the bottom is left, because it contains 
impurities which did not come into 
suspension during tossing (p. 327). 



Willoughby Jig.— Diagram 
(p. 326). 
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per minute, the settlement of the lighter particles is delayed, while the 
settled heavier particles exert their greater density to work themselves 
deeper into the bed ; the result is that the top layer is of lower value. 
Removing it together with a central core, the desired clean concentrate 
may be dug out, care being taken to leave an inch or so of unclean 
material round the sides (Fig. 237). This operation, though simple, 
requires a good deal of experience to make it useful. Different concen- 
trates require separate and different treatment, some indeed demanding 
that the tub should be held inclined. It is invariably used in Corn- 
wall, where by its use the tin concentrate is raised from, say, 45 per 
cent of tin to G5 or 70 per cent ; or a wolfram concentrate is similarly 
enriched. On the Welsh zinc and lead mines the kieve serves a similar 
purpose. 

It is probable that kieving, which uses simple fall in water, is so 
successful in Cornwall because it is there largely applied to concentrates 
which, coming directly from appliances known as buddies, arc to a large 
extent sized products. 


FINE CONCENTRATION AND BLIME CONC^ENTRATION ; 
HORIZONTAL-CURRENT MACHINES 

As when describing comminuting machines, here also it would be in- 
convenient to reserve separate descriptions for sand machines and slime 
machines. Whether for one class or for the other, the material treated is 
essentially fine ; in addition, being almost invariably classified-material, 
the mineral particle is much smaller than the gangue particle. Tliat being 
BO, and the necessity now being a sizing action only possible by water 
streaming over a surface, practically all the fine separating machines 
use stream- or film-sizing. 

It has already been shown that the stream-sizing of classified material 
results in an upstream position for the mineral and a downstream position 
for the gangue (p. 257). Unless the previous classification— water-sizing in 
vertical currents— had been extraordinarily close, there would be, in addition 
to mineral and gangue particles of different size, particles of equal size. 
Considering these, it is obvious that by reason of the greater pressure of the 
mineral particle upon the bottom that particle would lie upstream, and the 
gangue particle downstream. Undoubtedly also there would be particles 
of the same density but of different size; of these, the small would 
remain upstream while the large would move downstream. Finally, 
there would be large particles of mineral and small particles of gangue. 
Considering these last, if the respective frictions with the bottom 
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determined their positions, the relatively large particle of mineral would 
remain while the small particle of gangiie would be swept away. The 
overriding circumstance undoubtedly is, however, that the larger particle 
by projecting into swifter-moving films is rolled away in spite of its greater 
pressure upon the surface. In all, then, the disposition resulting from 
this stream action would be : the mineral upstream in respect to the 
gangue ; the fine particle upstream in respect to the coarse ; and mineral 
and gangue overlapping along a zone where coarse mineral finds itself 
associated with fine gangue (Fig. 166). In any dressing machine, the 
mineral upstream would be the concentrate, the gangue downstream the 
tailing, while between the two would be a middling having a nature the 
reverse of classified, that is to say, a middling of counter-classified material. 

The possibilities of separation by streaming being as described, it is 
not surprising that this movement of water is largely employed. With 
many machines, and particularly with the earliest and the simplest, it is 
the only movement. With others, forming a second class, an oscillating 
movement of the appliance is superimposed. While, finally, with others 
of a third class, a jerking or throwing movement is added to streaming. 

* Under these classes the various appliances may be described. 


Film-sizing and Streaming Concentrators ; Frames, Strakes, 
Buddies, Sluices, etc.- 

From what has been said concerning the important part the surface 
for deposition plays as a drag ujion the water and material streaming 
over it, it is reasonable to group the various appliances in this and in the 
other two classes, according to the nature of the depositing surface they 
respectively present. Such surfaces may be divided into : 

1. Plain or smooth surfaces, where retardation of the material is 

effected principally by friction with the surface, and 

2. Riffled surfaces, where, in addition to friction, positive retardation 

is effected by riffles or stops. 

Before proceeding to the descriptions of appliances in detail, some 
remarks upon the transportation of material by streams will perhaps be 
helpful. Transportation in a stream takes place partly by rolling, this 
being the behaviour of the coarser particles, partly by leaping, as with 
intermediate particles, and partly by suspension, this being the circum- 
stance of the finer particles. Further, where the bottom is rough, the 
tendency to roll is greater, while where smooth, as on glass for instance, 
the tendency to slide is more pronounced. In a deeper and faster stream, 
of course, gravel and even boulders may be rolled along. 

Some idea of the velocity necessary to transport material of a given 
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size may be gathered from the following considerations : the drag on the 
particle tending to move it along is fluid friction, while the resistance is 
a simple function of the particle weight, the solid-frictional function. 
But fluid friction — in the shape of eddy resistance— and particle weight, 
are the two factors determining the fall of a particle in water, a subject 
exposed when discussing the principles of water-sizing (p. 250). In that 
exposition, it was seen that the resistance to fall arising through fluid 
friction was generally accepted as varying with the square of the velocity, 
and that, in the end, the velocity of fall was proportional to the square 
root of the product of particle diameter multiplied by the particle density 
diminished by the density of the medium. Further, that for quartz falling 
in water the velocities were given by the formula : 

i;=112v'D 

where v = millimetres per second, 

D = diameter in millimetres. 

From that formula, with a diameter of 1 mm. the velocity of fall, or 
in other words the upward velocity necessary to support the particle, 
would be 112 mm. per second. If the diameter were 1 in., or 254 mm.,^ 
the required velocity would be five times greater, that is, 560 mm. per 
second, or 1*83 ft. ; if it were 4 in. the velocity would be twice that 
figure again, or 3*66 ft. per second ; and if it were 9 in., it would be 
three times 1'83 ft., or 6-5 ft. per second. Velocities slightly in excess of 
these would move the respective particle upward. 

To move the particle along an approximately horizontal plane would 
appear to require lower velocities since the force to be overcome would only 
be /zW, a fraction of the weight, fi being the coefficient of solid friction. 
But the lowering of velocity will not be so great as might be imagined. 
If, as shown, the velocities vary as the square root of the particle diameter, 
they will, seeing that weight varies as the cube of the diameter, vary as 
the sixth root of the particle weight. At that rate, taking the coefficient 
of solid friction to be about 0*33, the sixth root of which is about 0-83, 
the velocity necessary to move a given particle horizontally would be 
0*83 times that necessary to lift it vertically. In view of this, and seeing 
that the layers most active in transportation, the lower layers of the 
stream, move at a slower rate than the upper layers, it may be con- 
sidered that the formula for the velocity of fall of particles in water 
gives very fairly the order of stream-velocity required to move given 
particles horizontally. To move them at an adequate rate requires 
greater velocity. At an average stream-velocity double that calculated 
to be necessary to move the largest piece, it may be considered that f 
mass of mixed sizes travels at ahont half that average velocity. 
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*That the capacity of a stream to transport material varies as the sixth 
power of its velocity may also be deduced directly from stream conditions, 
thus : fiW the force of friction to be overcome is equal to ^0^(8 - 1 )(id ; the 
drag on the particle tending to move it along varies as the wetted surface 
and as the square of the velocity, being K W, or KD V. When drag 
and friction are equal, that is, when the particle will 

be about to be carried along. Leaving out the constants, D® will therefore 
vary as DV, and D as vK But W varies as D®, and, accordingly, W, the 
weight transported, will vary as v®. If fluid friction were taken to vary as 

in place of v\ as recent determinations indicate, W would vary as 

A stream has greatest capacity to transport when no water flows 
unconcernedly away above the material borne along the bottom. Accord- 
ingly, the proper depth of a transporting stream is largely determined by 
the size of material to be transported ; any depth of water above the 
moving material is out of action. On the other hand, the depth may 
not be so shallow that the larger pieces project above the water. 

Transportation and treatment for the recovery of mineral are, however, 
very different things, the latter demanding the retention of the mineral. 
The transport of slime, for instance, sanctions a relatively deep stream, 
whereas the treatment of slime demands but the thinnest film. Treating 
large material, as in sluicing, the water-depth and velocity must need be 
great, for transportation ; the bottom must then provide protection for the 
fine mineral-particle which, in the rough stratification set up, occasionally 
finds itself in contact with the bottom ; great length of sluice is also 
required that the number of these occasions may be multiplied. Treating 
slime, on the other hand, the force of the stream is so adjusted that the 
mineral remains on the gently-inclined plane while the gangue is removed ; 
moreover, the film of water is so thin that the mineral-particles are prac- 
tically never off the bottom ; no great length of appliance is therefore 
necessary. 

Inclined Table or Rectangular Frame . — Beginning with the simplest 
machine and that treating the finest material, the inclined table or flat 
frame is used, largely in Cornwall but also elsewhere, to treat the slime 
overflowing from classifiers, that is, material the great bulk of which will 
pass 200 mesh and the whole of which will generally pass 120 mesh. 
This appliance consists of a flat table about 6 ft. in width and in lengthy 
made of soft-wood boards, yellow pine for instance, placed crosswise, and 
laid, at an inclination of about in. per foot, below a distributing board 
oW which the pulp arrives (Fig. 238). This pulp, having been thickened 
to a consistency of about ten of water to one of ore, streams over the table 
with a force sufficient to carry away the lighter particles while permitting 
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the denser particles to settle ; the velocity of the stream is about one foot 
per second, and its depth about one millimetre, with a double depth at the 
wave-crests. The greater velocity necessary for larger material is obtained 
either by greater inclination or by greater volume of water. Settlement 

proceeds till the whole sur- 
face is covered with a thin 
deposit, this usually taking 
about four minutes. 

Meanwhile, the unde- 
posited portion of the 
pulp, together with the 
material in suspensiou, 
flows off the table over a 
tail-board into a launder. 
Then, usually without any 
washing, the collected 
material is flushed off by 
additional water, which 
uninterruptedly has been 
filling into a balance box 
spanning the head of the 
frame, this water, over- 
balancing its box, })ouring 
upon the table. Were the 
tail - board still in posi- 
tion there would be nothing 
to prevent the concentrate 
from following the tailing 
into the same launder ; but 
the overbalancing of the 
water-box has, through a 
so raised 
this tail-board that dis- 
charge into the tailing 
launder is blocked, while 
passage is opened for the 
concentrate to shoot back 



Inclined Table or Rectangular Frame.-^cc- 

tional Elevation and Plan (Holman Bros.). The 
bed is made of cross boards laid at an inclination of 
li to IJ inch per foot. At its head comes the 
distributing board with distributing buttons, and 
the pulp launder ; at its tail, the hinged tailboard ' ^ ’ 

or lap which conducts the tailing to an outside Cnam, 

launder, but acts as a stop to the downward-flushed 
concentrate, directing this concentrate into an inside 
launder. The water balance, by which this changing 
})OBition of the tailboard is cflected, through rods, 
rockers, etc., is clearly shown (p. 331). 


into a second launder running parallel and alongside the tailing launder. 
This occupies but a moment, and, the water being away, the balance-box 
returns to its original position under the water service. 

The amount of material which can be treated by a single table is 
about half a ton per day, or, say, one-tenth of a ton per foot of width. 
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The quality of the work done as shown by figures of recovery and enrich- 
ment, is not good ; but it has to be remembered that, owing to the 
impalpable fineness of much of the material, some undoubtedly being 
suspensoidal if not colloidal, the work allotted to this appliance is extra- 
ordinarily difficult. In Cornwall the concentrate recovered generally assays 
about twice as much as the material fed, while the mineral contained 
in it is about half that originally in the feed. Such a concentrate must 
of necessity receive further treatment. Better results would be obtained 
with tin ore if the table were only about half the length stated, this 
length of 6 ft. being that demanded by the more easily-moved sulphides 
of lead and zinc. The principal purpose of this appliance, however, is not 
to effect great enrichment, but to discard a worthless tailing. 

With such a low capacity many are required. In Cornwall, accord- 
ingly, these frames, known as “ragging frames,” are assembled in long 
rows, back to back, sometimes in hundreds, this assembly constituting 
what is described as the ‘Slimes Plant.’ Being cheap and occupying 
much floor space these ragging frames are left in the open, generally 
below the settling pits which serve them. 

Rei^olving Tables or Round Frames. - QTe&tOT capacity and a washed 
and therefore cleaner concentrate, are obtained by a circular table a]>plying 



Convex Revolving Table. — Sectional Elevation. The illustration shows plainly 
the umbrella framework and driving gear, the central feed and wash-water service, 
and the special jets for the removal of the coUected concentrate (p. 333). (Commans, 
Proc. Inst. Civ. Eng., Vol. CXVL, 1893-94.) 

the same streaming action. Of such round tables there are two types, 
namely, the concave table, of which the bed slopes inward from the peri- 
phery, and the convex table, where the bed slopes outward from the centre. 
The latter may be considered to be the more general design, though in 
Cornwall the concave frame is more often seen. Both are supported upon 
an umbrella framework radiating from a central spindle hy which the 
appliance is driven— generally from a worm and worm-wheel above but 
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often by bevel gearing (Fig. 239). At the centre of the convex table is a 
stationary distributing head with conical surface ; or there may be a curved 
distributing launder. Following this head and after a small drop, comes the 
revolving bed itself, an annular surface. Feeding of the pulp takes place 
through an arc which may be as little as 90° or as much as 270° ; con- 
tinuing round the circle comes the stationary water-service, delivering wash- 

water through most of the remaining 
circle. Round the periphery is the 
stationary receiving-launder into which 
all the products duly fall, each into 
its properly -partitioned section, tho 
tailing first, the wash-water tailing or 
middling farther round, and the con- 
centrate last, complete removal of this 
concentrate being effected by special 
water- jets, a reciprocating brush, or a 
stiff wiper (Fig. 240). 

The concave table is very similar ; 
with it, however, the pulp is fed round 
the periphery, whereas the products 
are taken off by an annular launder at 
the centre, this launder being divided 
by the necessary stops to keep those 
products separate. From their reversed 
design, the two types do not operate 
with quite the same effect. With the 
convex table, the stream spreading from 
the centre to cover the wider area at 
the periphery, is relatively strong at first 
and weak afterwards ; in this design, 
therefore, the material which collects at 
the centre will be relatively clean and 
of small bulk. With the concave table, 
on the other hand, the stream velocity 
being least at the periphery where the 
space for settlement is greatest, a poor 
but relatively bulky concentrate results. 
These two appliances may accordingly be used, the concave as a rougher 
machine, collecting material to be treated by the convex, as cleaner. 

The standard round table in Cornwall is the concave table of 18 ft. 
external diameter, and 8 ft. internal diameter (Fig. 241). Such a table, 
receiving pulp consisting of about eight of water to one of ore, through 



Convex Revolving Table. Dia- 
gram illustrating Manner of Separa- 
tion. In the illustration the feed is 
shown continuing through an arc of 
about 140^*. Throughout that arc the 
gangue particles stream radially down 
the bed, but since that bed revolves 
the path taken by the particle in re- 
spect to the stationary launder, is one 
curved forward in the direction of 
revolution ; the tailing launder must 
accordingly be moved forward to pick 
up the end of the curved path taken 
by the last-fed particle of gangue. 
The middling product, moving more 
slowly down the plane, gets farther 
round the circle before it reaches its 
launder; the curve of its path is 
therefore more pronounced. While, 
finally, the concentrate, clinging more 
tenaciously, would in part go round 
the circle again were it not removed 
by a brush or wiper, or by special 
water jots (p. 334). 
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aa Mc of 270°, will fmt five toiw per day--or about one-fifth of a ton 
per foot of feed aro—making a concentrate about four times richer than 
the feed, and containing about two-thirds of the mineral originally present 
in that feed. It does this work while revolving at a speed of about one 
revolution in four minutes; the duration of the depositing period, in 
other words the time taken in passing through the feed arc, is accordingly 
three minutes. The deposited concentrate is then washed as it passes 
through an angle of about 70°. The quality of the material collected 
in the launder below this washing angle depends largely upon the slope 
and length of bed, and the amount of wash-water. If the slope has been 



Cornish Concave Revolving Table.-Part-Sectional Elevation (Holman Bros.). 
The feed arrives at the highest point of a peripheral distribution, from which it flows 
both ways round the circle to embrace an arc of about 270'^. About 70° of 
the remaining circle is devoted to wash-water, which is separately fed near the 
end of the circle, flowing thence in a backward direction around the circle till wash- 
water and feed meet, this occurring at the lowest point round the periphery. The 
uniform division of the feed and wash-water is effected by distributing buttons 
similar to those shown on the rectangular frame (p. 334). 

proper, say If in. per foot, the bulk of the poor tailing will have been 
removed before washing begins, and, if desired, the product removed by 
washing may be regarded as middling. 

The round table is a decided advance on the rectangular frame both in 
capacity and in the quality of the work done. Being a more costly appliance 
it is placed under cover and supplied with a feed of somewhat thicker 
consistency, this feed being best prepared in settlers with continuous 
bottom discharge, conical or pyramidal settlers, for instance. The oppor- 
tunity to wash is one of its advantages. By washing, there is opportunity 
to remove the gangue arriving last, that is, fed nearest the line of con- 
centrate removal, while if desired, by increasing the wash-water, such a 
middling product may be washed out as shall leave tiie concentrate 
much enriched. Washing also is a means of correcting irregular conditions 
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of the feed, more wash-water being given if the feed is thick, and vice versa. 
These services it renders at little loss of mineral, but only at the expense 
of the water used. Ordinarily, in Cornwall, less than half as much water 

as that which enters with the pulp is 
used in washing. In the removal of the 
concentrate another and larger amount 
of water is usually necessary. 

Similar revolving -tables have been 
widely used elsewhere ; upon tin ores, 
as at Mt. Bischoff, Tasmania, and in 
Bolivia ; upon native copper ores at Lake 
Superior ; and upon lead-zinc ores on the 
Continent and elsewhere. Before the 
advent of flotation they w^ere the best 
appliance for recovering the finest 
mineral. As recently as 191 0 such round 
tables were still used to recover copj)er 
suljdiides at Anaconda, Montana, where 
to minimize the extensive floor space 
otherwise necessary, ten or a dozen 
tables, each a se})arate and complete 
appliance, were decked one over the 
other (Fig. 242). Similar ‘multi-deck’ 
tables with a smaller number of decks 
have been used elsewhere. Rectangular 
tables have also sometimes been assembled 
into multi-deck machines, but not with 
any great measure of success. 

A difficulty with these round tables is 
the maintenance of the true running neces- 
sary for their proper functioning. I f these 
tables do not keep their plane throughout 
the revolution, unsatisfactory working 
obtains. The ordinary wooden construc- 
tion is not stiff enough beyond a diameter 
of about 18 ft. The multi-deck tables 
mentioned above were not supported 
at the centre but upon rollers at the periphery. In another design, the 
Linkenbach table— used considerably on the Continent for the recovery of 
fine lead and zinc sulphides— the bed is stationary while the distributing 
and collecting services revolve (Fig. 243). Obviously the same result is 
obtained, since the essence of both designs is the relative movement 
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Multi-deck Revolving Table — 

CciK'ral View. In the concentrator 
illustrated, each deck consists of a 
concrete surface upon a steel frame- 
work. The decks an* 18 feet in 
diameter, and one foot apart ver- 
tically ; they are carried upon steel 
columns at the jicriphery, and these 
upon a steel ring, which in turn is 
8upport(‘d on wheels running on a 
circular track. At the centre of the 
structure is a latlder-way permitting 
access to all decks and feed launders. 
The rat<’ of revolution varies from 
one revolution in 3 minut('B to one in 
1 0 minutes. The pulp generally con- 
sists of 8 to 12 parts of water to one 
of solid, 5 to 10 tons of the latter 
being treated per deck jwr day 
(p. 336). {M. 8.P., Aug. 8, 

1914.) 
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jetween tie inclined bed and the respective launders. There musti 
however, be other stationary launders, one for each product, into which 
the collecting launders deliver. 

Revolving tables being balanced machines require but little power, 
one horse-power being generally a sufficient provision for five or more. 



Fig. 243 . 

Round Table with Stationary Bed : the Linkenbaoh Table.--^eneral View. The 

thickened slime from the pointed boxes faintly seen in the left upjjer comer of the 
picture is fed into a revolving segment at the centre, being therefrom spread over 
every portion of the bed in succession. Following this around the circle comes a 
wosh’Water service which, by means of jets, gradually cleans the deposit left after 
passage of the feed ; and then, in turn, a more copious water-supply to flush off the 
cleaned concentrate. These water-services are arranged by pipes and jots over the 
bed, the illustration showing very clearly the spiral pipe from which the flushing 
water issues. 

Revolving round the periphery comes, first and quickly following the feed, the 
tailing section of an annular revolving-launder, this section discharging by means of a 
projecting pi()e into the inner of a series of fixed annular launders ; then a middling 
section leading into a middle launder; and finafly the concentrate section. leading 
into the outside launder (p. 336 ). 

The wooden surfaces of the tables so far described are sometimes 
replaced by cement, sand-concrete, rubber, a coating of paint, sand, etc., 
but never with any advantage to recovery so long as the wood remains in 
good condition. Cement surfaces cost more at first, but less afterwards ; 
they are a feature of the Linkenbach table. 

Blanket Strakes , — The gently inclined surface may, however, sometimes 

z 





ORE-DRSSSIN0 


be advantageously covered with blanket, this constituting a blanket strake. 
Such a strake is a long shallow trough of width a little less than that of 
an ordinary single blanket, so that the blanket overlaps the sides. The 
length of this trough will vary with the purpose to be served ; if the 
blanket strakes are to recover fine mineral from an impoverished pulp as 
this streams away, they will be long ; but if they are set to recover, for 
instance, coarse unamalgamable gold from a battery pulp, the short length 
of a single blanket suffices. When the strake is long, the lower blanket is 
laiid first, and then, overlapping it by about 6 in., the second, and so on. 
Two strakes are generally placed abngside, one being in operation and the 
other in process of being cleaned. In operation, the pulp flows over 
the blanket until the pores and fibres are filled and the surface loses its 
roughness ; no manual help is given during this period of deposition, the pulp 
takes its own somewhat-irregular course down the bed. Then, the stream 
being turned into the other strake, the blankets are carefully folded and 
removed to a tub, where they are washed ; by the time they are relaid— 
generally some two hours — the others have become loaded. The con- 
centrate recovered, though often only a small portion of the mineral in 
the pulp passing, is of relatively good grade. Such strakes have been 
widely employed to recover fine auriferous pyrite from departing tailing ; 
to recover friable copper sulphides escaping with the stream ; and excep- 
tionally, to recover coarse gold when such has escaped the amalgamating 
plates, or being unamalgamable has not been passed over such plates. 
At the Ouro Preto mine, Brazil, for instance, a substantial proportion of 
the output is obtained from blankets, amalgamation not being practised. 

Canvas Tables,~-k similar service to that just described is sometimes 
rendered by tables covered with canvas instead of blanket. Canvas tables 
are as a rule wider than blanket strakes, but not so long. The canvas 
being fixed and not removable like the blankets, the operation is a little 
different. First, comes the period of deposition, which may last twenty 
minutes. Then, the pulp being turned off, the deposited material is 
lightly brushed with a broom as clear water streams over it ; thus is 
washinjg accomplished. Finally, comes the removal, which is effected with 
water from a hose, the concentrate being swept to the bottom. 

Canvas tables have been used extensively upon material too poor, by 
reason of previous treatments, to pay for any more elaborate treatment. 
They are a feature on the Mother Lode, California, where they follow 
vanners. They are also effective when such friable ores as tungsten ores 
are being treated. Exceptionally, at St. John del Key, Brazil, the greater 
portion of the gold recovered is obtained from can^ tables, ordinaijr 
amalgamation being impracticable because of abundant arsenopyrite. 
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Gmvas Bdt C<mcentrator,--To make a contiriuoug operation of thai 
performed intermittently on an ordinary rectangular table, Brunton 
anranged an endless cloth to 
move around two end rollers, Wat$r > 

climbing up a slight incline to ^ ^ 

reach the higher roller, then ^ 

turning over to dip into water \ /O — 

before returning to the lower \ \. j 

roller (Fig. 244). On to this \ cowUnt^e / Dhohargt 

doth the pulp was fed about a 244. 

third of the way down the ^ ^ „ « . . ^ 

x j Canvas Belt Concentrator.— Diagram of 
mclme, the cloth being supported Woi]smg (p. 339). 

upon a wooden platform, over 

which it moved. The upward movement of the cloth carried the mineral 
with it, while the gangue was washed downstream. Passing upward 


Canvas Belt Concentrator.— Diagram of 
Working (p. 339). 



Fio. 245. 

Canvas Belt Concentrator. — Greneral View. Double concentrator used at the 
Steptw Valjey Concentrator, Nevada. Width, 8 feet; length of incline, 13’ feet; 
material treated all below 200 meah ; consistency, 5:1; assay of feed, 1 per cent 
copper ; assay of concentrate, 6 per cent copper ; recovery of copper, i) per cent ; 
two belts used in series treating 8 tons per day (p. 339). (E, Jf.J., Aug. 17, 
1012 .) 

t^ond the point of feed, the settled mineral was cleaned by water jets, 
the remaining concenla»te’ passing on to be detached as the belt HM 




340 ORE-DBBSSING 

over into a water-bath. These cloth belts were originally used upon 
gome lead mines in the North, but similar belts have also bwn ^ to 
save copper sulphide in the United States (Fig. 246). In other ^ 
the belt has been side-inclined, discharging its produ^ over the lower 
edge, the concentrate, however, sometimes over the end. 


Slinte 



Fine & poor 


Strip or Box Settler. 


Surface 
swept across 



Material raked 
up stream 



Tyc or Cleaning Box. 


Bed raked 
up stream 



Sand bed 


material 


Sluice Box, with stops. 


^ Bu lk, Including 

'ff'fii\ !argB material 
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Sluice Box, with rimes. 
FlO. 246. 
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■ Box ConoenttatOII.-Di»gr»m of Strip, Buddie, Tye, and Sluice (pp. 340-348). 

Tve or Cleaning-box.-Tbe appliances so far described have been thow 
with a relatively plane surface. Between these and those with a 
surface there are one or two appliances using the rough surfaw of » “>1^ 
bed of mineral. Of these, the tye or cleamng-box is a wo^m box M 
12-16 ft. long, 2-3 ft. wide, and 12-18 in. deep, m which a gmultt 
concentrate, generally obtained from sluices peseoUy to he dasonbed, U 
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Vlressed to a marketable condition (Fig. 246). Into the upper end of this 
box-~which itself is laid at an inclination of about 2 in. per foot— the 
material is charged, to be carried by a stream of added water over a stop 
into the main portion of the box. Down the regular surface so formed 
the lighter particles are carried, while the valuable material is, by hand, 
continually raked up against the stream, till, at the head, a clean concen- 
trate has accumulated. 

In the Malay States rich stanniferous alluvial material is treated in 
similar boxes. These are coffin-shaped, one of small size being 1 foot 
wide at the head, 2J ft. wide three feet down, and 15 in. at the 
lower end, the whole box being nine feet long. Such a box has a depth 
of about 1 foot ; it is closed at the head and open at the tail. At the 
point of maximum width there is a stop about 4 in. high. Treatment 
takes place below this stop, the concentrate collecting there till the top 
of the stop is reached, when the box is cleaned up. In such a box about 
100 tons of stanniferous gravel can be washed in a shift. Larger boxes 
of 25 ft. total length and 4 ft. maximum width are used where the scale 
of working is larger. 

Swekf/e.-- The rectangular buddle, formerly used in Cornwall, is a 
similar appliance (Fig. 246). Over a distributing board a heavily-laden 
mineral pulp flows into a box about 18 in. deep, 4 ft. wide, and 6 ft. long, 
where it spreads over mineral already collected there, the surface of which 
is kept even by a broom. Here, however, there is no raking of the mineral 
against the stream. The heavy material settles at the head, and the light 
and sometimes worthless material at the tail, leaving between them a 
middling worthy of further treatment. At the bottom, thipugh holes in 
the tail-board to be plugged as the level of the collected material rises, 
the water and slime flow away. This box buddle is thus a collector as. 
well as a concentrator ; when full, the separate products are dug out. 

In a simple way, and at the cost of a good deal of handling, the box 
buddle did good work, which, repeated, eventually gave a product such 
as, after final treatment in the kieve, could be marketed. Its capacity, 
however, was very limited, even for those early days, and in due course 
the round buddle became the adopted practice. Bound buddies, like 
round frames, may be either convex or concave. The convex buddle has 
at its centre a conical distributing surface known as the centre head (Fig. 
247). From this centre head, which is about 5 ft. in diameter, the mineral- 
laden pulp drops about a foot or fifteen inches on to a flat cement bed 
about 5 ft. long, making the total diameter 15 ft. At the end of this 
bed, and all round the buddle, is a tail-board about 12 in. in height ; or 
more commonly the buddle is sunk in the ground to that depth. At one 
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place in this periphery the tail-board is pierced with holes capable of being^, 
plugged as the collected bed rises, the open rows above permitting the 
slime to escape in suspension. In the annular bed thus provided, the 
concentrate collects at the head, its finer portion close up against the 
centre, while the rougher and poorer material collects at the periphery. 
While this deposition is taking place, the surface is kept regular and 
channelling is prevented, by sweeps of brushwood, of yam, or of cloth, 
dragged slowly round by revolving arms. The collecting material makes 
its own inclination and its own bed, a bed whi'ch is steep with coarse 
material and almost horizontal when the material is very fine. With 



Convex Bound Buddie. — Sectional Elevation (Holman Bros.). Shows sweep on 
radial arm, and the means whereby this sweep may be raised as the mineral bed 
oollcots (p. 341 

coarse material, brushwood sweeps would be used ; with fine jslime, 
sweeps of the lightest of rags. 

The concave huddle bears just the same relation to the convex as the 
concave revolving-table does to the convex table; the former pro- 
* duces a poor but bulky concentrate, the latter a concentrate which is 
rich but limited (Fig. 248). Both appear to have been used indifferently ; 
the concave has this little difficulty, however, that the holes of its central 
discharge are not so conveniently placed for plugging. The tail-board, 
there, is a cast-iron ring about 2 ft. or so in diameter, provided with 
appropriate holes, the slime dropping to a launder passing out under 
the bed. With either type, when the collecting space is reasonably full, 
concentric rings are drawn to mark the boundaries of the different products, 
which then are shovelled out separately. Being of larger capacity than its 
rectangular prototype and sweeping being done mechanically, this appli- 
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. woe, in addition to its use upon enriched products, was also used to take 
the crushed pulp directly from the stamps. Treating such material, the 
head might be of sufficiently good grade after rebuddling on another 
. machine, to be kieved ; the middling would require two or , three 
additional buddlings before any similar product was obtained ; while the 
third product would probably be poor enough to discard. 

Though these buddies even in Cornwall are no longer used to take 
the material directly from the stamps, they undoubtedly have a property 
of saving those fine mineral particles which in modern plants escape the 
shaking tables to which, amid a mass of larger particles, they are sent 



Concave Round Bnddle.-<-Sectional Elevation (Holman Bros.). Shows radial 
feed arm and radial sweep arm (p. 342). 


by classifiers. The huddle is, in addition, one of the few machines, 
which, while concentrating, effects sizing also, the coarse being found at 
the outside and the fine at the centre. It is the cost of handling the 
material which has made this appliance Irrational under modem conditions. 
Its use, however, at a later stage in the operations, to enrich concentrate 
otherwise obtained, is still extensive in Cornwall and elsewhere ; for such 
work, whether the material be coarse or fine, it is effective (Fig. 281). 

For cleaning granular concentrate, a streaming box is sometimes used 
wherein the feed enters at the upper end to be scraped up a curved side 
by knives set upon a framework revolving close over the bed, around 
a longitudinal axis. Pouring down this curved side, a stream of clear 
water drives the poor material down and away, while the knives secure/ 
a lateral progression of the concentrate. This is the Knife Buddie. 

When pulp pours into a flat-lying box to settle as it will and without 
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the aid of sweeps, a rough classification takes place, the coarse and rich 
material at the head, a finer middling in the middle, and a still finer 
and poorer tail. Such a flat settling box is known as a ‘ strip ’ (Fig. 246). 
In the absence of the effective stream which sweeping and a proper 
regulation of the overflow-level, secures, less enrichment is effected by 
such an appliance and the products are less regular. Strips were formerly 
employed in Cornwall just below the stamps. These were about 20 ft. 
long, 18 in. wide, and 16 in. deep, laid at an inclination of about 1 in 40, 
and with an overflow lip at the lower end. Worked in pairs, one filling, 
the other being emptied, they gave three sandy products for separate 
treatment, and a slime overflow. 

Coming now to film-sizing over a riffled surface, such a surface may 
be impressed, for instance, upon glass sheets, and these may be laid on 
the ordinary inclined-table. Experiments made with such riffled or 
fluted glass-surfaces, with riffles about one-sixteenth of an inch deep and 
across, have shown that, when treating granular material — ^reground sand, 
for instance — they make a good recovery and effect a high enrichment in a 
very short length.^ The gangue particles, which settle in the upper riffles, 
appear to be ousted by mineral - particles following; moreover, the 
riffling appears to delay the formation of banks and channels by causing 
the pulp to spread laterally. No advantage has, however, been found 
when treating the original slime, and such riffled glass-surfaces have the 
disadvantage of being expensive. 

For coarser material, rectangular tables with a riffled surface fashioned 
in cement or sand-concrete, have sometimes been used ; sometimes also long 
riffled cement-strakes have satisfactorily replaced canvas tables and blanket 
strakes ; while, for treating alluvial material, especially that which has been 
screened, sluice tables with riffles or stops are standard practice. Standard 
also are the upstanding riffles set in sluice boxes treating coarser gravel. 

Sluice Boxes and Slum Tables . — Sluice boxes are open boxes laid in 
the transporting stream, a stream generally coming from the hydraulic 
exploitation of a gravel deposit. The ordinary length of a single box is 
about 12 ft. The total length of a sluice is made by assembling such 
unit lengths, 300—500 feet being a common figure ; the necessary length 
increases with the fineness of the particles it is desired to recover, and 
with the velocity of the stream. Width and depth depend upon the 
volume and velocity of the stream, these factors, again, depending upon 
the amount and size of the material treated. Often, after the main sluice 
ends, the stream continues through a flume or ditch known as a Hail race/ 
^ TruBoott, Trans, LM,M, Vol. XXVIII. p. 46. 
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to carry the worthless debris away. Sometimes again, at the upper end 
the sluice is more carefully constructed to serve as a cleaning box. Ahead 
of this again, a ‘head race’ may sometimes bring the material to the sluice. 

Though, generally, the particles to be recovered are fine, the accom- 
panying gravel is almost invariably coarse. Sluicing this mixed material 
with a given amount of water, the sluice boxes are designed that while 
the largest pieces roll, much of the remainder travels in suspension. 
* Always provided that the depth of water is sufficient to submerge the 
largest piece, sluice boxes are wide rather than deep ; width gives 
capacity. Ordinary dimensions for width and depth are 3 ft. and 2 ft. 
respectively, a portion of the depth being freeboard. But where the 
amount of material is extraordinarily large, the width may be as much 
as 10 or 12 ft. ; exceptionally a width of 16 ft. and a depth of 4 ft. have 
been reached. 

The material generally arriving unsized and incompletely cleaned, the 
rush of water must be sufficient to move the larger pieces and to break 
up any clay-bound lumps. The water velocity may thus be as much as, 
or even more than, 12 ft. per second, and though, in due course, the finer 
material would go below and the coarser material would ride above, it 
is probable that nothing but granular gold or very coarse mineral would 
settle behind riffles. Before the fine gold or mineral could be caught, 
the coarse material and the water necessary to move it, would have to be 
removed. This removal is effected by placing a screen in the bottom 
E the main sluice, through which screen the fine material drops for less 
igorous treatment below, while the coarse material continues forward 
) the waste dump. Such a lower sluice is termed an ‘ undercurrent ’ ; 
consists of wider and shallower boxes or tables (Fig. 249). 

Main sluices are laid at an inclination from in. to f in. per foot, 
lis low inclination giving the stream sufficient depth fot complete sub- 
lergence of the large pieces ; depth in turn gives less wetted-perimeter, 
iduction of perimeter conducing to velocity. Low inclination is also often 
nposed by the contour of the ground sluices treating coarse material 
ave to be long if any adequate recovery of the fine particles is to be 
lade, and a high inclination would therefore often demand more height 
lan was available. High inclination also tends to pack the riffles. 

For finer material greater inclination is demanded, because to be of 
lU use the stream must be shallow and the Mctional drag of the increased 
etted-perimeter becomes a greater factor. Accordingly, with under- 
irrent tables, for instance, the inclination may be from } in. to in. 
per foot, this higher inclination, together with the greater width and the 
much smaller volume of water, making a much shallower and slower- 
moving stream. In such a stream, since the fine-mineral deposits early, a 
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length of about 30 ft. generally suffic^, though much longer tables are 

sometimes seen. 

The above relation of low inclination for coarse material and higher 
inclination for fine material is, it will be remarked, the reverse of that 
obtaining in treatment on slime tables. The explanation of this reversal 
is, that in sluicing the necessities of transporting are paramount, those of 
separation receiving but second consideration. 

With auriferous gravel it is the invariable rule to use riffles in the main "" 
sluice, and generally also on the undercurrent tables. Riffles, by the 



Main Sluice and Undercurrent. — Perepectivc Diagram. This illustration indi- 
cates the main sluioe whore coarse and granular gold is caught behind riffles under a 
strong and deep stream in which large boulders are transported. It shows also the 
grizzly laid in the bottom of the sluice to provide opportunity for the fine sand to drop 
out of the stream. This sand drops into a box provided with gates open to such 
an extent that, while permitting a continuous outflow of sand at the bottom, they 
maintain a high level of water within. In this way the bulk of the water remains in 
the main sluioe to carry the laigo material forward to the spoil bank. 

The feed box into which the sand is delivered runs along the head of a proper 
number of tablea, distributing the sand to thorn all. In the diagram only two tables 
are indicated, but there might weU be more (p. 345). (Ulrich, M. d- S.P.^ June 5, 
1915, p. 867.) 

eddies they cause, keep the space immediately behind them from becoming 
packed with heavy sand, the gold settling in this free space. Such riffles 
are of three kinds: ‘ block riffles,’ a pavement of stout wo^en blocks placed 
an inch or so apart, in rows spaced wide apart ; ‘pole and bar riffles,’ these 
being lengths respectively of lumber and steel held in head-boards and 
placed longitudinally about an inch apart in the bottom ; and angle-iron 
or ‘ Hungarian riffles,’ these being pla^ transversely with the solid angle 
uppermost and against the stream, about two inches apart (Fig. 246). 




’TO wAiis OMiTOKisraaAiioN ’'Ut' 
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Wooden riffles have the disadvantage that they must be nailed in place or 
otherwise they might float ; being nailed they are not so readily removed ' 
at times of clean>up, for which reason block riffles sometimes give way to 
a pavement of rock boulders. On the undercurrent tables the riffles are 
less deep, angle-iron of less than one inch in dimension being common ; or 
sections of expanded metal laid on matting; or burlap roughened by 
chicken wire. 

The sluices of great length and low inclination, of relatively great depth 
and high velocity of water, the sluices designed to catch the gold by a long 
riffled bottom while the coarse material is transported above, are some- 
times termed Alaskan sluices. The Russian sluice, on the other hand, is 
a broad shallow sluice of greater inclination and shorter length, designed 
to catch the gold in the first ten or twenty feet ; like the undercurrent 
table which it resembles, it only treats screened and cleaned material. 

In sluicing stanniferous gravel, ordinary riffles are not employed. Tin 
concentrate is much the same class of material as the heavy sand which the 
riffles of gold sluices ‘ boil ’ away ; moreover, the space available for collec- 
tion behind riffles is too limited for the amount of this concentrate. Tin 
concentrate is caught in a bed of sand. Instead of riffles, stout battens 
are placed in the boxes at regular intervals of, say, 8 ft. or so, as * stops * 
behind which the sand bed collects (Fig. 246). At first this bed will 
contain little mineral, but as sluicing continues, the amount increases, . 
the descent of this mineral into the bed being promoted by digging and 
working the surface. Then, when mineral is seen escapmg over a stop, 
another batten is placed upon that stop to raise the level, and so on until 
many tons of roughly-enriched material are collected and the sluice needs 
to be cleaned. 

Nor are normal undercurrents used when hydraulicking stanniferous 
gravels. It being impossible to hold and collect tin concentrate behind 
riffles, recovery cannot begin in a stream strong enough to move large 
boulders, such boulders must first be removed. The material treated in ^ 

the main sluice is, accordingly, relatively small ; moreover, the surface of i 

the sand bed in that sluice is particularly good for arresting fine mineral. 
With the recovery of the mineral thus provided for, any necessity for a 
second treatment in an undercurrent is avoided by emplojdng a proper 
length of sluice ; the sluice being wide and the stream not strong, a length 
of about 150 ft. is usually sufficient. 

In cleaning-up a gold sluice the riffles are lifted, permitting the con- 
centrate either to be shovelled out for treatment in a better prepared 
sluice box, or, as is more usual, to be farther concentrated in the main ' 
sluice itself, under a flow of clea; water. If mercury has been used 
behind the riffles, this is carefully collected and strained to recover the 
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amalgam. The clean-up of a tin sluice is effected by raking the collected 
' sand upwards against a stream of clear water, the waste being carried 
away by removing first one stop, then a second, and so on, till the bulk 
has become so reduced and the concentrate so enriched, that further work 
is best conducted in a special tye or cleaning box. 

Clean-up takes place after the regular intervals which experience 
has shown sufficient for a proper accumulation of valuable material. 
Since this removal from the whole length of a sluice takes considerable 
time, a part clean-up of the upper boxes is more often made, say at 
intervals of a week, leaving the more extended work of a complete clean-up 
to be undertaken at intervals of a month, six months, or a season. Sluice 
tables being shorter and having less collecting capacity, are sometimes 
cleaned-up each day. 

Gold and tin gravels, in addition to exploitation by hydraulicking, are 
often won by dredging. Where such dredges include complete screening 
appliances, as most bucket dredges do, the undersize material is generally 
smaller than half an inch and perfectly clean. Such material is treated 
on sluice tables, those for gold being covered with suitably small riffles, 
those for tin being provided with the necessary stops ; these tables have 
commonly a length of about 70 feet. On gold dredges it is usual to 
provide about 0‘66 sq. ft. of table area per cubic yard of gravel dredged 
per day. Since about half the deposit is discarded as over-size, the 
table area in respect to the material actually passed over the tables is 
roughly double that figure. To catch the heavy black sand which escapes 
these tables, Neill sluice-jigs have been proposed and used (Fig. 234). On 
tin dredges there is a similar but somewhat more generous provision ; 
the tin in dredged material is fine, little remaining on a 6-mesh screen, 
most passing 30 mesh. To catch such fine mineral it is usual to allow 
1 * 0 — 1-5 aq. ft. of table area per cubic yard of gravel dredged per day. 
This table area, whether for gold or tin, is for greater convenience spread 
over parallel tables, each with a width of about 4 ft. 

The amount of the water which flows over sluice tables is consider- 
able, and roughly about 15 tons per ton of material. This large amount, 
necessary in the first instance for transportation, seriously affects the 
recovery of fine mineral. On tin dredges, for instance, not much tin 
finer than 80 mesh is caught, though probably 30 per cent of the tin in 
the gravel is stnaller than that. In sluice boxes, since larger material is 
transported, the amount of flowing water is much greater. 

Reviewing this description of the streaming or film-sizing 
appliances, it will be realized that though the primary division was between 
appliances with a plain surface and those with a riffled surface, in respect 



vin mtm CON(JpNmTION 

to their sha^ these appliances may also be divided into : rectangular 
tables, from off which the concentrate is removed intermittently; 
round tabl^, which deliver concentrate continuously, bringing it to a 
particular point at the periphery ; and belt machines which carry the 
deposited concentrate up the incline, against the descending streams of 
feed and wash-water, up over the end, to be detached as the belt dips 
into water. With belt machines, the wash-water adds its bulk to the 
feed stream, and adjustments of its amount cannot be made without 
affecting the settlement taking place below; with round machines the 
wash- water flows down a separate course and its. adjustments in no way 
interfere with the separation being effected by the feed water. 


Oscillating Concentrators, Vanners, etc. 

If, during deposition of the mineral upon a flatly-inclined plane, that 
plane be oscillated regularly, a stratifying action is superimposed upon 
the ordinary stream-sizing action. One of the necessities with the appli- 
ances in the class previously described was the prevention of channelling 
or guttering of the surface. On those with a relatively smooth surface 
this channelling was prevented or minimized by allowing only the thinnest 
layer of mineral theoretically only one particle deep — to be deposited 
before removal. Where, however, the settled material was allowed to 
collect, as in buddies and some sluices, the surface was kept even either 
by sweeps—as with the huddle-— or by horizontal stops and by raking — 
as with the sluices and other streaming boxes. All this attention is 
avoided if the appliance be gently oscillated or shaken with a harmonic, ^ 
that is, a non-differential, movement, this movement sufficing of itself to 
keep the surface regular and even. At the same time another advantage 
arises : the relatively high inclination which with the ordinary streaming 
appliances was necessary that the stream might take a straight and 
even course down the plane, is no longer necessary ; where an inclination 
of 1| in. to the foot would be given with such appliances, oscillating or 
vanning machines would demand only half an mch. At this lower inclina- 
tion, the velocity of the stream is appreciably less and its depth corre- 
spondingly greater. In that greater depth the oscillating movement keeps 
the particles loose, a condition favouring stratiflcation according to 
density, and making possible a feed of thicker consistency. Under these 
conditions, also, there is a vertical sizing-effect, the finer particles finding 
less interference to their downward passage, the coarser particles forced 
to a riding position on top. 

Obviously, it would not be possible to impart the described movement 
to heavy machines, or to those in which a good deal of material 
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collects. Nor would it be economically rational to apply such a move^ 
ment to machines whose great recommendations were their simjJe 
construction and low operating-cost. The great bulk of these oscillating 
machines are accordingly highly-developed machines. They are almost 
exclusively of the belt type, the belt being of carefully-prepared rubber, 
a material presenting a smooth, and at the same time a durable and 
impervious surface. 

. Before describing these belt machines, popularly known as Vanners, 
the order of the previous sequence is maintained by taking first, infrequent 
though it be, the application of this oscillating movement to rectangular 
and to round machines. Occasionally, for instance, blanket strakes, 
to recover unamalgamable coarse gold, are placed close under the 
stamps and ahead of other possible concentrating appliances. Usually,, 
in that position no great space is available and only a short blanket 
strake can be inserted ; a side oscillation or shake makes that length 
much more effective. At the Ouro Petro mine, Brazil, such blanket 
strakes, only 4 ft. in length, recover about 70 per cent of the gold 
content of the ore crushed. Exceptionally also shaking sluices have 
been used. The application, however, of this movement to rect- 
angular inclined-planes is on the whole quite unimportant. With round 
machines the position is very similar ; such a movement imparted to a 
rotating table is, on the face of it, not so readily accommodated. One 
such appliance, however, is worth mention ; the Sperry table is a round 
table about 16 ft. in diameter, its convex bed being sloped about in. 
per foot. In the ordinary way it rotates about once every two minutes, 
^ while in addition, the vertical spindle of the machine, and the whole bed 
with it, is gyrated through a very small circle of about J in. diameter, 
the number of such gyrations being about 300 per minute. The effect of 
these gyrations is undoubtedly to promote stratification; the movement 
is not sufficient to bring into suspension again any material already settled, 
but on the contrary it promotes the stratification of mineral below and 
gangue above. With such a gentle movement, this table is suitable for 
the treatment of slime ; it is, indeed, not a sand table. 

* The Frue Vanner.— The outstanding machines of this class, however, 
are the belt machines, and of these, that known as the Frue vanner is 
the representative and prior type. In this machine, the inclined plane 
is formed by an endless rubber belt, normally six feet in width and with 
* flanges at the side, which revolves round two horizontal rollers each 
about one foot diameter, the upper of the two being the driving roller 
(Fig. 250). These two end-rollers are about twelve feet apart, and capable 
of being so set that the lower one may be as mudi as six inches lower 



than the upj^f. The belt being pulled up the incline 00 formed turns ' 
over the upper roller, not to .return immediately, but before doing so to 
pass around two guide -rollers, the first of which takes it down into 
a water trough, the second in 
turn lifting it from the trough to 
pass around the lower end-roller. 

The two end-rollers are directly 
on the ends of a frame, upon 
which small subsidiary rollers 
spaced about a foot apart sup- 
port the stretch of belt which 
forms the inclined plane, and 
Jceep it from sagging. This frame, 
in turn, is carried upon six steel 
blades or springs upstanding from 
the main frame below (Fig. 251). 

Supported on this main frame, also, at one side, is the driving shaft 
from which the oscillation and the gradual travel of the belt are 
effected. The oscillation is given by three cranks, one at each end and 



Prue Vanner. — Diagram. The arrow 
round the up|x?r end-roller indicates the 
direction of the belt travel. SIojk! of bed 
about one in forty (p. 350). 



Fig. 251. 

Pme Vanner.-~Gcneral View (Allis Chalmers). This view shows the driving side, 
with driving shaft, wide driving-pulley, cone pulley for belt travel, and heavy fly- 
wheels. The three eccentrics or cranks, by which the belt is oscillated, are situated 
one at each end of this driving shaft and one near the central fly-wheel The worm 
drive of the upper roller and the adjustment of the speed of that drive by altering the 
position of the small belt upon the cone pulley, are clearly indicated. Three upstand- 
ing springs supporting the wooden belt-frame upon the main frame are also seen ; 
apparently there are five on either side (p. 351). 

another in the centre. The belt travel is effected throuj^ cone pulleys 
driving a worm and a worm-wheel, tl^s latter being co-axial wi^ the 
upper roller, to which roller the revolution of the worm-wheel is con- 
veyed by a spiral-spring coupling. 

The cone pulleys just mentioned aflow tibe belt- toivel to be adjusted, 
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from a minimum of about two feet per minute to a maximum* of about six 
feet. The amplitude of the oscillation is fixed by the crank-throw ; for 
slimy material this amplitude would be about one inch, for sandy material 
an inch and a half or even as much as two inches. The rate of oscillation 
varies from about 185 to 210 per minute, the smaller number going with 
the larger amplitude. The slope of the bed, as already stated, can be as 
much as six inches along its length, this being equivalent to half an inch 
per foot, from which maximum it can be brought to practical horizontality ; 
an average inclination is about 1 in 40. 

On to the plane so formed and supported, the pulp to be treated, having 
a consistency of about 4 of water to 1 of ore, passes from a distributing 
board, situated about three feet from the upper end and facing upstream. 
From this board the drop to the belt is about an inch and a half ; the 
depth of stream upon the belt is about a quarter of an inch. Above the 
pul}) distributor comes a row of wash- water spouts also facing upstream. 
Through these water- jets, the concentrate which has travelled with the 
belt uj) past the point of the pulp arrival, continues as parallel streaks 
round the end roller, eventually to be w^ashed-ofi into the concentrate 
box (Fig. 252). At the other end of the machine the tailing flows into 
an appropriate launder. 

The Fruc vanner is particularly suited to treating material smaller 
than 30 or 40 mesh. From such material, slime included, it makes a 
satisfactory recovery. The sandy portion conceivably prevents the 
too rapid passage of the slime to the overflow, giving it protection and 
opportunity to get down to the belt. Once settled upon the belt no 
further movement of the mineral is necessary, the belt travel providing all 
tlie necessary progression ; the tighter the mineral clings to the surface 
the more surely is it saved. This is the principle upon which all slime 
concentrators act, the revolving table, for instance ; it will be seen later 
that, with machines which are essentially sand machines, the mineral itself, 
by virtue of momentum received, secures its own progression. Treating 
mixed material below 40 mesh, a vanner six feet in width would have a 
capacity of about six tons per day of 24 hours, or, one ton per foot of 
width per day. With slime, say the material passmg 200 mesh, the 
capacity would be ; with sandy material from which the slime had 
been removed, it would be greater. 

Capacity is also affected by the proportion of mineral in the material 
treated ; where this proportion is higher, capacity is greater, there is less 
gangue to be removed. Making no middling product, the particular 
province of this vanner is the treatment of material which contains but 
a small proportion of mineral, say something lees than 5 per cent, and 
the above figures of capacity are in terms of such material. The Fme 
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vanner first established itself by the satisfactory recoveries it made 
of auriferous pyrite from crushed ore, after this ore had passed the 
amalgamating plates of a stamp battery ; from such material it 
separated the greatest portion of the valuable pyrite, leaving the tailing 
in an impoverished and worthless condition. Vanner concentrate is, 
generally, not very clean, chiefly because, in the absence of a] middling 
product, loss in the tailing is thereby avoided, but also because of 
difficulty lying in the fineness of the material treated. With many ores, 



Fig. 262. 


Johnston Vanner.— View of Vanner Floor. The streaks formed as the concen- 
trate passes through the wash-water jots, are clearly seen (p. 352). 

copper ores and auriferous pyrite for instance, the subsequent metal- 
lurgical treatment does not demand a high-grade concentrate. 

Though early introduced the Frue vanner is still in extensive use, 
hundreds of them working in some dressing mills. Each machme takes 
about half a horse-power ; about four tons of wash-water are required per 
ton of ore treated ; a belt generally lasts about two and a half years. 
They require considerable attention ; namely, to see that the distributors 
are working freely and the belt running truly; to renew subsidiary 
rollers, and take up belt-stretch, etc. These points, while they do not 
seriously detract from the many good qualities of the vanner, make it 
somewhat expensive in operation and in repair. 


2a 
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Minor modifications in design have effected minor improvements. 
The belt of the Prue vanner, being supported on upright springs, is at its 
highest position at the middle of the stroke. Swinging on these springs 



Fio. 25:1. 

Johnston Vanner. — General View (Allis (’halmors). Here the steel belt-frame is 
suspended from four sUndanls, two on each side. Oscillation is effected by two 
eccentrics, one at each end of the driving shaft (}). 355). 



Fig. 254. 

Isbell Vanner.— General View. The steel belt-frame of this vanner is supported 
.upon the ends of large blade-springs set on edge, these blade-springs in turn being 
oarried in central chairs fixed upon a stout central shaft. Upon that stout shaft aU 
the working mechanism is borne, and about it the whole vanner may be given any 
inclination endwise. The wheel and standard near the head of the machine are tlm 
means whereby a particular inclination is given ; the oscillation is horizontal, as the 
ends of the blade-springs can only swing horizontally ; it is given by one single eceentrio 
placed centrally, and here shown enclosed. Being a double eccentric the throiy can 
be adjusted. The bearings of the lower end-roller are movable in a slot, this arrange- 
ment permitting any belt-stretch to be taken up (p. 356). 
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to right and left, it is conceivably a little lower at the ends of the stroke, 
and there is a tendency for the material to be thrown to the sides, where 
dry banks sometimes form. To remedy this, a type of vanner, the Johnston, 


Hue On 



Water Concentration, Utah Copper in 1910 —Flow sheet. The block figures 
represent the numbers of the respective machines in a Mill unit having a capacity of 
1000 tons per day. The Roughing tables have the Wilfley mechanism, but the 
riffles go right across ; it will be noticed that they make no finished product, neither 
concentrate nor tailing. The Finishing tables are normal Wilfley tables. The 
scheme of treatment here outlined represented a considerable advance on previous 
methods of grinding all the ore for treatment on finishing tables. It has, however, 
sinoe been radically altered by the introduction of flotation (pp. 367, 376, 379, 647). 


suspends its belt from above, the belt hanging and swinging from four 
standards (Fig. 253). With this disposition the belt is lowest at the centre 
d tflie stroke and highest at the ends, the tendency being to bring the 
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material to the centre. In the Isbell vanner, again, the movement is made 
entirely flat, the belt swinging upon four horizontal springs only capable 

60 Cafifcrnlatt Stamps 



Water Concentration, Dolcoath, Cornwall, 1918.— Ore contains fine-grained 
cassiterite, but neither wolframite nor znispickel. The Acme table is a double table, 
a convex table inside and a concave table outside, the latter making a con- 
centrate which is treated by the former ; the beds of both tables are short. The 
distinctive feature of this milling scheme is that the whole stamp-pulp goes unclassified 
to vanners. The rate at which the slime concentrate is enrich^ is very slow, several 
treatments being given before that concentrate is rich enough to bear the expense of 
the treatment in the tin-yard ; the slime tailing receives but one retreatmeut. The 
assays of the products are given in pounds of metallic tin per ton (pp. 357, 379, 647). 
(Trusoott, Trans. I.M.M, Vol. XXVIU., 1919, p. 72.) 

of moving in the horizontal plane (Fig. 254). This Isbell vanner differs 
also from the general design in that the whole machine is supported 
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not upon an ordinary rectangular framework, but upon a stiff shaft 
at the centre, round which shaft the belt may be tilt^ and given any 
inclination. To allow this design without detracting from the necessary 
stiffness, this vanner has a shorter length of 10 ft. in the place of the 
more normal 12 ft. Another feature is that the movement is made by 
an eccentric at the centre, the stroke of which is adjustable ; provided 
the vanner be not too long, a single drive of this sort conceivably gives a 
more perfect oscillation than the three cranks of the standard vanner. The 
number of oscillations made by these more modern vanners is lower than 
with the original Frue vanner, the Johnston vanner sometimes making 
only 140 oscillations per minute. 

All the vanners so far described have been end-inclined and side- 
shaken. The Triumph and the Embrey vanners, while end-inclined, 
have likewise an end-shake, a design which increases their capacity for 
sand but disturbs the settlement of slime mineral. In another early 
type a circular oscillation was given, but this again was found to make 
the bed too shallow. The Senn vanner, an endless rubber belt 6 ft. in 
width supported over two end-rollers, 8 ft. apart, has a combined side 
and end oscillation, the frame being supported on ball bearings, discharge 
being at the end. Finally, the Craven vanner is distinct in that, being 
end-shaken, it is side-inclined, delivering its products, which may include 
a middling, over the lower side. 

In the place of the ordinary plain belt, a belt with about eight corruga- 
tions to the inch is sometimes used. Such a corrugated belt appears 
satisfactorily to treat material from which the slime has been removed, 
but with mixed material it gives a poor concentrate. 

Rkume . — Though at times, as in the recovery of auriferous pyrite, the 
vanner may treat all the ore and be the only concentrator, in the treat- 
ment of base-metal ore it is more usual to find that only the finest sand 
and slime are sent to it (Fig. 255). Exceptionally, with stamp-crushed 
tin ore, vanners may be used primarily as sand machines, though even 
then it will probably be found that the whole pulp from the stamps, 
slime included, is treated by them (Fig. 256). 

That vanners have a distinctive movement is shown by the 
fact that if a small coin be placed upon a belt in operation, good 
metal though it be, it will find its way into the tailing and not into the 
concentrate. 

IHfferei/UiaIrstroke Vanners , — ^With the normal oscillating vanners it is 
convenient to describe one or two similar appliances, which, though they 
have a differential stroke, make this stroke only to stratify the material 
and not with the intention of jerking the denser mineral forward. Such 
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an appliance is the Luhrig vanner, which consists of an endless rubber 
belt unflanged, running round two end-rollers, and side-inclined. The 
inclined bed so formed, moving over a water-lubricated wooden platform 

and not upon subsidiary rollers, 
is about 10 ft. long and 4 ft. 
wide (Fig. 257). Fed at the near 
upper comer, and the belt 
travelling forward at an ordinary 
rate of 6 — 8 ft. per minute, the 
settled material goes forward, 
each particle along a diagonal 
line, the resultant of the belt 
travel and of a film-sizing move- 
ment downstream under the 
action of wash-water delivered along the upper edge. With a properly- 
partitioned launder inserted under the lower edge, the products are 
taken off in the order, tailing first, middling second, and concentrate last 



Fio. 258. 


Luhrig Vanner.— General View. A duplex arrangement of two vanners is here 
shown. Supiiortod on iron-work, the side inolination of the belt is clearly seen, while 
the possibilities of changing this inolination are evident. The feed-box is shown 
at the rear upper comer ; and, further behind, the spitzkasten in which this feed is 
thickened. In the foreground is the driving mechanism, the cam wheel being seen. 
At the side is the launder properly divided to collect the different products. The 
wash-water arrives through a pipe diagonally disposed along the bed (p. 358). 

(Fig. 268). The differential stroke is given by the revolution of a many- 
cammed wheel generally at the forward end, the cams pressing the vanner 
back against a spring which in turn gives a quick forward motion ending 
against a stop. The resulting percussion promotes stratification much in 
the same way as the knock on the side of a Ideve. 


Feed 


Spring 
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Cam 

Wheel 


Fia. 257. 

Luhrig Vanner. — Diagram illustrating 
manner of 8oj)aration (p. 3.58). 
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Similar macliiiies are the Monell vanner, used in Colorado) and the 
Weir-Meredith vanner, adopted at Broken Hill. The ‘ head motion ^ ot this 
latter is of the single-toggle t 3 rpe— that of the Wilfley table presently to be 
described has double togglea— while the belt is supported upon a wooden 
platform or water-bed, this method of support giving a truer surface 
than one supported at intervals upon rollers. Another similar end-shaken 
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Bartsch Table. — General V lew. Except for a small percussive movement, the bed 
of this table is stationary, the different products being separately collected by rotating 
the collecting launders. These collecting launders are sections of a complete annular 
launder close up under the table periphery. The tailing section comes first to 
catch the tailing which streams quickly down, pouring this tailing into one of three 
outside annular launders, whence it passes away. Then comes the middling section, 
which by a discharge pipe of proper length leads its product to a second annular 
launder ; and so with the concentrate. The feed and wash- water services also rotate ; 
the latter is a spirally disposed pipe over the bed (p. 369). 

vanner is one having its frame supported upon upright wooden springs, 
while the end movement is made by an eccentric. 

Differential-strake Round-table.— A b previously mentioned, the Speny 
table whilst revolving regularly round its vertical axis, makes a number 
of extremely small ^rations, this gyratory movement assisting in strati- 
fication and settlement. Another round table, the Bartsch, is given a 
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small percussive stroke with the same intention, and accordingly may be 
considered to be among the appliances now being described. The Bartsch 
table, however, like the Linkenbach table, is stationary, the separation 
effected being consequent upon the revolution of the feed and distributing 
services (Fig. 259). 


Jerking Concentrators ; Tables, etc. 

If, while the particles of pulp are moving down an inclined plane 
under streaming action, that plane be given a jerk or bump at the side, 
at each jerk the j)article8 will move across the stream by reason of the 


Fend Box 



Jerkins Tables. — Plan of Separation. The middling is shown as having a 
counter-classified character (p. 360). See also Fig. 261. 

momentum communicated to them, the denser particle farther than the 
less dense, the larger particle farther than the smaller. Furthermore, those 
particles which travel slowest down the plane, receiving a greater number 
of impulses before leaving it, move farthest across. Accordingly, the com- 
bined result of these two movements down and across the plane, will be 
that the denser particle follows a flatter diagonal than the less dense, and 
that, of particles having the same density, the smaller takes a flatter 
diagonal than the larger. With this result once established, then along 
any horizontal line across the stream the fine mineral will be found in 
advance, the large mineral associated with the fine gangue will follow, 
while the large gangue will be in retard (Fig. 260). This same arrange- 
ment will also obtain down the stream, the transverse movement not 
upsetting the normal streaming arrangement. 

The movement given to the table to effect this transverse separation 
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of mineral and gangue must be differential, that is to say, the forward 
and backward strokes must differ ; the former, for instance, may begin 
slowly and end abruptly, the backward stroke accelerating in the reverse 
direction ; or there must be some equivalent difference. Beginning slowly, 
the material resting on the table is carried forward with it; ending 
abruptly against a stop or upon quick reversal of direction, the material 
continues forward. 

Rittinger Percussion Table. — The, earliest appliance of this class 
was the Rittinger table, a 
smooth wooden plane, say 4 ft. 
wide and 6 ft. long, hung by 
rods from four standards — two 
on each side — in such a way 
that, after being pushed to one 
side by a cam, a spring com- 
pressed by that movement 
brings the table smartly back g 
against a stop, gravity assisting 
(Fig. 261). The inclination of 
this table was about 1 in 20 , 
the number of complete move- 
ments about 120 per minute, 
and the amplitude of the move- 
ment about 1 inch. 

Fed at the rear upper corner 
the particles take a diagonal Fio. 2 b 1 . 

course down the plane, the Rittinger Table. — Diagram of Separation, 
denser particles moving farther The paths taken by the different products 
across the table, partly because ar® not straight diagonals but in their upper 
they move slower down the portion® roughly parabolas, the velocity of the 
, j .1 • wash-water being slow at the beginning 

plane and consequently receive 3 ^^^ 

a greater number of impulses 

before they leave it, and partly because they are thrown farther at each 
impulse. The gangue, on the other hand, feeling the external impulse 
* less and the streaming action more, takes a more direct line downstream. 
At the bottom, a suitably-partitioned launder collects, and allows to be 
led away, the products so separated, these generally including a middling. 
For the more precise division of these products and their deflection into 
their proper partition, adjustable fingers are fixed upon the lower edge of 
the table. 

Discharge, it will be realized, is effected by the stream, while separation 
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ifl brought about by the external impulse. The water necessary to dis- 
charge the tailing, in so far as that takes place below the feed-box, is that 
entering with the feed. Away from that line discharge is effected by 
added water, of which there is a service across the head of the table. 
It is added water, also, which discharges the middling and the concentrate 
in succession, the latter in passing farther through this water being suit- 
ably cleaned. The amount of water coming with the ore is generally about 
10 tons per ton of ore, while the added or wash water is about 20 tons. 
This great amount of additional water, and low ca})acity. militated against 
the wide adoption of tliis table. It undoubtedly made a very clean separa- 
tion of mineral from gangue, and, when two or more minerals v ere j)resent, 
of mineral from mineral. In modern practice, however, it has no place. 

Wilflfifj Table . — Employing the same idea of a jerking motion across 
the stream, the Wilfley table improvcnl the performance by laying riffles 
in the direction of the motion. In the bed formed between these riffles 
stratification takes place, the mineral sinking to the bottom, wliere it not 
only lies witlidrawn from the streaming action but feels more fully the 
external impulse ; the gangue, on the other hand, being raised into the 
stream, is carried away. With this positive retardation to the descent of 
the mineral, a relatively short length downstream sufflees even for a 
rapid rate of feed ; on the other hand, the more effective impulse given 
to the mineral permits a greater dimension across the stream, tliis greater 
dimension giving greater opportunity for the mineral to move clear of the 
gangue. TJie net result of the presence of such riffles is that treatment 
is quickened and ca])acity increased. In addition, the concentrate being 
moved to its discharge by the exienial impulse and not by wash-water, 
less of the latter is required. 

Actually, the Wilfley table is 16 ft. in length across the stream, 

6 ft. in width downstream at the feed end and 5 ft. at the forward end ; 
only roughly is it rectangular, the diagonal followed by the pulp being 
longer than that which the pulp crosses (Fig. 262). The surface is of 
linoleum ; the riffles nailed uj)on it are of wood. Of these riffles, that at 
the bottom extends the full length of the table, being about half an inch 
deep at the feed end and the depth of a feather edge at the other end. 
Up the table, the remaining riffles, all beginning at the feed end, extend * 
less and less toward the concentrate end, till the top riffle is only about 
4 ft. 6 in. in length ; the line joining their forward ends accordingly cuts 
diagonally down the table, this disposition being one of the features of the 
appliance. The upper riffles are also less deep at the feed end ; all taper 
to a feather edge. Spaced about an inch apart and being themselves half 
an inch wide, there are in all about 45 such riffles. 
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The riffled plane so constituted is supported on carefully selected 
^ boards laid parallel to the longer diagonal, these boards resting upon 



Wilfley Table.— Diagrammatic Plan. Left-hand Machint' (pp. 3S2, 365). 

longitudinal runners, the whole constituting what is described as the 
‘ deck.’ This deck in turn is supported u])on two rocking ])lates disposed 
at right angles to the motion, one near cither end. These plates sit upon 
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Wilfley Table.— Ceneral View from behind. This illustration shows thci fixed 
back-guide of the head-motion and the adjusting schjw, th(^ feed-box and distri- 
bution, the water sendee, and the tilting gear. Running along the concentrate end 
will be noticed the drip-bar wliich brings water from the water-box to keep that 
edge of the table wet. The feed -box is fixed to the deck, the water-box to the 
immovable frame (p. 363), 

steel chairs, which can be tilted around the longitudinal axis of the table 
to give any desired inclination downstream. These chairs in turn are 
upon the main frame (Fig. 263). 

At the rear upper comer, and extending the length of the upper riffle — 
that is, for about 4 ft. 6 in. — is the feed distributing-box, which is attached 
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to the deck and moves with it. In line with this box, but separate from 
it and fixed to the floor, is the wash-water distribution, which extends to 
the forward end of the deck, and thence is carried down the concentrate 
side. Along the bottom are the discharge chutes, that for the concen- 
trate being normally at the forward corner, the middling coming next, and 
then the tailing in the rear. 

The mechanism or ‘ head motion * by which the jerk is effected is very 
.similar to that which brings about the reciprocating movement of the 
jaw breaker (Fig. 19). There is the same long eccentric upon a driving 
shaft ; the same pitman and toggle-plates—these plates, however, being 
inclined upwards instead of downwards from the pitman ; the same relation 



Wilfley Table. — Diagram of Toggle Mechanism. Actually, the yoke does not 
pass below the fixed toggle -seat but around it. The strcngtli of the spring can bo 
adjusted by the screw indicated. The length of the stroke is adjustable by raising 
or lowering the fixed toggle-seat (p. 364). 

of the toggle seats, the one immovable, the other receiving all the spread 
(Fig. 264), With the descent of the pitman the rate of spread is relatively 
great at the beginning, and slow at the end. Such a movement being 
the reverse of what is required for the forward stroke, by fixing the 
forward seat the spread of the toggles is made to accomplish the back- 
ward stroke. To that end the movement of the rear seat is conveyed to 
the table by a yoke which passes forward and beyond the fixed seat. The 
toggles, while capable of forcing the seats apart, are not capable of bring- 
ing them together again, but in their spread, a spring is compressed 
against the fixed frame of the machine, energy being thereby stored to 
make the forward stroke. In accomplishing this stroke, the spring does 
not fly out, but extends under control of the toggles. Accordingly, 
except that the spring takes up any looseness present, and may some- 
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what hurry the forward stroke by assisting the pitman upwards, the only 
difierence between the two strokes is that the forward stroke increases in 
velocity to the end, the backward stroke decreasing. At the forward end, 
in consequence, reversal of direction is smart, while at the backward end 
it is relatively slow. A graph of this complete movement, drawn to space 
as ordinates and time as abscissae, shows a curve with a relatively pointed 
maximum and a rounded minimum, this curve being symmetrical with 
respect to the ordinates passing through these extreme points (Fig. 265). 

The rate of reciprocation is about 240 per minute for sandy material 
and somewhat higher for very fine material, the amplitude varying from 
1 in. to I in. respectively. Adjustment of the rate is made from pulleys 
on the line shaft from which the power is taken ; adjustment of the throw 



Wilfley Table. — Graph of Stroke. The forward stroke, though made by the 
spring, is controlled by the toggles (p. 365). 

can be made by raising the fixed seat which, making one toggle flatter, 
diminishes the spread. 

The working of the table is as follows : the feed, arriving in the feed- 
box at the rear end, is distributed over four feet of the table, that is, 
along the length of the shortest riffle. Becoming stratified between the 
riffles, the mineral particles, forcing their way below, come into contact 
with the table surface, in which position they feel every impulse. Thrown 
by these impulses along the riffle these particles gradually lose the pro- 
tection of its depth, till at last they come out into the open cleaning 
area (Fig. 262) ; the larger particles, indeed, may not arrive so far, but 
may have been washed downstream already. Dropping to the next riffle, 
the mineral is cleaned by the wash-water ; then, carried forward by that 
riffle till the same thing happens again, this stepped progression con- 
tinuing till the far comer of the table is reached and the now clean 
concentrate is discharged. Meanwhile the gangue particles riding on top 
are washed more directly downstream, into and then out of each bed in 
succession, till with little delay they are discharged. 
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It will be realized from the foregoing that the portion of the table in 
most active operation is a diagonal zone following the riffle ends. The 
upper portion beyond this zone and the lower portion below the feed- 
box are more or less out of action, for which reason the table is shaped 
with diminished extent in these two directions. The crowding of the 
work into this one zone somewhat limits the capacity of the machine, a 
capacity wliich is ordinarily about 20 tons per day ^vhen treating sand 
from 5 — 30 mesh, and about half that tonnage with finer sand. The 
water entering with the feed is 3 to 4 tons per ton of ore, while that 
required for washing is an additional 2 or 3 tons. 

Reverting to the disposition of the riffles, the arrival of the concentrate 
at the comer renders its separation from the middling a matter requiring 
considerable attention. Normally such a middling product is taken at 
the forward end of the bottom edge, the concentrate being taken at, 
or just round, the corner. Such a division will suffice with a simple ore 
and a low percentage of mineral, but w^here greater latitude in drawing 
the line between concentrate and middling is necessary, the normal riffling 
is not so satisfactory. Sometimes, then, several of the low^er riffles are 
taken right across the table, to deliver the concentrate at a point on 
the side, away from the corner. Sometimes, again, all the riffles are 
continued right across, this disposition presenting the advantage that the 
clean mineral never gets far down the table, but is delivered high up. The 
riffle, however, may not be deep right across, or otherwise some gangue, 
taking advantage of an undeserved protection, will be delivered with 
the concentrate. 

The normal Wilfley is essentially a cleaning table. Provided with 
deep riffles right across it becomes a ‘ roughing table,’ at a considerably 
increased capacity. Doing roughing wmrk, with coarse material this in- 
creased capacity might be as much as 100 tons or more per day. 

Ferraris or Buss Table . — Of similar effect but with different move- 
ment, riffling, and support, is the Ferraris table, designed originally on 
the Continent. The movement is that arising from the alternate pull and 
thrust of an eccentric attached by an inclined connecting-rod to a table 
supported on lath-like springs lying over towards the eccentric at an 
angle of about 75° ; it is in fact the Ferraris movement previously men- 
tioned under screening (Fig. 136). In response to it, the material fed into 
a fixed feed-box of small dimension hops rapidly across the table. In 
relation to velocity-acceleration the forward and backward strokes of 
this movement are not different ; they differ only in that the forward 
stroke is an upward stroke at the end of which the material is sent flying 
forward, to be out of contact with the table during the downward and 
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backward stroke. With so vigorous a progression good opportumty must 
be provided for the wash-water to remove the gangue, and to that intent 
the riffles of the Buss table are spaced widely apart, diminishing the pro- 
tection (Fig. 266). Nor are they straight ; from a mder spacing at the 
rear end they converge somewhat, and then take a slightly downward 
course forward to the concentrate discharge. Number and amplitude of 
stroke are similar to the figures given for the Wilfley table ; the speed 
is perhaps a little greater and the amplitude a little less. The actual 


stroke is adjustable by altering 
the length of the connecting 
rod, this being possible by 
means of a turnbuckle on 
that rod. 

The support upon a number 
of inclined wooden springs 
standing up from an iron frame, 
is one which has since been 



widely adopted ; the attach- 
ment of these springs with the 
deck is an elastic one, that 
with the frame beneath is rigid, 
The wear on such a support is 
little, as also is the power con- 
sumed in the movement, since 
no parts move or rock upon one 
another ; nor is any lubrication 
necessary. Moreover, these 


Fiq. 266 . 

Buss Table. — Oeneral View (8andycroft). 
This illustration shows plainly the rows of 
springs which support the table, there being 
probably 20 springs in all, These springs rise 
from transverse runners which lie on longi- 
tudinal channels ; it is seen that the tilt of the 
deck can be alk*red. The connecting rod to the 
table is shown, together with two handles of the 
turnbuckle by which its length maybe adjusted; 
the flywheels on the driving shaft are a notice- 


springs may be regularly dis- able feature. On the deck, the small size of 
tributed under the deck, the feed-box indicates that no wide digtribntion 
j. ,, is necessary ; the arrangements for washing are 

directly supporting every por- „„ti„eably complete j the wide spacing of the 
tion and permitting a lighter likewise favours washing (p. 366). 


construction. The iron frame 


below may be either rigidly fixed to the foundation, or so supported 
that the transverse slope of the table may be adjusted. » 

This table is of trapezoidal shape, 16 ft. long by 7 ft. 6 in. wide at 
the rear end, and 4 ft. 6 in. at the forward end. Of such dimensions, it 


has the capacity of 8 to 10 tons of fine sand per day, requiring about 
6 tons of clear water per ton of ore. The Ferraris table is similar (Fig. 267)* 


James Tabk.— The James table, driven with a toggle mechanism of 
the same general class as the Wilfley, and supported upon inclined springs 
in a manner similar to the Buss, differs from them both : firstly, in that 
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the motion is not directly across the stream but diagonally at an angle 
of about 30° to the bottom edge, the riffles lying at the same angle 



l<'io. 267. 

Ferraris Table.-^Gcneral View (Krupp). The number of supjx)rting springs is 
small, the deck b<*ing substantial enough to do without a groat number. The two 
occentricfi make perhaps a better drive ; no means of altering the length of the con- 
necting rods is ajjparent; again there is a flywheel on the driving-shaft. The feed- 
box is small ; it is seen to be hxed to the underframe. The wash-water arrangements 
are complete, distribution being by pipes. The rilfles arc straight and short, not 
reachinc; to the concentrate end (p. 367). 


(Fig. 268) ; secondly, in that the deck surface is not a single plane, but 
from top to bottom is constituted of various planes, the first, unriffled for 



Fig. 268. 


James Table.— Diagrammatic Plan of Slime (Pine Sand) Table. The long 
distributing-box is not fixed to, nor does it move with the deck (p. 368). 


mineral settlement, the second unriffled and flatter for collection, and 
the third a retarding plane covered with riffles, these several planes being 
repeated on a smaller scale at the concentrate end, to the cleaner separa** 
tion of the products. The eflect of the diagonal disposition of stroke 
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For extremely fine sand (slime) 


and riffles is that any heavy mineral which may have descended so far 
as the retarding plane, is thrown back again. 

With shape and dimension very similar to the other twp tables, the 

James table makes a 

faster stroke and one of ^ 7^^ 

smaller amplitude. Such a 
stroke being less effective 
in distributing the feed, 
this table is provided with 
a long feed-box fixed to 
the frame and command- 
ing more than half the 
table length. Treating a 
proper material a very 
pretty and effective 
separation is made ; the 
material must, however, 



For fine sand 
Fin. 269. 

James Table. — Graphs of Stroke. The smartness 
of tho backward stroke is pronounced (p. 369). 


be properly prepared, sand must go to a sand table of narrower width 
and suitable movement, and slime to a slime table. 

A gra.j)h of tho stroke shows the forward movement to be slower than 

the backward, 



Feed ^ 

two curves being 
asymmetrical with re- 
spect to the vertical 
ordinate through the 
forward point (Fig. 
269). With slime, this 
forward point is more 
rounded, and with sand 
more pointed. The 
stroke is generally less 
than half an inch and 
the speed greater than 
300 per minute, justify- 
Overstrom (Deister) Table.— Diagrammatic Plan, ing the name of vibrator 
The distributing box is fixed to and moves with the for the head motion, 
table. It will be noticed that the concentrate discharge 

is kept wet by its oblique bearing to the stream of ^ * 

wash water (p. 369). Overstrom Tabh.--k 

diagonal relation of the 

riffles to the bottom edge is also a feature of the Overstrom table, but 
the stroke and riffles on this table are not at the same time oblique 
to the stream, as with the James table, but directly across it (Fig. 270); 

2b 
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the diagonal relation with the bottom edge is obtained by laying this edge 
diagonally to the stream. This table, in fact, is designedly extended 
along the diagonal course marked by the riffle ends j of great relative 
length along this diagonal it has many more riffles than usual, and 
generally about one hundred. Granted each riffle bed to be an effective 
concentrator in itself, this table should give a very clean product. Its 
stroke is made by toggle mechanism, amplitude and rate being much the 
same as with the machines already described. 


V 


Feed 


The Deister Table . — Another design for the concentration of very fine 

material employs stratifi- 
cation in an extended pool 
or basin, rather than 
behind riffles. This design 
was adopted in the Deister 
Slimer, which has a square 
shape to contain the neces- 
sary pool (Fig. 271). The 
pulp arriving on this table 
at the rear corner is dis- 
tributed along the top and 
around the forward comer, 
flowing thence diagonally 
down a smooth slope on 
which settlement takes 
place, into a pool about 
half an inch deep, formed 
by a riffled dam parallel 
with the centre Ime of the 
machme. Along the riffles 
of this dam the concen- 
trate settled in the pool 
creeps towards the con- 
centrate discharge. The 
overflowed the dam, suffers a 



Deister Slime (Fine Sand) Table.— Outline Plan 
of Left-hand Table. The feed -distributing box ex- 
tending along the upjxir side and round the forward 
corner, forms part with the deck, moving with it. 
The upper half of the water distribution is likewise 
attached to the deck, while the lower hall is carried 
upon the frame, its actual position being adjustable. 
Opposite the head motion, on the other side of the 
table, is seen the handle by which the tilt of the 
table is adjusted (p. 370). 


material which, in the meantime, 
similar concentration in a secondary pool in the lower half of the machine, 
the concentrate from which moves parallel to that from the first pool. 
Before actual discharge, the concentrate from both pools passes under a 
series of water-jets by which it is cleaned, the wash water carrying away 
a middling product at the bottom comer. The eventual tailing is dis- 
charged over the lower dam. 

The head motion of this Deister machine is an interesting piece of 
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mechanism (Fig. 272). After a forward stroke the table is brought bcwik 
by the depression of the long arm of a bell lever, to the short arm of which 
it is connected. This depression is caused by the revolution of an eccentric. 
On the passing of the eccentric the table is taken forward again by the 
extension of a spring compressed when the table came back, the rate of 



Deister Table. — Diagram of Mechanism. The length of stroke may be adjusted 
by raising or lowering the end of the tie-rod held by the short arm of the boll lever. 
The character of the stroke may be altered by shifting the position of the eccentric 
sleeve around the shaft ; the {losition shown is the normal setting. The crank -pin is 
held by brass bushings, which slide within the box -crank to meet the varying distance 
between crank-pin and shaft, as the driving pulley revolves (p. 371). 

this forward movement being governed by the speed at which the passing 
eccentric allows the lever to rise. This engagement of eccentric and 
pivoted lever results in a difference between the forward and backward 
strokes very similar to that produced by the Wilfley mechanism. 

In addition, a further differentiation between the two strokes is 



Fio. 273. 

Deister Slime Table.—Graph of Stroke (p. 372). 


obtained by driving the eccentric shaft at a varying angular speed, the 
backward stroke beginning at an increased velocity. To accomplish this, 
the driving pulley is not keyed to the eccentric shaft, but runs loosely upon 
an eccentric sleeve interposed between pulley and shaft, the movement of 
the pulley being conveyed to the shaft by a crank-pin engaging box- 
crank keyed to the shaft. Since this pin is on the driving pulley it moves 
eccentrically with respect to the shaft, being sometimes nearer and some- 
times farther away from the axis of that shaft. When nearer, it gives 
that shaft greater angular velocity than that at which it itself is moving; ; 
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wiien farther, less angular velocity. The exact position of the eccentric 
sleeve, while capable of adjustment, is normally so set that the greatest 
angular movement is at the beginning of the backward stroke. The 



Fio. 274. 

Deister Slime Table. — General View. The right-hand table illustrated has no 
pool. The manner of support upon rocking rods is seen. These rods are borne 
upon wedge blocks capable of being moved to and fro, by turning the handle shown. 
As the back wedges are inserted the front wedges are withdrawn, and vice versa ; in 
this way the table may be tilted to a desired inclination. Near the tilting handle the 
spring which effects the forward stroke is seen (p. 372). 

eccentric itself and the box-crank are at the same angular position upon 
the shaft. 

The normal graph of the movement shows a pointed reversal forward 

and a rounded reversal at the 
rear ; in addition, it shows the 
line of the backward stroke to 
be the steeper of the two, indi- 
cating the greater speed at which 
that stroke is made (Fig. 273). 

The Deister table with a pool 
does not appear of recent years 
to have maintained the favour 
it first secured (Fig. 274). More 
recently a table of the same 
name has been introduced which, 
having riffling similar to the 
Wilfley, throws its concentrate 
up on to a higher plane known as the ‘ Plateau,* across which, and under 
wash water, it makes its way to the concentrate discharge (Fig. 275). In 
climbing to this higher plane the denser particle has l^e advants^. 
Arrived at the top, the particles, which had become banked upon 
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Deister Plateau Table.— Diagram. Some 
Deister tables of this ty|)e have a more 
leotangular shape (p. 372). 
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incline, shoot forward again, separately and individually, each to run the 
gauntlet of the wash water, whereupon any gangue particles, now caught 
without the support of 
heavier neighbours, are 
washed away. This par- 
ticular design has re- 
ceived the endorsement of 
adoption. 

Record Table, — 

The Record table differs 
from those previously Fia. 270. 

described, by its greater Record Table,— General View (p. 373). 

length and width, these 

being respectively 18 ft. 6 in. and 7 ft. 6 in. ; by the great amplitude of 
its stroke, this being about in. ; by its support upon horizontal slides, 
in the place of springs or rockers ; and by the mechanism of its head 
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motion. Otherwise, its r iffling has 
no special features, while feed and 
discharge take place around its 
rectangular outline much as with 
the Wilfley table (Fig. 276). The 
differential motion is given by an 
eccentric on a shaft driven at a 
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Fig. 277. 


4 variable speed around the circle, by 
another shaft parallelly disposed 
but about 3 in. out of line. Cranks 
on these two shafts, one on each, 
are connected by a drag link, this 


Record Table. — ^Diagram of Mechan- 
ism. The irregular intervals between the 
figures 1 to 8 around the circle described by 
the following crank are those which result 
from uniform movement of the driving 
crank. This irregular movement round 
the circle is conveyed to the table by an 
eccentric on the following shaft The 
distance between the two shaft-centres is 
about 3} in. ; the link is a little longer 
than this distance (p. 373). 


connection converting the uniform 
angular velocity of the driving 
shaft into variable angular velocity 
round the eccentric shaft ; the 
eccentric itself would give a har- 
monic motion, a purely oscillating 
motion (Fig. 277). Though the rate 
of these movements is not above 
100 per minute, the amplitude is so 


great and the table so large and 
massive, that the power consumed is larger than usual, approaching 2 h.p. 
instead of being less than 1 h.p. The mechanism is, however, cheap and 
strong, and the table simple, so that it is neither costly to purchase nor 
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to repair. With sandy material it has a capacity commensurate with its 
greater area, the large throw effecting a quick progression. Contrary to 
^ what might be expected, this large throw is said not to produce undue 
disturbance. The table, however, does not save fine material, and its 
place would appear to be as a roughing table, to separate an enriched 
product from a tailing not worthy of further treatment. 

Butchart Table . — Appearing more recently, the Butchart table, the 
essential feature of which are its curved riffles, has been well received. On 
a deck of normal rectangular shape, the riffles, starting from the feed end, 
run parallel to the discharge, that is to say, directly across the stream, 
till they reach the diagonal zone made familiar by the Wilfley, when 

instead of continuing an un- 
broken straight course, they 
curve upward across this 
zone before again ipaking 
straight for the discharge 
(Fig. 278). In the curve up- 
wards, the material which 
hitherto has rested quietly 
under the protection of a 
riffle, receives the force of 
wash water deflected down 
the riffle, against which 
water it has to climb. 
Only the denser particles 
survive this ordeal. The 
material which resumes its 
course to the discharge 
is clean concentrate, the gangue having been washed down with the 
stream. The surface of this table is accordingly divided into three 
definite areas, the stratifying area directly under the feed, the cleaning 
area of the curved riffles, and the discharging area beyond. Each 
riffle, by its traverse of these areas, is a complete and separate concen- 
trator in itself. With cleansing so favoured, this table has a large 
capacity. Its advent completely established what had hitherto been 
regarded as abnormal practice, namely, the use of the concentrating table 
as a roughing machine, treating quantities up to and sometimes sub- 
stantially exceeding 100 tons a day. To-day it may even be that tables 
while treating such large quantities can, at the same time, produce clean, 
concentrate as well as clean tailing. 

In addition to its characteristic curved riffle the Butchart table, in 



Fio. 278. 

Butchart Table. — General View showing 
Curved Riffles (p. 374). 
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common with most recent tables, mdudes many widely-adopted improt^^ 
ments (Fig. 279). The head motion, for instance, is an enclosed and 



Fig. 279. 

Butchart Table. — General View of Mechanism and Base. The mechanism is of 
the toggle type, the forward motion being made by a spring the tension of which can 
be adjusted. The tilting frame and the slipper bearings are well shown (p. 375). 

self-oiling piece of mechanism ; the deck is borne in slipper bearings on a 
tilting frame, etc. 

Card Table . — The Card table differs from those previously described in 


Card Table Riffles 



in m 






Ordinary Riffle 


Via. 280. 


Giaaa Riffle 


Riffles. — Card-table Riffle ; Ordinary Riffle ; and Glass Riffle (p. 376). 


that, instead of having riffles nailed to its otherwise plane surface, the 
opportunities for stratification are provided by grooves sunk below that 
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surface (Fig. 280). These grooves, moreover, have not the square section 
associated with ordinary riffles, but a flat angular section with a gentle 
slope on the upstream side and a somewhat steeper slope downstream, 
this design being to avoid the eddying which square riffles unavoidably 
set up. Like normal riffles, while deep at the feed end of the table these 
grooves vanish at the concentrate end. Going forward in the gradually- 
contracting groove, the stratified material is gradually raised into the cross- 
flowing current, and thereby cleaned. The head motion of this machine is 
of the toggle type arranged to give a quick backward movement. The deck 
plan is, roughly, rectangular, though the length at the top is somewhat 
longer than at the bottom. Concentrate is discharged over the whole of 
the forward edge, and accordingly it is easy, upon inspection of the 
products, to draw any desired line between concentrate and middling. 
For this reason the Card table early found favour. 

Tabl^y GeneraL — In construction, tables must have an impervious 
top, or otherwise water would soak through to rot the woodwork and 
soak the floor. Linoleum serves very well ; in addition to being impervious 
it is durable and light ; it also exercises the necessary hold upon the 
mineral ; and is a surface upon which riffles may readily be tacked. Sand 
concrete has sometimes been used, but then, wooden nailing-strips are 
necessary as seats for the riffles ; concrete tops, moreover, are heavy. 
Wired-glass tops with die-impressed riffles have also been suggested (Fig. 
280). But nothing seems more satisfactory than linoleum. The riffles 
are usually of wood, though when shallow they may be of metal strips. 
The wood used is generally a soft pine, but where the feed is coarse, oak 
riffles last longer and are better. Under ordinary circumstances a table 
top will last for two or three years. 

In the mill, the rectangular shape of the table permits a number to 
be conveniently disposed in rows occupying a minimum floor-space and 
presenting conveniences for driving from line shafts. A floor devoted to 
tables makes an effective display. Though costing rather much to pur- 
chase, tables incur relatively little expense in maintenance and repair — 
these items together being something of the order of 3d. to 6d. per table 
per day-— and consume little power. 

In any scheme of water concentration they follow the jigs if such be 
present. Recent improvements in tables, and particularly the use of 
tables for roughing purposes, have indeed enabled the table to encroach 
upon the work formerly done by fine jigs (Figs. 231, 265). Tables, now- 
adays, can do more work per unit of floor area than fine jigs, than 
which also they use considerably less water and require less skilled attend- 
ance. Tables now will treat an unclassified feed as coarse as 4 mesh, 
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delivering a clean concentrate when the ore is simple, but more otten. 
from such large material, an enriched product to be retreated. Treating 
finer material and material which has been classified, they normally make 
a clean concentrate, a clean tailing, and a middling, the amount of this 
last being an index to the excellence or otherwise of the work done. The 
middling product is a safeguard against too great a loss in the tailing 
when the conditions are set to make a clean concentrate ; the smaller the 
bulk of this middling, the better the work done, since the respective bulk 
of the finished products is greater, and less remains to be retreated. 
In addition to the three products mentioned, a further product may 
sometimes be separated from an unclassified feed, namely, the slime which 
runs directly down from the feed and leaves the table towards the rear 
end ; this use of the table as a de-slimer is, however, not common. 

Tables are undoubtedly the most important appliance in water con- 
centration. They are used everywhere, and upon every kind of ore. With 
base-metal ores they are often responsible for the largest portion of the 
concentrate recovered. With precious-metal ores they sometimes serve, as 
at Cobalt, Ontario, to take out very rich material too coarse for satis- 
factory recovery by cyanidation or flotation, and sometimes to withdraw 
such base sulphides as would interfere with the proper working of 
cyanidation. 

It does not appear that flotation will diminish the importance of table 
concentration ; tables are, indeed, often used to recover coarse mineral 
which has escaped flotation (Fig. 329), or sometimes to separate two or 
more minerals which have been obtained together in a flotation concentrate 
(Fig. 315). It is more likely that whether pressed by flotation or not. 
table concentration will increase at the expense of jigging. It must 
be remarked, however, that, at Broken Hill, New South Wales, and at 
Anaconda, Montana, jigs have been retained ahead of flotation while 
tables in that position have been discarded. 

Neither round machines nor belt machines can be said to be represented 
among jerking appliances. It is true that, as has already been mentioned, 
a round table, the Bartsch, is given a similar though gentle knock, but 
this knock is only to stratify the material and not with any idea of 
imparting progression to the concentrate, progression being effected 
by the revolution of the feeding and collecting services. Of belt 
machines, also, one or two, the Luhrig and the Monell, for instance, 
include a small differential movement in their design, but this movement 
again is for stratification and not for progression, and these particular 
appliances have been described under oscillating plants, being in fact 
ordinarily known as vanners. 
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* THE WATER-CONCENTRATING SYSTEM OR FLOW-SHEET 

The scheme of treatment represented by the arrangement, number, and 
types of the machines assembled to dress ore, constitutes the Concentrating 
System, a system displayed graphically by the Flow-sheet (p. 645). 

Within the overruling purpose of dressing, namely to prepare a product 
acceptable to the metallurgist, the point to be held in view in devising a 
system is the maximum monetary advantage to be obtained ; there must 
be the highest possible capacity and recovery from the minimum equipment. 
Presuming the deposit to be in full exploitation, the equipment, both in 
extent and type,, will depend chiefly upon the character and value of the 
ore, but partly upon the manner in which the machines are arranged. 

If the ore were coarse grained, then after a relatively coarse crushing, 
it would be divided into classes for separate coarse, fine, and slime concen- 
tration, respectively, .this scheme, whole, in part, or further extended, repre- 
senting “ class concentration ” (Figs. 208, 222, 282). The tailing from the 
coarse class, and perhaps that from the fine, would then be crushed further, 
the crushed materials being submitted to fine concentration and slime 
concentration, respectively, this procedure, possibly continued until all 
were treated by slime concentration, constituting “ stage concentration 
(Fig. 285). Accordingly, class concentration is applied to the whole 
material, and stage concentration to the originally coarse portion. More- 
over, since each class may be further divided, the number of classes treated 
separately may be considerable (p. 313), whereas in practice the number 
of stages is limited to the 'three mentioned, namely, the coarse, fine, and 
slime stages. 

Such a combination of class and stage concentration avoids the wasteful 
and useless comminution of coarse mineral ; it also avoids the contamina- 
tion of the whole concentrate which would result if all the ore were ground 



&i6 before concentration b^an ; while finally ib permitB worthless matmal 
to be discarded at a coarse stage, with consequent saving in crushing. 

Where the ore was medium grained, the principle of recovering the 
mineral as coarse as possible, though obviously not of the same moment, 
would still be applied. Employing only fine and slime concentration, an 
adequate and sometimes high recovery is nevertheless possible from such 
ore. Much the same may be said in respect to the recovery from the 
intermediate classes and stage. 

Finally, when the mineral was finely distributed through the ore and 
comminution was of necessity complete, the capacity of the appropriate 
water-concentrating machines would be seriously diminished, the con- 
centrate obtained would be much less clean, and the recovery low. The 
end classes and stage of concentration would be even less satisfactory. ' 

To fix the ideas : if the recovery from coarse concentration were 96 
per cent, as it very well might be, that from fine concentration might be 
expected to be 85 per cent, while that from slime concentration would 
hardly reach 40 per cent. Similarly, where the recovery from coarse- 
grained ore was over 90 per cent, that from medium-grained ore would 
probably be less than 80 per cent, and that from fine-grained ore less than 
60 per cent. These figures expose the inability of water concentration 
to treat slime. 

Between complex ores containing more than one valuable mineral, and 
simple ores, for equal recovery and cleanliness the former would require 
the more diversified and extended treatment. Between rich and poor 
ores the former would warrant more extended treatment, permitting 
better recovery and cleanliness. 

The arrangement of the machines within the several classes may like- 
wise vary. Normally, the machines in one concentration class are arranged 
“ in parallel,’* a portion of the same stream being distributed to each, all 
producing similar products. The advantage of this arrangement is that 
the amount of material passing to one machine is relatively small, and the 
machine, in consequence, works under conditions favourable to the making 
of clean concentrate and tailing. Often, however, machines are placed 
in series,” clean concentrate and worthless tailing only resulting after 
two treatments. Such a treatment in series may mean either the re- 
treatment of the tailing, or the retreatment of a rough concentrate, the 
former being known as “ retreatment concentration ” (Fig. 256) and the 
latter as roughing concentration ” (Figs. 226, 255). 

Retreatment concentration, though not often clearly defined, is not 
uncommon. With jigs, for instance, the material passes from cell to cell, 
each cell being in reality an independent machine making its own products, 
the material passing forward for retreatment in the next cell. With sand , 
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Water Concentration, East Pool, Cornwall, 1918.— The Bat frames are ordinary 
ragging frames. The hand>frames are frames worked by hand instead of by an anto- 
matio balanoe>box, two being in series, the lower treating the tailing from the upper. 
The Taylor table consists of a number of flat frames arranged to work automatically 
round a circular track. A dead*buddle is one with no moving sweeps or parts, the 
pulp, generally an enriched product, entering through a downright pipe at the centre 
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and making its own radiating bed upon a flat cement floor about a foot below the 
surface. After being calcined, further treatment on tables, in buddies and kieves, 
eventually brings the concentrate to a marketable condition. This further treatment 
takes place in the ‘ tm-yard.’ The ore is hard, fine-grained and complex, containing 
oassiterite, wolframite, and mispickel as valuable constituents (pp. 343, 380, 647). 
(Truscott, Tram, LM.M, VoL XXVIII., 1919, p. 73.) 


tables, retreatment in simple series is not often seen, that is to say, though 
primary tables are often followed by secondary tables treating a middling 
product from the primaries, it rarely occurs that the whole tailing passes in 
succession over a second table ; tables are usually too expensive to apply 
to impoverished material. Finally, with slime tables, it is not unusual 
to see the tailing from one machine retreated on a second ; it is, indeed, 
only the great floor-space occupied by slime machines which limits such 
retreatment (Fig. 281). 

In roughing concentration, a primary machine, by discarding clean 
or worthless tailing, prepares an enriched product for treatment by a clean- 
ing machine. Concentrating machines have, largely for convenience, 
been distinguished from classifying machines, the latter being regarded as 
purely preparatory ; when, however, a concentrator is used as a roughing 
machine, the work it does is likewise largely preparatory, generally, indeed, 
to the extent that previous classification is eliminated (Fig. 225). A 
roughing treatment is in effect an extension of the idea of making a middling 
product. 

Normally, the concentrator is regarded as a machine for making a 
finished concentrate, and its success is judged by the weight of finished 
concentrate it produces. So regarded, the taking of a middling product 
is not an end in itself but a guard against loss in the tailing ; such 
a middling may not be too bulky or it becomes a burden to the system. 
When this middling consists largely of “ chats,” that*is, of particles of 
mineral and gangue intergrown, as it mostly does from jigs, it is comminuted 
further and introduced again at a point lower down the system. When, 
on the other hand, the particles of mineral and gangue are free, as they 
often are from tables, it is common practice to send the middling over 
similar machines suitably adjusted, one such middling machine serving 
a number of primary machines. To treat middling by returning it 
to the machine which made it, is bad practice, since this could only 
result in an accumulation detrimental to the proper functioning of 
the machine; eventually, of course, such middling would find its way 
partly to the tailing, partly to the concentrate, to neither of which might 
it belong. 

The partly finished product of a roughing machine is, however, in 
different circumstance to the middling produced by a finishing machine. 
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being so abundant in amount that the system is specially arranged to 
accommodate it. 

Roughing may be applied throughout the system. With jigs it is 
sometimes, as at Joplin, the concentrating system itself ; with tables, the 
roughing table, by reason of its large capacity, has notoriously replaced 
jigs for the treatment of such sand as contains little clean concentrate 
to recover ; with slime tables, roughing permits the discard of a sub- 
^ stantial amount of worthless tailing, as do the ‘ ragging ’ frames so notice- 
able in Cornwall. 

In general, roughing, in addition to simplifying the preparatory opera- 


30 Californian Stampa (24 n»aah) 



Water Concentration, Giew, Cornwall, 1918.~"Though treating a simple ore, 
the pulp from the stamps is divided by classifiers into four different products, these 
being separately treated on tables, vanners, and frames, respectively. In this 
scheme also, enrichment of the slime concentrate is made more rapid by taking a 
middling product frem the round frames (pp. 282, 378, 640). (Trusoott, Trans 
LMM. Vol. XXVIII.) 

lions, offers the advantage that by treating coarse and fine, sand and 
slime, together, the latter receives treatment and is substantially im- 
poverished before it reaches its own particular tables. This may happen 
to such an extent that the greater portion of the recovered concentrate of 
slime size is obtained from the sand tables. With rich material roughing 
has no place, largely because the desired cleanliness of concentrate is 
obtained in a single treatment, but also because the value of the ore permits 
adequate preparation by sizing and classification. Its benefits axe chiefly 
felt with low-grade material. 

A roughing treatment connotes gradual enrichment ; normal treat- 
ment and retreatment connote rapid enrichment. Where, as with mosf " 
concentrating machines, separation does not require the enriched prodiiol 
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to be accommodated on the surface, gradual enrichment, implying the 
careful discard of a completely impoverished tailing at successive treat- 
ments, is attractive. But where the enriched product must be held upon 
the surface of the machine, as, for instance, on slime tables, the area of 
surface required will be greater with gradual than with rapid enrichment, the 
bulk of the enriched product being greater. In the water concentration of 
slime, accordingly, a relatively rapid enrichment appears to be demanded 
by considerations of plant cost and floor-space (Fig. 282). 

Finally, where, because of the small amount of mineral in the ore, the 
weight of the enriched product remaining for treatment is too small to 
•maintain a continuously flowing stream, the system changes to one of 
treatment in charges. In Cornwall, for instance, the ordinary mill pro- 
duces a concentrate, which, were copper or lead the valuable metal, might 
well be sufficiently clean, but, the valuable metal being tin, an almost 
perfect cleanliness is necessary, and the mill concentrate is sent to the 
calciner to be roasted, whence it passes to be carefully dressed in charges, 
in a portion of the plant known as the ‘ tin-yard.* In that yard it ia^ 
treated on tables, in buddies, and finally in kieves. 


WATER CONCENTRATION, RfiSUMlS 

Successful water concentration requires ponderable size of mineral 
grain and a sufficient difference of density between mineral and gangue. 
The highest recoveries are made when the mineral is coarse. The cleanest 
concentrate often results from sandy material, since with such, as a rule, 
the mineral release is more complete. With still finer material, though 
mineral release may be still more complete, the concentrate is likely 
to be less clean owing to the difficulties of separation from gangue ; 
adequate recoveries of clean concentrate are, however, perfectly well 
possible from material as small as 200 mesh. Below that size both 
recovery and cleanliness suffer ; the recovery from slime material by water 
concentration is generally only 30 to 40 per cent. 

In respect to difference in density, an adequate separation requires 
that the specific gravity of the mineral to be recovered should be at least 
f *6 higher than that of the gangue, or if there be two minerals present, at 
least that much higher in density than the lighter mineral. 

Recovery and cleanliness are to some extent interdependent, greater 
cleanliness being generally obtained at some expense to recoveiy. Cleanli- 
ness, of course, is the necessity imposed bythe subsequent metallurgical 
operations, which suffer if it be not achieved. The proper degree of cleanli- 
ness reached is therefore determined by the balance between the extra cost 
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and loss incurred in its achievement, and the benefits obtained. It is 
usual to express the extent to which concentration has been pursued 
towards cleanliness, by the ratio between the weight of the ore treated 
and that of the concentrate obtained, that is, by the ‘ Ratio of 
(>)ncontration.' This ratio, in turn, depends upon that between the 
mineral content of the dressed concentrate and that of the original ore, 
that is, upon the * Ratio of Enrichment.* These two ratios would be 
equal were there no loss, since the mineral content of the concentrate 
would then increase exactly as its weight decreased ; as it is, the con- 
centration-ratio is proportionately the higher of the two, on which subject 
more anon (p. 637). 

In the dressing of tin ores assaying, say, 1 per cent of tin, to a 
concentrate assaying, say, 60 per cent, the recovery is only about 
65 per cent, in spite of the high density of cassiterite and the 
granularity of its particles ; the corresponding enrichment-ratio would be 
60, and the concentration-ratio close upon 100, this latter figure expressing 
the fact that out of 1 00 tons of ore only one ton of concentrate is produced. 
With rich coarse-grained lead ores, on the other hand, by reason of 
tlieir considerably-higher original-content, the recovery is much higher, 
a normal figure being over 90 per cent, and the concentration-ratio much 
lower, being about 5 ; a still lower concentration-ratio obtains with iron 
ores because of the still higher content of these ores. Between such 
extreme figures come most of the other results. With coarse-grained 
copper ores recovery will be 80 per cent or so ; with fine-grained copper 
ores, from 60 to 70 per cent, the lower percentage accompanying a higher 
concentration-ratio, say about 20, the higher percentage going with a lower 
ratio of about 10. With simple zinc ores, these being generally coarse-grained 
though relatively low-grade, the recovery by water is about 65 per cent. 

Such results as the above are obtained at an operating cost which 
varies from about a shilling per ton with the simplest ore, to ten or twelve 
shillings per ton w^ith complex ores, these figures including crushing and 
classification. All other things— the character of the ore, the concentrat- 
ing system, etc. — being equal, the precise figure varies with the capacity 
of the equipment, with large equipments it is substantially less than with 
small equipments. 

The investment cost of water concentration is determined by 
the prime cost of the installation. Prime cost will vary from £10 per 
ton treated per day with a simple system, to as much as £150 per ton per 
day with a system extensively developed. The extent to which the 
system is developed and recovery is pursued, depends upon the balance 
between the extra cost incurred and the extra recovery obtained. The 
investment cost per ton is lowered by using an equipment at full capacity. 
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But capacity and recovery are somewhat interdependent ; if capacity is 
pursued, recovery suffers. The endeavour to increase capacity must 
accordingly be stopped when gain in capacity is more than offset by loss 
in recovery. 

From the above considerations, it is evident that in length of treatment 
and retreatnient the system is dependent upon the original value of the 
ore. An extra recovery of 5 j)cr cent from a rich ore might well cover 


Lump Ore 



Water Concentration, Moresnet, Rhineland, 1916 .— The ore treated is a 
plombiforous blende occurring with pyrite, and associatt^d with dolomite, lime- 
stone, and slate. The average ore contains about 6 per cent of galena, 30 per cent of 
blende, and 20 jwr cent of pyrite. About 20 jwr cent of the total ore is removed by 
sorting, partly as waste and partly os finished products. The recovery of the zinc is 
about 85 per cent. (pp. 23, 24, 387). 

the investment and operating costs of another row of machines, for which 
that additional percentage recovery from a poor ore would not suffice. 

In the matter of capacity, most water-concentrating machines have this 
favourable point, that, for intervals at least, they are capable of taking 
an overload, this capability lying in the fact that the bed of material 
which they retain as essential to their proper functioning, may be 
augmented. In this bed fluctuations in the fe^ are absorbed, Kuctua- 
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tions may well arise, for instance, from the arrival of coarse and hard ore 
at one time and fine and soft ore at another ; from the occasional blind- 
ing of screens in the sizing equipment, or of sieves in the jigs. Fluctuations 
may also arise by variations in the mineral content, even though these 
may have been largely eliminated by previous sorting (Fig. 284). 

The above-mentioned pre-requisites for successful water treatment, 
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Fig. 285. 

Water Concentration, Alaska Gold Mines, 1918 .— -Flow-sheet. The ore consists 
of quartz stringers in slate and gabbro, this quartz containing fret^ gold, galena, and 
auriferous pyrite. During the year 1917 the tonnage crushed was 2,240,000 and the 
milling cost about Is. 2d. per ton milled, the yield obtained being about Ss. Od. per 
ton. At the Alaska-Trcadwell mine working similar ore, stamps were used and not 
rolls, and amalgamation was practised ahead of the concentration, this latter 
being largely conducted on vanners ; on the other hand, at the Alaska Juneau, with 
less success, ball -mills were used for the primary reduction, amalgamation was not 
practised, and about one-third of the ore sent to the mill was sorted os waste. A 
feature of this milling plant is the retreatment to which the concentrate is submitted, 
and from which a concentrate of coarse gold, a second concentrate of clean galena, 
and a third of auriferous pyrite are obtained (pp. 378, 388, 647). 


namely, ponderable size and sufficiently high density, are largely present 
in the ores requiring dressing. Quite exceptionally, it is true, they are not 
sufficient; molybdenite, though it be heavy and occurs large enough, 
breaks into such pronounced flakes that its concentration by water is 
impossible ; the tellurides and sulph-antimonides of the precious metals, 
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though they be both ponderable in their grain and dense in their substance, 
are so friable that no adequate recovery can be made by water ; with 
the oxidized ores of copper, zinc, and lead the position is much the same ; 
while stibnite occurs so sporadically and is so soft, that water separation 
is inapplicable. 

Yet water concentration has an immensely large field. It is, and 
promises to remain, the prime and only means of beneficiating tin and 
wolfram ores (Fig. 283). It is, and doubtless will remain, the treatment 
for the coarser-grained portion of the base-metal sulphide ores, yielding to 
flotation only for the finer portion, or where a heavy gangue is present (Figs. 
326, 330). It is serviceable in the recovery of auriferous pyrite from low- 
grade gold ores (Fig. 285), and in the recovery of valuable sulphides, or the 
removal of harmful sulphides, before the cyanidation of jirecious-metal 
ores generally. It removes cheaply and satisfactorily the coarse sulphides 
of an oxidized copper ore preparatory to subsequent leaching of the 
remainder. And where flotation is the prime process, it provides a cheap 
means of recovering such coarse sulphides as escape that treatment 
(Fig. 329). 

In conclusion, to-day probably a greater tonnage is treated by water 
concentration than by any other process of dressing. It may be that much 
of this tonnage would not be in a position to be treated by water were 
it not that flotation assisted and made possible the exploitation of the 
deposit. Nevertheless, it cannot yet be said, that, as with the passage of 
time hand-picking gave precedence to water concentration, so water con- 
centration is now in the way of ceding pride of place to flotation. 
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FLOTATION CONCENTRA'HON ; PROCESSES, MACHINES, AND AGENTS 

General 

Developnent . — We are close enougli to the original conception and 
development of this imj)ortant process of concentration that an ordered 
recital of events may be attempted. In this recital something is learned 
of the properties upon which the process is based. 

Water concentration has been practised for ages, and its main principles 
were well understood away back in the time of Agricola. Flotation belongs 
to the present era of mining, which dates back to the exploitation of the 
rich auriferous gravels of California and Australia about the middle of 
the nineteenth century. The first reference to the afiinity of oil for 
mineral in preference to gangue, and the first suggestion to use this 
preference for the recovery of the mineral, was made by William Haynes, 
of Holywell, Wales, in 1860 ; it cannot be said seriously that any such 
suggestion had been made before. Haynes recommended the addition 
of an oily mixture to powdered ore in tlie proportion of one part by 
weight to about six parts of ore, the ore to be kneaded till the fatty 
mixture had exerted its preference for the mineral, agglomerating it into 
a pasty mass from which the unselected gangue could be driven by water. 
In this recommendation there w^,s no suggestion of flotation ; nor was 
there any continuity in the process, the material was treated in charges. 
It is interesting, however, that fatty or oily matters, coal tar, and gum, 
were enumerated as suitable selective agents. 

A difierent idea was that put forward in 1885 by Hezekiah Bradford 
in the United States, who described a method for the treatment of wet 
tailing from water concentrators, by passing such tailing in a thin stream 
down a slope on to the surface of water in a pointed vessel, the sulphides 
floating and overflowing, the gangue sinking. This continuous flotation 
process depended upon the non- wetting properties of sulphide minerals. 
Then, in direct line to Haynes, came Carrie Everson of Chicago, who 
in 1885 suggested the mixture of oil and acidulated water with crushed 
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ore to form a stifE paste from which, again, the gangue could be 
removed by water, leaving the sulphide mineral behind. In this recom- 
mendation the particular contribution to the art of dressing was the 
increased selectivity brought about by the acid. But somewhat later, 
and in association with others, the suggestion was made to conduct the 
operation in the presence of sufficient water that the oil, aided by gaseous 
effervescence and some aeration, floated the mineral to the water surface, 
separating it thereby from the gangue, which remained below. This 
process, though flotative, was not continuous but proceeded in charges. 

In 1894 Robson, of Dolgelly in Wales, with Crowder, of London, agitated 
moist ground ore in a vessel through which a stream of thin oil flowed 
upwards, tliis thin oil being made by the addition of a solvent hydro- 
carbon, tur])entine or kerosene, to a thick fatty oil. In this upward 
progress of the oil the sulphide particles were entrained and carried to 
the overflow, the gangue subsiding. Though, therefore, the mineral 
particle rose, flotation by buoyancy was not unaided, the stream assisted ; 
nor was the process continuous. 

The first flotation process to be commercially applied was, however, 
that developed by Elmore of London, in 1898. Elmore was, moreover, 
the first to apply the selective action of oil to a pulp flowing freely 
from a wet-crushing machine. This freely-flowing pulp entered a cylindrical 
mixer revolving slowly round a horizontal axis, into which cylinder and 
at the same end a thick mineral-oil was introduced (Fig. 286). From the 
other end the oily mixture discharged into a spitzkasten, wherein the 
water-level was so maintained that the floating oil overflowed separately 
and continuously, carrying with it the mineral particles, while the un- 
affected gangue was discharged below, with the water. The recovery 
of the mineral from its oily menstrum was then effected in centrifugal 
. machines, the oil being returned to service. In respect to the amount 
of mineral, the amount of oil present, lifting only about 10 per cent of 
‘ its weight of mineral, was considerable. But since, after centrifugal 
separation, this oil was returned for further use, the amount consumed 
was only that inseparable from the concentrate and that lost in handling, 
this consumption amounting to about 2 per cent of the weight of the ore 
treated. In this process, which is commonly referred to as ‘ The Elmore 
Bulk-Oil process,’ there was complete and natural flotation, no upward 
stream of oil assisting. 

The results obtained by the bulk-oil process at the Glasdir copper 
mine in Wales were such as to make it quite evident that this new 
process of mineral concentration had wide possibilities. Hitherto, at 
that mine, extended water-concentration had made but poor recoveries, 
owing to the friable nature of the ore-mineral, chalcopjrrite containing^ 
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some gold and silver ; but from the same ore oil-flotation at once secured 
a recovery of about 80 per cent of the copper, silver, and gold present, 
these recoveries being obtained from a plant having a capacity of about 
60 tons per day. In addition to this commercial application, the process 
also secured equally satisfactory results on a laboratory scale from a 
variety of ores. Such results focussed the attention upon this new process, 
and dispelled an attitude of incredulity. He-adway did not, however, 
take the line of direct succession to the ideas which Elmore had so pre- 
sciently put into operation. 



Tailing | 

Fig. 280. 

Elmore Bulk-Oil Flotation Machine. — Diagram. The material, ground to 
about 30 rnesh, j)assed with a thick fuel-oil into the end of a slowly-rotating 
drum lined with helical flights projecting about six inches into the interior. At 
the other end discharge t(X)k place into a pointed box, whenct^ the mineral-laden 
oil overflowed while the gangue sank to bo discharged through a spigot. The time 
of passage through the drum — determined by the pitch of the helical Alights and 
the speed of revolution, this latter being about five per minute — was generally 
about 2 minutes. As a rule three such drums worked in series, so that the material 
received three treatments before final discharge (p. 390), 

About this time the zinc middlings resulting from the water con- 
centration of Broken Hill ore, such middlings bemg untreatable by 
reason of the amount of heavy gangue present, were awaiting the 
discovery of some process by which they might be beneficiated. 
It had long been noticed in the water concentration that at places in the 
flowing system where the stream became broken and agitated, the surface 
of the water was often covered with a glistening film of floating sulphide, 
to sink which had hitherto been the anxiety and endeavour. With the 
change of attitude towards the possibilities of flotation, came also a 
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change in this endeavour, which hereafter was to get more of the sulphide 
to float. This was particularly the position about the year 1901, after 
the possibilities of dry magnetic-separation of the zinc blende had indicated 
that no satisfactory treatment lay in that direction. 

Early in 1902, Potter at Broken Hill evolved a process to treat these 
zinc middlings in hot acidulated - solutions. From the dump these 
middlings were introduced into a vessel containing a solution of sulphuric 
acid maintained at an acidity of 2J per cent and a temperature not 
far from boiling-point, and stirred, the zinc blende under this treatment 
rising to be included in a froth upon the surface, while the gangue fell 
to the bottom to be continuously discharged. Actually, flotation was 
effected by the attachment of the blende to bubbles of carbonic-acid gas, 
generated by the action of the acid upon the calcite in the gangue ; it 
was, accordingly, a gas- bubble flotation and not an oil flotation. This 
fact was emphasized by Froment later in the year, in a process specifically 
stated to use gas bubbles, generated by acid from calcite, to increase the 
buoyancy of particles agglomerated by oil. 

Delprat, towards the end of the same year, 1902, applied a similar 
process at the Broken Hill Proprietary mine, replacing sulphuric acid by 
salt cake (Fig. 287). By its means, and without the use of oil, the first 
parcel of clean concentrate resulting from flotation at Broken Hill was 
obtained, this parcel of 50 tons being marketed in May 1 903. Later, by 
arrangement with Potter, the Delprat plant returned to the use of sulphuric 
acid, using which it has continued to operate with every satisfaction. 
It must be remarked, however, that this success was obtained upon a 
particular material, namely, one containing about 3 per cent of calcite 
and consisting of fine sand with little or no slime. It dc])ended upon 
the attachment of the sulpliides to gas bubbles, this being an expression 
of their non-wetting properties. Arrived at the surface with their load 
of mineral these bubbles formed a thick coherent froth. 

Cattermole of London, in 1903, proposed the addition of oil in such 
amount, namely, about 5 per cent of the weight of sulphide mineral present, 
that such mineral particles became agglomerated into floccules and 
sank down through a rising current strong enough to lift the gangue 
particles to the overflow ; treatment included a gentle agitation of the 
pulp and oil to assemble the mineral particles, separation taking place 
subsequently in a spitzkasten. The oil used was a heavy mineral-oil, and 
afterwards oleic acid with soap as an emulsifying agent. It was found, 
however, that all the sulphide particles were not thus selectively flocculated, 
but that some, attaching themselves to bubbles, floated to the surface to 
overflow with the gangue. Later in the same year, and in association 
with Sulman and Picard, the suggestion was made to use the fatty acid 
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set free by the action of acid upon soap solution, the gas bubbles generated 
by the action of excess acid upon the calcite being used to float the 
floccules. The Cattermole process was tried for some time, but in practice 
was never successful. It depended upon the oiliness of the oil. 


Acid 



Potter-Delprat Flotation Box, — Diagram. Zinc middling from previous water 
concentration is pushed down a feed solo heated underncjath, at the rate of about one- 
quarter of a ton per minute, into a bath maintained by live steam at a temperature of 
about 90° C., and at an acidity of about 2 per cent of sulphuric acid. This bath is 
contained in a cast-iron pyramidal box 9 feet in dimension at the top and 15 feet 
deep, provided with an overflow launder opposite the feed entry and a sjiigot discharge 
for the underflow. This discharge is from one of two pockets arranged in the bottom, 
the other pocket being blind. Each of these two jackets is separately served with 
acid by a pipe reaching down from the acid service above. In this way the material 
receives two treatments, the first in the blind pocket, the second in the discharge 
pocket. In order that gangue particles entangled with the rising sulphide from this 
second pocket may not pass directly over into the concentrate launder, baffles are 
arranged to direct this rising pulphidc away from the overflow (p. 392). Repre- 
sentative figures obtained without the use of oil, and without any trace of oil 
detectable in the concentrate, were : 



Zn. 

Pb. 

Zn. 


Per cent. 

Per cent. 

02. 

Feed 

14 

3 

5 

Concentrate 

47 

6 

13 
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3 

2 
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De Bavay of Melbourne, in 1904, treated finely-crushed dry ore by 
delivering it gently on to water, when the sulphides by reason of their 
non-wetting properties remained on the surface as a thin float, the gangue 
sinking. This process he further developed by directing an ore pulp over 
a corrugated conical surface, rolling down which the sulphide particles, 
as in tlie turmoil they broke the water surface, rode away, the gangue 
finding a separate outlet below (Fig. 288). This process, modified by 


Faed 

I Corrugated Cone 



I 


Talting j 
Fia. 288 . 

De Bavay Flotation Cell. - Dia- 
gram. The pulp is fed on top of a 
corrugated cone supfiorted ooiieentric- 
ally witlun a coniijal classiher at 
such a lieight tliat its base is just 
under the water surface. Upon that 
surface the sulj)hide forms a film which 
overflows into a jx*ripheral launder, 
while the gangue drops below to be 
dischargt^d successively iuK)n other 
cones in scries (p. 394). 


subsidiary aeration and by the addi- 
tion of a small amount of oil, was 
long in use after its first introduction, 
producing the cleanest concentrate 
at Broken Hill. The scum or float 
arising in its operation was notice- 
ably different from that produced iii 
the Potter-Delprat process, being but 
a thin mineral-film and not a thick 
and coherent froth — a difference 
which may be taken to distinguish 
between 'film flotation’ and 'froth' 
flotation.’ The process was not suc- 
cessful with slime nor with sand con- 
taining slime. 

Macquisten of Glasgow, in the 
same year, 1904, developed a very 
similar process. Instead, however, 
of giving the mineral particle oppor- 
tunity to break the water surface 
during a troubled fall, he introduced 
the pulp into one end of a horizontally 
rotating pipe with spirally corrugated 
interior, settling wherein the particles 
became lifted to a water surface 


maintained below axial level (Fig. 289). Breaking through that surface, 
the sulphide particles floated while the gangue particles dropped back,^ 
the flow of water through the pipe carrying the resultant mineral-film 
forward, while the spiral corrugations ensured the progression of the 
gangue. In this process as originally conceived, no oil was used. It 
was applied commercially in the western United States about 1910 to 


recover zinc and copper mineral from sandy tailings and middling products. 

Then, in 1904, again, Elmore brought out a second process which, 
while embod 3 dng the selective action of oil in a mobile pulp, incorporated 
the by-this-time familiar idea of floating the oiled sulphides by nieans . 
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of bubbles, these bubbles forming a froth at the surface. The air for the 
bubbles was obtained by rexiucing the pressure above the water-surface, 
the air normally in solution in the water — about 2 per cent of the water 
volume— then coming out in the form of small bubbles ; from this use of 
reduced pressure the process is known as the Elmore- Vacuum process. 
The eventual discharge both of the froth and of the tailing was through 
vertical pipes hanging deep enough to maintain the vacuum and to act 
as the long legs of a siphon, the short leg being that up which the feed 
was drawn (Fig. 290). 

In 1905, from experiment along lines suggested by the failings of the 


eft. > 



MacQuisten Tube Concentrator.- -Diagram. A caRt-iron tubo about 10^ in 
diameter and 6 feet long with helical groove of about 3-inch j>itch lining the intoiior. 
The material to be trcat(*d is crushed to about 30 mesh and the slime 8ej>arated. The 
remaining sand is fed at the free end of the lube, which is rotated at about 30 r.p.m. 
With ordinary ore two tubes in series, the second retreating the tailing from the 
first, would make a satisfactory recovery and be capable of treating about 5 tons 
per 24 hours. A 2-5 per cent copj)er ore would yield a concentrate assaying about 
20 per cent. This appliance was used at Golconda, Nevada, to treat a cop|K*r tailing 
containing spinel and garnet ; and at the Morning mine, Idaho, to treat a middling 
containing galena, blende, find siderite (p. 394). 


Cattermole process, Sulman, Picard, and Ballot, together put forward a pro- 
cess employing an amount of oil specified to be less than 1 per cent of the 
weight of the ore treated and generally about 0*1 per cent, the treatment 
including a violent agitation. With this small amount of oil, oiliness was 
no longer a factor ; at most the oil could but form the thinnest film upon 
the sulphide particles, a film roughly of molecular dimensions but suffi- 
cient to contaminate the surface. Moreover, in the violent agitation 
specified, the mechanical emulsification of the oil was so complete that, 
doubtless, fractional solution supervened and the water became contami- 
nated, permitting in that condition the formation and maintenance of 
myriads of fine air-bubbles. To these bubbles the sulphide particles 
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Elmore-Vaouum Plant. — Diagram. The separating vessel is a cone with apex 
upwards. Through the centre of the base the oiled pulp, having a consistency Of 
about 3 of water to 1 of ore, enters, being drawn up by the vacuum above. Arrived 
within the cone it is stirred by rotating rakes worked by a worm wheel, these 
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Taihng Concentrate 
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rakes at the same time gradually plough- 
ing the tailing to the periphery, where 
it is discharged impoverished down pijx^s 
oxt<uiding about 30 feet below. This 
discharge is undf‘r water to keep air out, 
and so controlled as to leave just suffi- 
cient of the fet'd water to discharge the 
concentrate. The feed being drawn up 
about 20 feet, its pipe and the discharge 
pi|>e together form a natural syphon at the 
top of which, even without the vacuum 
pump, there would be considerably reduced 
pressure (p. 394). 

During the progrt'ss of the materia] 
towards the pt^riphery, the oiled sulphide 
particles cscajie by attaching themselves 
to air bubbles engendered by the vacuum. 
These loaded bubbles rise, the conical 
shape of the vessel bringing them all to 
the centre, where thciy overflow a circular 
lip into an outer hood from which the 
concentrate discharge - 2 )ipo leads. 

The standard machine with a cone 
5 feet in diameter, and using about 
3 h.])., treats 20 to 40 tons jx'r day, the 
lower figure applying to ore containing 
much sulphide. From 3 to 10 lb. of oil 
is used |x?r ton, and a similar amount of 
acid ; the vacuum ejuployed is about 24 
inches. Gas g(‘nerattHl by the acid assists 
substantially. 

This process was considerably used at 


Broken Hill, and until recently was still in 
use at Sulitelma, Norway. Upon sandy material, oven though fine, it made good 
recoveries and a good enrichment. Representative results are as follows : 
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attached themselves, the loaded bubbles rising to form a dense, coherent, 
and many-layered froth, armoured by the mineral it contained. 

This idea of driving a portion of the oil into solution was further 
developed by Higgins, who, in 1908, suggested the employment of aromatic 
hydroxides, such as phenol, as froth-forming agents; and by Sulman, 
Picard, and Ballot, who, in the same year, put forward the alcohol series 
as soluble frothing-agents. These suggestions in turn were followed in 
1909 by that of Greenway, Sulman, and Higgins, to use amyl acetate, 
camphor, etc. ; by that of Greenway and Lavers to use eucalyptus and 
other essential oils ; and by that of Sulman, Higgins, and Ballot, to use 
spirits of turpentine, etc. 

Of these various processes, the first to secure extended application was 
the Elmore-Vacuum process, which during the years 1908-1910 treated 
many hundreds of thousands of tons of sandy zinc- middling at Broken Hill. 
The zinc concentrate obtained in this treatment, not being sufficiently 
clean for the market, was given a supplementary water-treatment. To 
make this effective, the oil remaining in the concentrate was burned 
off, which being done to the point of incipient roasting, the particles were 
rendered perfectly mobile in water, with the result that treatment on tables 
not only yielded a zinc concentrate of the necessary cleanliness, but a 
small additional amount of marketable lead-concentrate. 

It became quite clear, however, that the Elmore process was not 
capable of treating slime satisfactorily, either alone or with sand. Slime 
treatment, however, the process suggested by Sulman, Picard, and Ballot, 
in conjunction with an apparatus designed by T. *1. Hoover, was able 
to accomplish. In 1910, therefore, this latter process- into which the 
suggestions of Greenway, Higgins, Lavers, Hoover, and others, had been 
brought under the aegis of the Minerals Separation Company — displaced 
the Elmore process, proving itself competent to treat sand and slime alike ; 
its initial success was, in fact, with slime. From that year onward, the 
problem of recovering the zinc at Broken Hill was solved, and hundreds 
of thousands of tons of marketable zinc-concentrate became recovered 
annually. 

With this spectacular success to its credit, flotation extended rapidly. 
At the Kyloe mine in New South Wales, the Minerals-Separation process 
was applied in 1911 to the recovery of chalcopyrite from an ore containing 
much less sulphide mineral than at Broken Hill, the content of copper 
being about 5 per cent.^ Following this came its introduction into the 
United States at the Butte and Superior mine, Montana, in the year 
1912, a modified Minerals-Separation process there achieving a remarkable 
improvement in the recovery of fine zinc-blende. Probably, however, 
^ Aaheroft, LMM* vol, xxii., 1913, p. 3. 
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the greatest forward impulse which flotation received was the successful 
application of the Minerals-Separation process to the beneficiation of the 
immense disseminated-copper deposits of the United States and elsewhere, 
this success, after some experimentation, being complete early in 1914. 
From that year onwards flotation has been a matter^ of the greatest 
interest uj)on all mineral fields throughout the world. 

Flotation Processes . — Considering only those which have. been com- 
mercially applied, the foregoing recital has disclosed the following 
processes 

I. Defined by the nature of the lift or buoyancy. 

Oil lift (Elmore Bulk-Oil). 

Gas-bubble lift (Potter-Delprat). 

Kelative lift (De Bavay). 

Mechanical lift (Macquisten). 

Air-bubble lift, with limited air (Elmore-Vacuum). 
Air-bubble lift (Minerals-Separation). 

II. Defined by the nature of the float. 

Oil flotation (Elmore Bulk-Oil). 

Gas-froth flotation (Potter-Delprat). 

Film or skin flotation (De Bavay, Macquisten). 

Air-froth flotation (Elmore-Vacuum, Minerals-Separation). 

Present-day flotation is air-bubble or air-froth flotation, commonly 
described as ' froth flotation.’ 


Froth Flotation 

From the foregoing recital it is aj)parent or foreshadowed that 
flotation depends upon or is related to the following physical factors : — 

I. The non-wetting property of metalliferous sulphides. This non-wet- 
ting resists the spread of water over the mineral surface, that is, resists 
the displacement of air by water. In flotation, non-wetting manifests 
itself by the attachment of particular minerals to air-bubbles in water. 

II. The affinity of metalliferous sulphides for oil particularly, but also 
for other contaminants. 

III. The property of certain insoluble contaminants, and particularly 
of oil, to increase non-wetting, 

IV. The property of certain soluble contaminants, and particularly of 
soluble oils, oil-fractions, alcohols, esters, turpenes, etc., to secure the 
maintenance of fine bubbles in water. 

V. The property of attached mineral-particles and of contaminants 
to strengthen the bubble, permitting a froth to form at the surface. 
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Vl. The property of certain agenta—acids, alkalis, and salts— to 
modify the above properties, making them more positive or selective. 

It is evident also that mineral flotation is carried into effect by the 
following series of operations : — 

1. Reduction of the material to the necessary small size, and the 
preparation of the aqueous pulp. 

Flotation is not successful on particles larger than about 40 mesh ; 
moreover its particular province is to recover such fine mineral-particles as 
for their release require the material to be ground to 80 — 120 mesh or 
finer, such particles being readily floated. Flotation also requires a definite 
mobility of the particles in the aqueous pulp in which they are borne, 
experience indicating that with sandy material a liquid-solid ratio of 3*5 : 1 
and with slime a ratio of 7 : 1 represent the order of suitable dilution. 

Reduction in size and preparation of pulp are accomplished in the wet 
crushing of the ore. 

2. Mixing with the contaminating agents. 

3. Introduction and sub-division of the air, that is, aeration. 

4. Collection and handling of the resultant froth. 

These last three operations are conducted in the flotation plant 
proper. 

Flotation Machines 

The apparatus in which air is introduced and sub-divided, and the 
mineral-laden froth is formed and collected, is the flotation machine ; 
mixing with the contaminants takes place either in this machine or in a 
separate apparatus previously. 

Of flotation machines there are three main types : the first, that in 
wliich mixing and aeration take place together and by means of a fast 
revolving impeller, these being known as ‘ mechanical ’ machines ; the 
second, in which the fine division of the air is accomplished by forcing 
air through a porous bottom, the mixing having taken place previously 
in a separate vessel, these being * pneumatic ’ machines ; and the third, 
a machine wherein, after separate mixing, aeration takes place by the 
entrainment of air as the pulp falls from one separating vessel to another, 
these being ‘ cascade ' machines. 

Mechanical Machines . — Of the above three types the mechanical 
flotation machine is the widest applied ; it was also the earliest introduced. 
Violent agitation was one of the specified features of the original Minerals- 
Separation process, and the machine associated with that process may 
be taken to be the typical mechanical machine. 

The Minerals-Separation standard machine is one constituted of several 
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Cross Section 



Front Elevation 


Fig. 291. 

Minerals-Separation Standard Cell— Diagrammatic Elevations. The discharge 
from one cell becomes the feed for the next, the pulp passing from the frothing 
ohamto of one cell to the ^tation box of the next. This cell, and particularly 
the dis}x)sition of the frothing spitzkasten in front of and directly attached to the 
agitation box, was largely the design of T. J. Hoover (p. 399). 






^ ia seri^, each cell confidsting of a square agitation box 18*-42 in, 
in section and 24 — 60 in. in height, 


standing on end, open at the top, 
and having in front a frothing 
chamber, rectangular in plan but 
triangular in side elevation (Pigs. 
291, 292). Though these two com- 
partments are contained between 
the same side-planes and form one 
piece, they are not on a level, 
the agitation box extending above 
the frothing chamber, the frothing 
chamber coming to a point below 
the level of the agitation box, the 
connection between the two being a 
slit about half-way up the partition 
common to them both. 

At the bottom of the agitation 
box is a horizontal paddle or im- 
peller on a vertical spindle driven 
from above. This impeller, which 
consists of four inclined blades, and 
is from 1 2 — 14 in. diameter, is rotated 
250“ -350 revolutions per minute, or, 
say, at an average peripheral speed 
of 1500 feet, in a direction to cause 
suction below% drawing the pulp 
through a pipe centrally penetrating 
the bottom. This pulp it throws 
to the periphery and up the side, 
leaving a vortex depression at the 
centre. At the same time and in 
the turmoil, over the extended and 
continually-breaking water-surface, 
air is entrapped, to be dragged 
within range of the impeller, where 
it is sheared and re-sheared to 
an infinite subdivision. This air, 
it is seen, arrives from above, 
where, as before stated, the box 
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Minerals-separation Standard Cell 

— fSection and Plan. The vertical spindle 
is seen to be belt-driven ; in other designs 
it is driven by gearing ; in others again 
when the boxes are very largo, each 
spindle is driven by its own motor. The 
steep baffle in the frothing chamber 
delays a too rapid arrival at the overflow 
h’p. The suction connection between the 
frothing chamber of a preceding cell and 
the agitation box of a succeeding cell 
is seen in both section and plan. The 
frothing chamber inclines inwards not 
only from the front, but from the sides, 
so that it is roughly an inverted pyramid 
(p. 401). (Ashcroft, TmrU* LM,M, Vol. 
XXII., 1913, p. 12.) 


is open; there also the contaminants and other agents are generally 
added, if not in one box then in another. Agitation also providing the 
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>|^ttunities for contact, attachment of the sulphide paiticles td tJw 
[ninute air-bubbles takes place, after which, as more material is sucked 
in at the bottom, the mixed and aerated material above the impeller 
finds outlet through the slit leading to the frothing chamber, this slit being 
about half-way up the vortex column. The mixed material thus thrown 
into the frothing chamber is not projected directly across but deflected 
dowp by a suitably-disposed baffle, around which the mineral-laden bubbles 
must pass before they begin their flotative rise to the surface ; the 
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HineralS-separation dear-driven machine.— General View. Shows hand-wheels 
for adjusting the regulator- valves ; also the skimmers, those being driven from the 
motor shafting at the far end (p. 403). 


gangue particles in the meantime continue their descent to the bottom, 
where, through a regulating valve, they are discharged. 

Arrived at the surface the minute bubbles coalesce to form a larger- 
bubbled froth, the depth of which depends upon the height of the overflow 
lip and the level at which the water is maintained. By adjustment 
of the regulating valve this water-level is ordinarily 3 or 4 in. below 
the lip ov^ which the concentrate is discharged, and a little above the 
slit through which the mixed material enters; accordingly, the depth 
"'of froth is not great. As a safeguard against the overflow of water 


^th the frotii at fluctuations of feed, a weir is oiten provided at 
back of tibe frothing chamber over which excess water may drop to 
^bailing discharge. With no flow of water to assist discharge, it is usual 
to remove the froth by a mechanical skimmer, generally a sheet-iron 
paddle revolving slowly over the lip, cutting into the froth at each 
revolution (Fig, 293) ; where, however, the froth is abundant it may 
build high enough to effect its own discharge. 

The complete Minerals-separation machine consists of a number of such 
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^ Uinerals-separation Flotation Machine.— General View at Anaconda. Two 
machines, each of many cells, arc seen with a service way between them. The froth 
is seen to be voluminous and to need no skimmer. The wheels for adjusting the dis* . 
charge valve are prominent (p. 403). (M. dk August 28, 1916.) 

cells in series (Figs. 293, 294). Into the first of these the pulp arrives at, 
a proper consistency of about 3| of water to 1 of solids when sand is being 
treated, and about double that amount of water with slime. This pidp 
pours into the agitation box above the impeller, mixed and passes thence 
into the frothing chamber, whence after flotation of the bubbles it becomes 
the feed to the second agitation box ; and thus down through the series. 
The length of the series depends upon the material being treat^ ; formerly 
^ght cdls were considered to constitute a standard macHne, but to>day 
it is more common to see almost double that number. With such a large 
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number the first cell often has no frothing chamber, but is used entirely 
for mixing, aeration, and the more complete emulsification of the oil. 
So also with the remaining cells, they may not all have the same function"*; 
flotation being at best a differential process, the more floatable minerals, 
monopolizing the froth, rise as a relatively clean concentrate in the first 

cells, while from the later cells 
a rough concentrate or middling 
may be collected, leaving a 
r~| r"T '■ — — tailing to flow away ; such a 

„ middling product would be 

Tailing rctumed to the head of the 
^ ' machine to be cleaned (Fig. 

j I 295). The more usual practice, 

Concentrate Middling however, is to Send the froth 

from all the cells as a single 
Feed product to a second machine of 

smaller size and having a smaller 

' ’ number of cells, this second 

machine making a clean con- 

Rougher centrate and a middling rctum- 

1.1 -L i.1. r i. i,* m 

1 I I I I I I i able to the first machine. Two 

^ machines so dividing the work 

^’Sentrate would stand to oue another in 

— — — r — 1 the relation of rougher and 

Sc (Fig- 295)- 

In returmng nuddling to be 
cleaned care must be taken that 
the amount of this product is 
Concentrate uot exccssive or it will accumu- 

Fig, 295. late in the circuit. 

MineralsNieparation Flotation Machine. These Minerals > separation 
—Diagrams. A, showing the different pro- machines are undoubtedly 

duote which may be drawn of! a single efficient. The violent agitation 
maohine: and B, the products around two v e ii.- i 

machines atandhig as Cugher and cleaner 

to one another (p. 404 ). refined, and consequently cheap 

oils, these oils becoming satis- 
factorily emulsified. In addition to being cheap, such oils also help 
to form a tough and coherent froth, wherein relatively heavy and 
large pieces of mineral may be borne and thereby recovered. This 
good point of the machine, however, is purchased at the expense of 
considerable power ; the impeller of a cell of average dimensions 
will require about 5 h.p., and that of the largest machine as much 
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as 10 or 12 h.p. Where, however, the material is difficult to treat, that 
is to say, where it contains but little mineral or itself is very fine, no 
other machine appears to give quite such good results. It may be said 
generidly that it has a capacity of about 1*25 tons per square foot of 
machine area per day, including the area of the agitation compartments ; 

» and that it consumes about 0*25 h.p. per ton treated per day, or, say, 
about 4*5 k.w. hour per ton of ore. A machine of ordinary, size will 
treat about 400 tons per day and require about 100 h.p. The division into 
separate cells ensures continual retreatment ; it' permits the line between 
concentrate and middling to be varied to meet changing conditions ; and 
allows the addition of supplementary amounts of flotation agents down 
the series. In the standard design it is also possible to adjust the water- 
level of each cell to its own requirements, by altering the opening of the 
valve at the bottom, and of this adjustment use is still made in many 
plants. Recent tendency, however, is to preserve a constant level through- 
out the series, the valve at the bottom falling out of use as a regulator. 
Such a constancy of level is obtained by open gates between the frothing 
chambers, these gates allowing at the same time a greater circulation of 
the ])ulp, some of the material returning upstream through them. 

One type of machine, known as the ‘ valveless ^ machine, has neither 
the valves nor the suction pipes from cell to cell. In this type the agitation 
box and the frothing chamber are on a level, the partition between them 
determining a circulation into the agitation compartment from below, 
and into the frothing compartment from above. Progression down the 
series is obtained by so staggering the frothing chambers in front of 
the agitation boxes that the impeller draws its feed directly from the 
frothing chamber of one cell to throw it directly into that of the next 
(Fig. 296). This type of cell, while requiring less height, takes more 
power, since the impeller works under a greater depth of water. 

Another mechanical machine, the Janney, has a frothing chamber on 
either side of a central agitation-compartment, wherein two impellers on 
the same spindle are directly driven by a motor above, sucHng pulp 
equally from the bottoms of the two frothing chambers, and throwing it 
into them again from on top (Fig. 297). In a complete machine of this 
type the pulp flows directly from frothing chamber to frothing chamber, 
the chances being that it is caught by each suction in turn. 

, It has been argued that to introduce and divide the air by a revolving 
impeller is unduly expensive in power, because the vortex has to be mam-"^ 
tained, and because, in the absence of any regular circulation of the material 
through the mixing zone, if all the material is to be sufficiently mixed 
much will be over-mixed. Besides, the entry of the air from on top 
across a troubled water surface necessitates a separate chamber where 
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flotation may take place under the quiet conditions which it demands^ 
These considerations have led to modifications. ^ 

In the Minerals -separation ‘sub-aeration’ cell the agitation box is 
itself, in its upper portions, the frothing chamber, the necessary quiet con- 
ditions being secured by introducing the air through a pipe far below, 
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Fig. 296. 

Minerals-separation Valveless CdL 

— ^Dia^ammatio Section and Plan. In 
this, design the agitation box and the 
frothing chamber are on a levoh and 
the connection between the chamber 
of one cell and the box of the 
next is not therefore through a pipe 
passing centrally up through the box 
bottom, but through a slit at the 
bottom of the partition, the chambers 
being so staggered in front of the 
boxes that pulp is sucked into an 
agitation box from the preceding froth- 
ing chamber at the bottom, and de- 
livered through an upper slit into the 
succeeding chamber. In a complete 
machine of this type the water level 
is the same throughout, while, as 
stated above, the two compartments 
of a cell are on a level ;'the machine is 
accordingly sometimes described as the 
* single-level ’ machine. It has the ad- 
vantage of requiring less height than 
the standard type, but, the agitation 
taking place in deeper water, more 
power is required (p. 406). 


and by preventing the vortex by baffles projecting inwards from the boa 
^'walls (Fig. 298). Above these baffles comes the quiet zone, wherein th( 
loaded bubbles float upward to the surface, forming there a froth, whili 
the gangue particles, Tising with the stream sucked in from below, escapt 
through a conduit above the impeller. To lessen the chance of any gangue 
partides by hazard being caught within the froth, and at the same time 




Janney Flotation Cell — Diagram. This cell has two disc imixdlers on a direct 
motor-driven spindle working in an agitation box between two frothing chambers, 
one on either side ; it represents the double-spitz typo of cell. These cells are grouped 
in series, succeeding colls being six inches lower than those preceding. The pulp 
passes from the frothing chamber of one cell to the frothing chamber of the next, 
and not from frothing chamber of the upper cell to the agitation box of the next. 
This machine w'as developed and used at the Utah Copper (p. 405). 
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to make the froth more compact, the upper portion of this quiet zone is 
constricted by inclined walls, the frothing 
area being thereby diminished. At the 
top comes a launder into which, over a 
' discharge lip, the froth concentrate falls ; 
no skimming device, is necessary, the 
volume of the froth and the excess of air 
ensuring discharge. This cell was one of 
the earlier forms ; in practice the posi- 
tion of the tailing discharge was not 
entirely satisfactory. 

Another sub-aeration machine main- 
tains the front frothing - chamber, but 
raises its level so that it continues above 
the agitation box, an inclined cover over 
the latter leading the pulp away from the 
mixiTig zone, upwards into a conical hood 
over the frothr^ chamber, where the froth 
forms, and is discharged (Fig, 299); it 
- may be also, that instead of an impeller 
with inclined blades a simple disc will 
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Ilinetal8*9^^araticiii 
aeraUoa CeU.— Diagram of Iho 
Owen Cell (p. 406 ). 
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suffice, or two discs upon the same spindle, with fixed baffles both 
between and above. More recent designs of the Minerals-separation sub- 
aeration machine have, however, returned to the idea of a single 
compart i:ent ; there is also the tendency to make the individual cells less 
definite by placing, for instance, a number of impellers in a trough, the 
cells being roughly separated by baffles, and 
the agitation zone below divided from the 
quiet frothing zone above, by a wooden grid, 
through the openings of which the loaded 
bubbles have opportunity to rise. 

Sub-aeration as applied to mechanical 
flotation machines does not appear to have 
demonstrated itself the equal of the ordinary 
means of aeration from above, for general 
work. Including the power necessary to 
deliver the air at the pressure necessary, 
about 5 lb., it may consume less power, the 
discs not lifting so much as inclined blades ; it 
also allows control of the air and thus makes 
the flotation of one mineral in preference 
to another more practicable ; since its success 
depends upon volume of froth rather than 
upon strength of froth, it may also require less 
insoluble oil and therefore be more suitable 
for treating slime, this material giving an 
unselective float with much insoluble oil. 
These points are dealt with more fully in con- 
nection with pneumatic machines. 

Other modifications of the typical mech- 
anical flotation machine have appeared under 
other names. The Ruth machine was de- 
signed to meet the presumed objection that 
the vortex formation was wasteful of power, 
and to comply with the idea that the 
necessary contact between air -bubble and 
sulphide - particle was best obtained when both were proceeding in 
the same direction and approximately at the same rate. Accordingly, 
the impeller is not open but shrouded, not upon a solid spindle 
but upon one which, being hollow, permits air to be taken in at the 
upper end and pulp at the lower (Fig. 300). From four hooded- 
ports in the upper shroud of this impeller, the air and pulp are thrown 
upwards together, the mineral-laden bubbles continuing upward to 



Minerals-separation Suh- 
aeration Cell. — Cross -sectiou 
of the Hebbard cell tried at 
Inspiration. The air service 
is seen to include entry into 
the suction and into the agita- 
tion box. Two discs on the 
same vortical spindle effect 
the mixing of the material and 
the fine division of the air. 
It is seen that this spindle is 
driven by gearing and not 
by belting (p. 407). (Gahl, 
Trafis, A.LM.E, Vol. LV., 
1917, p. 592.) 
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become froth, the gangue particles gradually falling under the action of 
gravity till, bereft of their forward impulse, they are directed backward 
by the sloping front of the box, to come again under the lower end of the 
spindle, there to begin the cycle afresh. 

It is claimed that after passage through 
the definite mixing zone the then oiled 
and aerated pulp passes to the floating 
zone, where the mineral bubbles remain, 
leaving only that portion which requires 
further mixing to pass into the mixing 
zone again, power being thereby saved. 

It is said that the impeller may run 
at a slower speed than in the Minerals- 
separation machine, and, since the water 
surface is not broken, froth may form 
above the impeller, permitting a more 
compact machine. 

Of very simaar design is the Groch 
macnme, which likewise has a shrouded 

impeller upon a hollow spindle, air and agents being taken in above, 
and the pulp, after passing to the frothing zone, being returned to 
enter beneath. The design differs, however, in that the pulp is 'thrown 

out to either side, a number of 
impellers being placed regularly 
down the middle of a V-shaped 
box about U ft. long and 5 ft. 
wide at the top, this box being 
divided both longitudinally and 
transversely to demarcate the 
separate cells (Fig. 301). 

The machines so far de- 
scribed have impellers revolv- 
ing round vertical axes ; others, 
as at Bunker Hill, circulate the 

Groob notathm CelL-Dia«rammatic 

Section (p. 409). ^gal pumps, each sucking air 

through a snifting valve ; others, 
again, have the simple impellers merged into a drum revolving round a 
horizontal axis extending from end to end of the machine. Of this last 
type, the K-and-K machine has a drum or rotor which consists of four steel 
spiders upon a stout shaft, these spiders carrying longitudinal lagging 
q)aoed about a quarter of an inch apart round the circle (Fig. 302). On 
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the outside of the lagging are hardwood riffles running the entire length. 
This rotor is contained in a box about 12 ft. long and 30 in. squaie, 
within which it revolves at a speed of about 180 r.p.m., and with a clearance 
of about I in. The shaft on which it is mounted passes through two 

air ducts, one in each end- 
plate of the machine, through 
which air is sucked to aerate 
the pulp as it is carried round 
by the riffled surface. In front 
of this agitation box is 
a sloping frothing-chamber, 
communication between the 
two being through holes 
situated low down in the 
partition. The pulp enters 
one at the end of the machine 
and is discharged at the other, 
taking a helical path upwards 
in the agitation box and downwards in the frothing chamber, the 
mineral froth being discharged over a lip in front, the pulp returning to 
the agitation box. Discharge of the tailing takes place eventually 




Feed 



K-and-K Flotation Machine.— Diagrammatic 
Section (p. 409). 



Rork negation Machine. — Cross-section and Side Elevation. ’ Tliis machine oon? 
gists of a wooden casing or chamber, fitted inside with baffles and diversion platefi, 
and enclosing a hollow drum with fan blades at the periphery ; this drum revolves 
with a minimum of clearance. In front is a frothing chamber with sloping bottom } 
at one end is the feed pipe, and at the other end a syphon discharge. The frothing 
chamber is divided transversely into three compartments, in each of which controUabk 
valves at the bottom determine the precise height of the water level. A machine ol 
the dimensiona illustrated will treat 35 — 40 tons of 80 mesh material per 24 hoitrs, 
and require about 6 horse-power (p. 411). (Westby, E, dr February 24, 1917, 
p.‘336.) 

through a pipe which, emerging from below, rises up to about the watei 
level and then descends again, acting as a syphon. It is seen that there 
are no separate cells ; the power required is small, being only aboui 
10 h.p. for the size of machine mentioned, this being stated to hare s 



(Opacity of 80 — 1201ions per da^ ; the floor space is only about 4 ft. by 14 ft., 
and the head-room only about 3 ft. The Rork machine is similar (Fig. 303). 

Another horizontal machine consists simply of a number of discs upon 
a rapidly-revolving shaft carried upon the end-plates and partijbions of a 
V-shaped box. These discs being part submerged in pulp carry air down 
on one side and bring up aerated pulp on the other, with so little disturb- 
ance that froth forms on the surface. From feed to discharge the pulp 
passes through holes in the partitions, concentric with the shaft. In 
general, horizontal machines appear to do good work with slime. 

Pneumatic Machines . — The principal and prior type of pneumatic 
machine is the Callow machine, which consists of a rectangular box about 



Callow Pneomatio Cell. — Diagrammatic Section. The float automatically oon*^ 
trolling the discharge is for clearness shown in a separate compartment ; in reality, 
the float is situated in the froth, its movement actuating the end of a horizontal 
lever having its fulcrum hinged in the end plate ; to this lever the valve spindle ia 
connected not far from the fulcrum (p. 411). * 


2 ft. wide and 8 ft. long, with a sloping bottom, the depth being 
about 20 in. at one end and 45 in. at the other (Fig. 304). This 
sloping bottom is not solid but of a porous material, generally of closely- 
stitched canvas held between wire netting. This porous bottom is the. 
cover to an air box into which a blower delivers air at about 6 lb. 
pressure. In consequence of greater depth, the hydraulic head under 
which the air issues at the deep end is greater than at the shallow end. 
To equalize ike issue of the air under these conditions, the air box is^ 
divided into compartments each separately served from the air main, 
the amount of air passing into each being regulated by a separate valve. 
The shallow end of the box is the feed end ; upon entry the feed is directed 
downward to the air mat by a baffle, passing bdow which it me^ the 
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flood of rising bubbles, the sulphides attaching themselves and rising to 
form a voluminous froth, the gangue particles continuing down the slope 
to pass out at the deep end through an automatically-controlled discharge. 
The froth so formed, building itself up from below, eventually overflows 
a discharge lip running the greater portion of one side, falling into a 
launder (Fig. 305). In this machine the water-level and the depth of froth 
are matters of more than ordinary moment. The bubbles which rise to the 
underside of the froth always carry some gangue ; being relatively weak 
and brittle many break, but the rate of arrival being greater than the 
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Callow PneumatiO CeUa.— Overhead View, in operation. The feed enters by the 
vertioal pipes on the right, the tailing discharge is on the left ; the horizontal lever 
of thh discharge control and the adjusting nut on the valve spindle are seen in the 
near cell Froth dischai^! takes place on both sides of the cell ; the launders which 
in this installation carry it away have an opposite inclination to that of the 
box-bottom. The sprays employed to break down the froth in these launders are 
clearly seen (pp. 412, 453). (M. tfc August 28, 1915.) 

rate of breakage the froth as a whole rises. At each break a load is shed, 
the mineral particles attaching themselves to other bubbles and rising 
again, the gangue particles losing hold ; accordingly the higher the 
bubble the cleaner its load. To bring about 'the desired cleanliness 
of concentrate the water-level is usually maintained some 12 to 14 in. 
bdow the discharge lip. Constancy of this level throughout fluctuations 
of feed is obtained by the automatically-controlled discharge, namely, a 
float upon the water surface, which, as it arises and falls, enlarges and 
contracts the discharge aperture, respectively. 
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It is seen that with this machine the fine division of the air is accom- 
plished by passage through a porous medium and not by violent agitation. 
The amount of air so required is generally about 10 cub. ft. per minute 
per square foot of porous area, but, its pressure being low, the power 
consumed is substantially less than would be required for an equivalent 
CompressedA ir ^’cc^anical aeration ; with sandy material a standard cell of 
20 lbs. Pres, | the dimensions given would have a capacity of about 50 tons 

per day, at which %ure the power consumed would be about 
0*15 h.p. per ton treated per day, or, say, 2*7 k.w. hour 
per ton. But seeing that with this aeration no adequate 
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CaUow Fnemnatic-flotation Installation.-— Flow sheet. Diagrammatio repre- 
sentation, showing Mixing, Floating, Cleaning, and Concentrate-Handling, in proper 
sequence (p. 413). (Trans, A.LM.E. Vol. LIV., 1917, p. 6.) 


mixing of the oiling and frothing agents takes place, such mixing must be 
done previously. In treating sand, and where no acid is employed, the 
oil may be added ahead of the grinding machine, that machine at no 
extra expense then serving as an excellent mixer. Where, however, 
acid is essential, mixing must be undertaken in a special mixer ; a special 
mixer is also necessary for slime since this material needs no regrinding. 
An appliance commonly used for this purpose is the Brown agitator, a tall 
tank with a pipe standing centrally within, up which pipe compressed 
air entered at the bottom lifts the pulp, discharging it at the top, whence 
it falls to begin the cycle again (Fig. 306). A tank suitable to the capa- 
city of a standard cell would be about 18 ft. high and 4 ft. diameter. 







b mimiaaize any tendency of file gangue to fleet that fiie conoenttate 
is a finished product ; the tailing, on the other hand, generally contains 
suflSoient mineral to warrant its return to the head of the rougher 
machine, being in effect a middling product. 

If, however, the conditions are so set that the first treatment gives a 
finished concentrate, it will be likely that the tailing must be retreated* 
Operating in this way and returning only the rough concentrate from 
the second treatment to be cleaned in the first machine, the advantage 
of a double treatment before discard of the final tailing is obtain^ 
(Fig. 307). This ‘ retreatment method * is advocated where no other 
second treatment of the tailing is provided ; but the ‘ roughing method * 
is more common. 

It may here be remarked that the Callow machine by reason of the great 
depth of froth which is one of its features makes a good cleaning machine. 
More than that, it can be made to discharge one mineral in preference 
to another. Operating on mixed lead-zinc sulphides, it is quite possible 
so to adjust the depth that only the more floatable galena passes over as 
concentrate, the less floatable blende not surviving. In the standard 
design, as already mentioned, the concentrate discharge is over one side ; 
but if it be over the deep end, or again, be over the two sides but near the 
feed end, the froth rising near the particular closed end must travel a 
longer distance to reach discharge, and may, indeed, be made to pass 
over transverse baffles on the way. Such exceptional arrangements 
increase the cleaning or selective action of the machine. 

Modifications of the Callow machine have developed shallower depth 
and a division into cells. The depth at the feed end has been lowered to 

15 in., and that at the discharge end, after a long intervening length of 

16 ft., to about 24 in. The machine then becomes almost a launder 
machine, the pulp being carried forward chiefly by stream action, the 
inclination of the bottom being too small to be of any great assistance ; 

^ in this progression the bubbling of the air assists by keeping the sand 
mobile. Under such a shallow depth the air-pressure required is only 
about lb. per square inch. 

The division of the pneumatic machine into many separate cells in 
series was developed at the Inspiration. The Inspiration machine consists 
of a long box divided into cells by transverse baffles which do not reach 
quite to the bottom (Fig. 308). In this box the pulp fed at the upper 
end descends immediately to pass under the first baffle. At this point the 
porous bottom and the air entry begin, continuing right to the end. Each 
succerfing cell is similarly constituted ; each has a width of about 3 ft. 
downstream, and 4 ft. across, discharge of the concentrate being on each 
aide into launders running the length. Bdow the last baffle the tailing ' 
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riges to the tailing launder, which lies more or less in Hie same inclined 
plane as the feed launder, the bottom of the flotation box itself lying at 
a similarly low gradient about 2 ft. below. The force which keeps this box 
clear and prevents the sand packing is that arising in tlie difference in level 
between entry and discharge, this difference constituting a bursting head. 
Allowing that the free-ways in the box fill with sand till the accumu- 
lating pressure is sufficient to force a passage, this lodgment apparently 
does not detract from the capacity of the box. Another feature 
of the Inspiration machine is that the porous mat by which the 
fine division of the air is obtained, is a separate piece which can 
be introduced and laid in the bottom from above ; moreover, each 
cell has its own mat, of which the air-box is served by pipes entering 
from above. This construction, in addition to simplifying the contain- 
ing box, permits also the porous mat to be removed and thereby readily 
cleaned or renewed. The entire machine consists of sixteen cells in series, 
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Inspiration Pneumatic Box.- -Diagrammatic Section (p. 415). 
(Gahl, Trans. A.I.M.E. Vol. LV., 1917, p. 596.) 


two such machines being laid alongside one another so that when the 
porous mats of one require attention the whole pulp may for the time 
pass through the other. Retreatment in series permits this temporary 
overload without undue loss in the tailing ; constancy in the flotation 
conditions is not disturbed, at least not in respect to the dilution of the 
pulp, the amounts of agents added, etc. Such a double flotation box has 
a capacity of about 80() tons per day ; it produces a concentrate which 
is cleaned in a smaller machine. Including this cleaner machine the 
capacity is about 1-6 tons per square foot of box area per day. 

In operation, pneumatic machines require some attention by reason 
of the blinding of the porous bottom, this blinding arising from unavoidable 
dust in the compressed air and from the precipitation of dissolved salts. 
The mats accordingly must be regularly cleaned and renewed, renewal 
taking place about every three months when acid is used, and at intervals 
of about six months with neutral or alkaline circuits. Other materials 
than canvas have been tried, stiff porous concrete for instance, but the 
flexible canvas has proved more satisfactory. 



a ' BlOi’ATION CONCSENTRATICSJ 

A pneumatic machine of a novel type is the Grondal machine, in which 
perforated rose-heads of large diameter, one at the bottom of each of 
a number of separate agitation boxes, take the place of the porous 
bottom ; moreover, no uniform gradient from end to end exists, but use is 
made of each rising flood of air to carry all the pulp upward and oyer 
into a frothing chamber having a bottom inclined in the direction of 
flow ; eiich chamber is thus made to deliver into the next agitation box 
(Fig. 309). An interesting point is that since the discharge from the 
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Grondal Flotation Machine.— -Diagrammatic Sections. Air is introduced at the 
bottom under a pressure sufficient to overcome the weight of wat(‘r and crushed 
ore above. It is divided by passage through perforated rose-heads, one in each 
agitation box. Eight to ten cells are assembled in series, the capacity of a series of 
the dimensions given being about 100 tons per day, and the power required about 
8 h.p. About one cubic metre of free air is required per cell per minute (p. 417). 

agitation box to the frothing chamber is situated about 3 feet above the 
air-entry, there is some chance that the sand which inevitably must collect 
over that entry may be of assistance in subdividing the air. 

Mechanicalrpneurnatic Machines, — Combined mechanical-pneumatic 
machines have also been introduced but not been widely adopted (Fig. 310). 

Cascade Machines , — Cascade machines make use of the power of a 
moving stream or jet of one fluid, by friction to carry forward with it 
an amount of a surrounding or' contiguous fluid. This is the principle 
on which the hydraulic compressor acts, as also do the jet pump and 

2 a 
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jet ejector ; the principle is also embodied in the working of the steam 
injector. Accordingly, a stream or jet of water entering qniet water 
takes air with it, introducing and distributing this air by virtue of its 
kinetic energy. 

^ The idea of cascade machines was doubtless suggested by the frequently 
observed formation of froth wherever a stream carrying flotation tailing 
drops to a lower level. Seale and Shellshear in 1914 at Broken Hill, 



Jonea-Belmoxit Flotation Machine* — Cross <scction. A central agitation -box, 
diameter, discharges at the top into a concentric frothing chamber, 5 ft. diameter, 
through the porous bottom of which air enters finely divided. At the periphery 
of this frothing chamber the pulp returns to the bottom of the agitator, except 
, for that fractional portion, about one - tenth, which passes out through an 
automaticaUy- controlled dischaige diametrically opposite the feed entry. These cells 
are used in series (p. 417). {E. <£• MJ., Septeml)er 14, 1918, p. 497.) 

and others in Arizona and Korea, respectively, were, however, the first 
to' incorporate the idea in a flotation equipment. Since then, though 
they have not achieved primary importance, such cascade machines have 
nevertheless occasionally been very helpful. 

The entrainment of the air may be efiected in various ways all more 
or less similar. A sheet of water issuing under the requisite head to 
pass dver an apron will drag air with it ; experience shows that a flow of 




FWTATION CONCENTRATION 


4l»' 


W^ter Level 



Crou/ding, 

Buffh 


Nozzle 


3 or 4 feet down the slope is necessary to effect entrainment sufficient to 
form a froth upon entry into a quiet pool beneath ; in consequence of the 
difficulty of spreading the stream regularly over the necessary width, 
this arrangement is not often used. / 

A second means is to have the i 

water issuing as jets from nozzles 
in the bottom of a container, such 
jets passing into receiving pockets 
directly in line ; in crossing the 
gap between nozzle and pocket, 
air is entrained, and then, at the 
pocket itself, actually entrapped. 

Following the same idea, jets of 
pressure water or of steam have 
been suggested. Or, air may be 
drawTi in through induction pipes 
placed in a larger pipe down 
which the pulp is falling, the 
upper ends of these induction 
pipes projecting above pulp level. 

The appliance is more simple 
still if the air is drawn in 
through holes in the pipe walls 
(Fig. 311). 

A complete cascade equipment 
consists of a number of frothing 
boxes stepped one below the other 
in series (Fig. 312). The pulp, 
after splashing into the first box 
and yielding there a portion of its 
mineral, drops out at the bottom 
across an air gap to the next, 
where a second frothing takes 
place, and so on. The distance 
between the bottoms of successive 
boxes is generally about or 5 
feet, of which distance about 3 
feet is occupied by the drop, and 
the remainder by the depth of the box itself. Such retreatment is 
continued as a rule seven or eight times, usually with one re-elevation of 
<he pulp ; the total height required is then not inconveniently great. 

Compared with the violent agitation of the mechanical machines and 
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Cascade Flotation Cell. - IKagram. 

Length of cell 36 inches ; vertical distance 
between the bottoms of two consecutive 
cells 4 ft. 9 in . ; three nozzles along the 
length of each cell ; 9 cells in series j 
intermediate elevation of pulp between the 
fourth and fifth cells. Two of these units 
together treated 2(X) tons per day of 
reground jig tailings which had formerly 
been treated by 20 Card tables, making a 
better recovery and a cleaner concentrate. 
The tailing fron^ this plant was retreated 
by differential flotation in a Minerals- 
Separation plant to recover the fine lead 
and the zinc (p. 419, Fig. 316). {Harvey, 
TraM. lMM,y November 1918.) 
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the abundant air-supply of the pneumatic machines, the aeration effected 
by these simple cascade machines is both mild and limited, with the result 
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an inclined baffle or crowding-board to direct the rising bubbles towards 
the discharge, and so to compact the froth that the separate bubbles may 
sustain one another. With such a gentle agitation also, only the readily 
floatable particles respond, and no complete recovery is made. Seeing its 
simple construction and low operating-cost, this machine seems particu- 
larly suitable for insertion in a departing stream of tailing. It has, 
however, also been used in advance of the major portion of the flotation 
equipment ; at Broken Hill, for instance, it recovers galena from re- 
ground jig-tailing — doing this work better and at a lower cost than 
tables previously — before the blende is floated in normal mechanical 
machines (Fig. 315). For its proper functioning it requires a surge or 
equalizing tank on top of the series to eliminate fluctuations in the amount 
of pulp. In addition, each cell is provided with an overflow weir. 

MacJmies compared . — Flotation machines must secure the following 
conditions essential to success : — 

1. Mechanical emulsification of the insoluble contaminant, if such 
be used. 

2. Distribution of the soluble contaminant. 

3. Entry and minute sub-division of the air. 

4. Contact between the contaminated mineral-particles and minute 
air-bubbles. 

5. Ready flotation of the loaded bubbles and quiet formation of froth. 

In respect to these conditions, the mechanical machines secure the 

complete emulsification of the insoluble contaminant, bringing into solution 
at the same time any soluble fraction associated with it ; they also dis- 
tribute the soluble contaminant rapidly. Thus is mixing achieved. 
They also accomplish the minute division of the air perfectly, producing 
in the presence of a proper soluble contaminant such a sparkling efferves- 
cence that temporarily the water is rendered milky and opaque (Fig. 
313). Though when a lighted match is held over the agitation box 
the entry of air is at once evident, the amoimt involved is nevertheless 
small ; accordingly, the bubble efficiency is high. The violent agitation, 
so successful in dividing the air, multiplies also the opportunities for the 
essential contact of mineral and air-bubble. 

With the sub-aeration t)q)e of these mechanical machines the supply 
of air is more abundant, the froth in consequence more voluminous and 
the bubble efflciency lower. As with the normal type, the fine sub- 
division of the air is accomplished by the impeller. With contaminants 
suitable to each respectively, the normal t 3 ^e, taking in air at the top, 
produces a less voluminous but stronger froth, capable of retaining relar 
tively large and heavy particles, while the sub-aeration type produces a 
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froth which, both in itn abundance and frailty, is more suited to fine 
material. 

With pneumatic machines aeration takes place after a previous mixing 
in another appliance, which, except the grinding machine be employed, 
is generally of the pneumatic type, that is to say, of a type unequal to 
the adequate emulsification of thick insoluble contaminants. The fine 
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Min6ral«86paration Testing Machine, — General View. The wlilt^ opacity given 
to tho water when agitation takes place in the presence of an effervescing agent, 
shows clearly through the glass side of the frothing chamber (p. 421). 

subdivision of the air is effected by passage through a porous bottom. 
Issuing imder pressure and over a relative great area the volume of air, 
involved is very large. The froth in consequence is voluminous and at the 
same time frail, conditions which, as before stated, favour the flotation of 
fine mineral — it is not an uncommon experience, however, that mechanical 
inachines do cleaner work than pneumatic machines when slime is treated 
alone. The excess of air finds ready outlet at the free surface of the 
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froth, where it assists in the discharge, no skimmer being necessary ; this 
excess must not be in inch amount that vents form in the froth bed, an 
occurrence described as ‘ blubbing/ 

Compared with the two previous types, cascade machines are gentle in* 
operation. Like the pneumatic machines they require a previous mixing^ 
aeration being their primary function. Under these moderate conditions, 
these machines are only equal to raising mineral which is readily floatable. 


Mixing, Aeration, and Froth-formation, General 

The amount of soluble contaminant necessary is that which under 
the particular mixing and pulp-dilution will preserve the fine division of 
the air ; wlien this contaminant ns the soluble fraction of an otherwise 
insoluble oil, the more violent and prolonged the mixing the less oil 
necessary, since a greater fraction goes into solution. The maintenance 
of the fine division of the air is the first necessity, since the air, thus 
reduced to a size with the particles, is the principal selective agent. 
Beyond this, an amount of insoluble contaminant such as shall increase 
the selectivity between the air and the mineral particles without agglom- 
erating these latter, is generally advantageous ; when this contaminant is 
the insoluble portion of an otherwise soluble oil, less mixing will be required 
than were the oil wholly insoluble. Ordinarily the oil or contaminant 
added in flotation is a mixture, natural or compounded, of soluble and 
insoluble fractions, the soluble fraction being popularly known as the 
“ frothing agent,” the insoluble as the “ collecting agent ” since it helps 
to form an elastic and coherent froth facilitating collection. 

The amount of such mixture usually necessary to perform both functions 
is about one-tenth of 1 per cent, i.e. 0*1 per cent, of the weight of ore treated, 
equal to about 2 lb. per ton. The precise amount is primarily dependent 
upon the amount of water, and particularly of fresh water, present, that is, 
upon the dilution of the pulp, since water contamination to secure fine 
air-division or effervescence is the prime necessity ; and secondarily upon 
the amount of mineral present, since contamination of the mineral surface 
is a necessity only in a secondary sense, or, if regarded as a prime necessity, 
would largely depend upon the bulk of water in which it was effected. 
Experience shows that an ore with a high mineral-content, say 40 per 
cent, does not require much more oil than one containing say 6 per cent. 
Exceptionally, more than 1 per cent of oil may be used ; exceptionally, 
also, with a readily floatable mineral such as galena and when not much 
miwal is present, as little as a hundredth of 1 per cent. 

Less oil is used, and particularly of the insoluble oil, when th§ pulp 
contains much impalpable material, the danger of entraining gangne 
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particles in the froth increasing with the amount of oil ; accordingly, 
when treating slime a minimum of oil is advisable, the best use of this 
minimum being secured by an adequate mixing. Again, when no 
modifying agent is used to clean the froth, no acid for instance, it is well 
to use less oil, achieving cleanliness that way. 

With regard to the position at which the qil is added, where acid is 
not used there is advantage in adding some at least of the oil, and parti- 
cularly the insoluble oil, in the grinding machine, the newly-formed 
mineral surfaces then becoming filmed as they form, incipient oxidation 
being thereby precluded ; moreover, the need for subsequent mixing ie 
diminished if not eliminated. This latter consideration is not of such 
moment with mechanical machines which mix as they aerate, but with 
pneumatic machines it means the avoidance of s]>ecial mixers. When 
acid is used, with mechanical machines it is usual to add the oil and the 
acid also, in the first agitation box, though smaller amounts may also be 
added down the series ; with pneumatic machines the agents are added 
in the special mixers, when, if these be worked by compressed air, 
thick insoluble oils are no longer admissible. The soluble contaminant 
requires little mixing, but it is usual to add it with the insoluble 
Contaminant, this latter being thereby rendered more mobile. Similarly, 
the modifying chemicals being soluble require little mixing, but their 
office being largely to produce conditions favourable to flotation they are 
in greatest part added early, either with or before the contaminants. 
There is simplicity in adding the agents once and for all. 

If a cleaner machine be in series, it is not usual to re-oil on that 
account, the purpose of this machine being to give entangled gangue 
chance to drop out. Moreover, experience shows that both the water and 
the mineral, once adequately contaminated, sufficiently maintain their 
contamination. Not only is additional oil unnecessary, it might be harm- 
ful. Over-oiling, especially of unemulsified oil, kills froth ; the greasy 
portions form drops which fall out of the froth into the gangue below ; 
the addition of a small amount of free oil is, indeed, one way of breaking 
down an inconveniently persistent Troth. 

As already stated, the amount of contaminant is largely determined 
by the dilution, that is, the amount of water. With dilution kept constant, 
the rate at which the contaminant is fed must likewise be constant. Such 
constancy of feed may be accomplished either by special feeders, by drops, 
or by a running tap. Special feeders often take the form of a small bucket- 
wheel part-submerged in an oil bath ; or that of a simple disc similarly 
disposed, a scraper applied to its revolving face removing the attached 
oil-filn). Where, however, the quantity of oil used is relatively great, as 
it would be in a large installation, constancy of feed may be obtained 
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through a runnmg tap, particularly if the oil were thin. Thick oil would 
be fed by drops, or by a special feeder. 

The amount of air introduced is controlled by the duration of 
agitation with mechanical machines, and by valve adjustment with sub- 
aeration and pneumatic machines. Its fine division effected, the minute 
air-bubbles, loaded with their mineral, rise to the surface, where they 
merge themselves into a more or less stable froth the bubbles of 
which are very much larger, their actual size depending upon the 



Mineral-annoured Air-bubbles. — ^Micro-photograph; magnification about 100. 
The four prominent bubbles represent roughly diameters of 12 mesh, 20 mesh, 30 
mesh, and 50 mesh, respectively (p. 425). The attached mineral-particles are much 
smaUer. (il/. May 11, 1918.) 


nature of the oil, the kind of agitation, and the abundance of air. 
With pneumatic machines a maximum bubble of 2 — 3 in. is generally 
preferred, since a smaller bubble does not burst so readily ; with the 
mechanical machines a smaller bubble is more common, though, if desired, 
bubbles of very large diameter may be formed. Froth is stable largely 
because its bubbles, unlike those in the water, are formed of two-sided films, 
such films being elastic and capable of automatically adjusting themselves 
to changes of physical circumstance. In the matter of its stability broth 
also owes much to the attached mineral-particles, the^, probably more than 
any adsorbed contaminant, giving it elasticity and strength (Fig. 314) ; 
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all other things being equal, a well-mineralized froth 'is more stable 
than one retaining but little mineral. As stated already, pneumatic 
machines produce a voluminous and consequently brittle froth, the mineral- 
particles and contaminant being distributed over a vast total film-surface. 
Such a froth has difficulty in supporting large or heavy particles. With 
most mechanical machines, the frothing chamber being separate, the 
distance to the overflow is greater and a stiffer froth becomes a necessity. 
Such a froth has, however, the advantage that larger and heavier particles 
are retained, but on the other hand the manipulative disadvantage of 
being more difficult to break down. 

Flotation Agents and Mixtures 

The prime factor in froth flotation undoubtedly is air, the introduction 
and fine division of which is primarily accomplished by the flotation 
machine. Assisting air are certain ‘ agents,’ mostly organics and non- 
electrolytes, and certain * chemicals,’ mostly inorganics and electrolytes. 

Of flotation agents, first in importance comes the “ effervescing ” or 
* aeration ’ agent, which, in solution as a contaminant, promotes the entry 
and fine division of the air, maintaining this division till the bubbles have 
risen to merge themselves into a froth. The soluble oils, oil-fractions, wood 
distillates, tar derivatives are the principal effervescing-agents. Because, 
in the presence of the mineral-particles of which the air-bubbles have made 
selection, these effervescing-agents also ensure a copious froth they are 
described as ‘ frothing ’ agents ; they are not frothing agents, however, 
in the sense that soap is a frothing agent with water and saponine with 
ginger-beer, since without the mineral-particles, and particularly without 
the fine mineral-particles, no stable froth would generally be formed. 

Then comes the “ selective agent ” which, acting as a contaminant to* 
the mineral, reinforces the tendency of the mineral-particles to attach 
themselves to the air-bubbles ; the insoluble oils, oil fractions, etc., are 
the principal selective agents. But some of these substances, the tars 
and thick oils particularly, will, if used, enter the froth to strengthen it of 
themselves ; probably also contaminated mineral ensures a more elastic 
film than uncontaminated mineral. To this extent the selective agents 
stabilize the froth. Assisting thus in the collection of the mineral they 
are sometimes described as ‘ collecting agents.’ 

From the foregoing it will be realized that an ordinary commodity 
might be both an effervescing and a selective agent, effervescing in its 
soluble portion and selective in its insoluble portion. This happens so 
oftencthat flotation agents are best described under ordinary terms rather . 
than by their floatative properties. They are, generally : steam distillates 
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and destructive distillates from resinous woods and from hard woods ; coal 
tar and its derivatives ; mineral oils and refinery products ; fixed oils 
ind fatty acids ; and various organic salts. 

Distillates fmn Woods . — Wood distillates are the most important 
lotation agents ; they, and especially the essential oils obtained by steam 
iistillation, are particularly good effervescing-agents, but they are rela- 
tively very expensive. From resinous woods the lightest of the steam 
iistillates is turpentine, which is water-white in colour and has a gravity 
^f about 860— 870, and of which the yield is about 6 gallons per ton of 
wood ; turpentine is not much used in flotation, being expensive. Next 
bo distil over would be pine oil, of a deep straw-colour and having a 
gravity of about 920— 950 ; about 2 gallons of this oil would be recovered 
per ton, this small amount accounting for its relatively high price ; pine 
oil is one of the most widely-used agents in flotation. Then, from the 
residue, about 150 Ib. of resin per ton could be extracted by a suitable 
solvent, naphtha or gasoline, for instance. Of the destructive distillates, 
before charring of the wood began turpentine and pine oil would come 
over, in amounts similar to those stated above. Following these and the 
charring of the wood, commercial pine-tar oil, brown to black in colour, 
would be recovered to the extent of about 40 gallons per ton. Upon 
refining, this commercial oil would yield 15 lb. of wood creosote, cherry-rod 
in colour and with a gravity of 940—990; and 25 gallons of pine- tar, brown 
to black in colour and heavier than water. 

Eucalyptus oil has properties very similar to pine oil ; it is about 7 per 
cent soluble under the conditions of dilution employed in flotation. That 
most employed, obtained from Eucalyptm atnygdalim and Eucalyptus 
dives, contains relatively much phellandrene, which, being a turpene, 
oxidizes gradually to a gummy or resinous matter. 

Hardwood distillates include p 3 n*oligneou 8 acid, from which acetic acid 
and alcohol are obtained industrially, and an oily tar. This hardwood tar 
consists of about 12 per cent pyroligneous acid, 8 per cent wood oil, 40 per 
cent wood creosote, and 40 per cent wood pitch, these fractions being 
capable of separation. The gravity of the wo^ oil is about 935, while the 
wood creosote is heavier than water. In the supernatant pyroligneous acid 
there is also a dissolved tar which can be recovered to the extent of about 
3| gallons per ton of wood. Of the settled tar about 7 gallons per ton of 
wood is obtained. 

Of these wood-distillates pine oil is that most widely used; it is 
essentially an effervescing-agent, and has little property selectively to coat 
a mineral in preference to gangue ; the froth it forms is somewhat brittle, 
the bubbles are small and not often larg^ than half an inch. Eucalyptus 
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is a similar oil but to some extent it also acts selectively. The amount in 
which these two oils are used is very small, less than one pound per ton 
of ore ordinarily sufficing, particularly when the contaminated water is 
returned to the circuit. 

Wood creosote possesses both effervescent and selective properties. 
The fraction possessing the latter gives also greater elasticity to the froth 
and greater size to the froth bubble, two tf3 three inches being a common 
size. Since this selective fraction departs with the concentrate, more wood 
creosote is necessary than pine oil. 

Pine-tar oil and wood-tar oil secure efferve^scerice, exercise selection, and 
give film-strength. The last two effects being the more pronounced, it 
is generally necessary to add an essentially effervescing agent, such as 
pine oil. Reing thick and heavy they require prolonged mixing and at 
least an ordinary temperature ; they are not satisfactory in cold water. 

Finally, wood pitch or resin dissolved in soda-ash or other alkali, is a 
very effective effervescing-agent, capable, where no special selective agent 
is necessary, of raising a clean and complete concentrate. 

Coal-tar a ml Derivatives. — Coal-tar may by distillation be divided into, 
light oils to the extent of some 2*5 per cent ; middle oils, 18*5 per cent ; 
heavy oils, 9 per cent ; and pitch, 70 per cent. From the light oils, naphtha, 
benzene, toluene, and a residue are obtained. From the middle oils are 
separated : small proportions of phenol (carbolic acid), cresol (cressylic acid), 
and residue ; naphthalene salts in greater proportion ; and fuel oil to the 
extent of about 65 per cent. The heavy oils consist of over 80 per cent of 
green fuel-oil, the remainder consisting of anthracene and some residue. 
All the different residues mentioned are largely creosote, one ton of average 
tar producing about 300 lb. of this commodity. 

Tars containing this amount of creosote or more may -be used crude, 
provided they are added in the grinder and an ordinary temperature 
prevails ; otherwise they do not become sufficiently emulsified. TCo 
counteract the thickness and viscosity of tar a solvent such as kerosene is 
often added. Among tar derivatives, cresol is an excellent effervescing- 
agent, though without much power of selection ; being expensive and only 
produced to the extent of about one and a half , gallons per ton of tar, 
this derivative has now been largely replaced by tar itself, the use of which 
is considerably cheaper even in the larger amount necessary. Coal-tar 
creosote is largely used ; it effects both effervescence and selection, giving 
also a tough froth with an elastic bubble about two inches diameter. 
Exceptionally, such coal-tar chemicals as alpha-naphthylamine, xylidin, 
etc,^ have proved successful as effervescing-agents ^ (Figs. 333, 335). 

» Robie. E. MJ., Nov. 1. 1919. p. 730. 



IX FLQf ATION CONCENTRATION 429 

Mineral Oils and Refinery Products . — Crude petroleum may by dis^illa- 
tion be separated into : gasolene with a gravity of 600 — 726 ; benzene, 
725—745; naphtha, 745— 790; kerosene, 790—820; fuel oil and paraffin ; 
and asphalt. Acid treatment of the kerosene removes tarry matters ; 
this acid treatment consists in agitation with a small amount of strong 
sulphuric acid, the acid now rendered black being drawn of! after settle- 
ment. Such acid-sludge, as it is termed, sometimes contains as much as 
50 per cent of free acid. 

Mineral oil is never an elfervescing^agent, though some crude oils with 
an asj)halt base and a high sulphur content have given a sparse mineral- 
froth. Having a well-marked affinity for sulphide minerals, it is, however, 
a good selective agent ; the heavier fractions, fuel oil or residue, being 
preferred because being thick they stifien the froth. It is sometimes stated 
that mineral oil gives a non-selective froth ; it gives this froth, however, 
because, not being an effervescing-agent, the , selective action of a multi- 
tude of air-bubbles does not develop, gangue and mineral alike become 
entangled in the oily bubbles at the surface. Kerosene is sometimes used 
as a dilutant to tar and tar oils. Gasolene has been used to clean the ore 
particles of any resinous or sticky covering. Acid-sludge has found con- 
siderable use both to stiffen the froth and for the acid it contains. All 
these products demand the concomitant addition of an effervescing-agent. 

Fired Oils and Fatty Acids . — The fixed oils comprise fish oil, sperm oil, 
whale oil, cotton-seed oil, rape-seed oil, palm oil, etc. ; these, while they 
have an affinity for sulphide mineral, are expensive and disagreeable to use. 
Practically the only agent of this group which has been seriously applied 
is oleic acid, obtainable from fats by treatment with sulphuric acid. This 
acid, sometimes known as spirits of soap or as candlemaker’s oil, is thin and 
mobile at ordinary te^nperatur^ and gives very fair effervescence ; it has, 
however, only been successful in hot solutions and with heavily mineralized 
ore. Stearic acid and palmitic acid, homologues of oleic acid, are solid at 
ordinary temperatures. Acetic acid, the lowest of this series, gives good 
effervescence but has not been applied commercially to flotation. Simi- 
larly, amyl alcohol, an alcohol high up in its series and known familiarly 
as fusel oil, though a good effervescing-agent, has not been applied in 
flotation. 

Organic Salts . — Principal among organic salts are the soluble soaps, 
sodium oleate for instance. These are selective rather than effervescing, 
and generally require the help of a pronounced effervescing-agent. In the 
presence of soluble earthy or metallic salts, insoluble greasy soaps are 
formed such as might selectively coat oxidized ores present. As irSL be 
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mentioned later- this idea has been followed in the endeavour to fl[oat 
tin ores. * , 

The use of organic elecitrolytes, such as phenylglyoxine in an alkaline 
solution, and sulpho-salicylate of aluminium, has recently been suggested. 
These electrolytes becoming ionized in solution, it is possible, by proper 
choice of electrolyte, to activate with the metallic or equivalent ions the 
mineral it is desired to float, while the radical ions act as the efEervescing- 
agent. This pregnant suggestion has been applied with success to the flota- • 
tion of tin ores, though so far only on a laboratory scale ; it finds further 
mention later when dealing with the flotation of oxide ores (p. 452). 

This group of flotation agents forms a link with that of the flotation 
chemicals shortly to be described. 

Flotation Mixtures . — Generally speaking, froth flotation, being air 
flotation, depends primarily upon the eflervescing-agent and only to a 
secondary extent upon the other agents. This agent, as has been pointed 
out, is a substance largely soluble in itself, or the soluble fraction of a more 
insoluble substance ; the selective agent, on the other hand, is a substance 
largely insoluble, or the insoluble fraction of such a substance. A single 
substance, eucalyptus oil or creosote, for instance, may therefore be capable 
of serving both functions. Experience shows, however, that where a 
single substance might be effective of itself, the same effectiveness is 
more cheaply and consistently obtained by a mixture, compounded 
to provide, respectively, the necessary effervescence in the water, a 
selective film on the mineral, and elasticity for the floated froth. To-day, 
accordingly, mixtures are more common, single substances being excep- 
tional. In such mixtures the selective and froth-strengthening agents, 
which pass away with the concentrate, enter more largely than the purely- 
effervescing agent wliich in greater part remains with the water, and is 
returned for further use ; they also, as a rule, include cheap unrefined 
products whose soluble fractions by agitation become available for efier- 
vescence, saving in that way some of that more expensive agent. A single 
substance added alone would generally be of the more expensive class 
demanding sparing use, and, accordingly, the operation would be relatively 
delicate and sensitive to fluctuations of feed and agent ; this delicacy the 
greater quantity of the mixture avoids, since the more expensive ^er- 
ve^cing-agent is then distributed through the cheaper selective agent, 
Such mixtures, nowadays, are made up of about three parts of selective 
agent, say coal-tar or fuel oil, to one part of effervescing-agent, the exact 
proportion depending upon whether a strong efiervescing-agent such as 
pine oil, or one less strong such as creosote, is used. It may of course be 
consiilered that crude coal-tar, if it contain 20 per c^t or so of creosote, is 



» (K)N(1SNTIUT10N M 

a sufficient mixture in itself and of justifiable use alone ; that may be so,' 
but ^perience has shown that constancy of the agent is best obtained by 
compounding a mixture to specification. If a mixture be made up partly 
» of a volatile oil, care should be taken that volatilization did not take place. 

In the selection of a suitable substance or mixture many factors enter. 
Cost at once precludes such substances as turpentine, acetic acid, olive oil, 
etc., the cost of which might jeopardize or seriously diminish the operative 
•profit, however effective the agent might otherwise be. The substances 
chosen are either those refinery by-products for which no special competi- 
tive demand exists, or imrefined products cheap by reason of their abun- 
dance. The movement from refined products to crude materials, and from 
single substances to mixtures, is well illustrated by the transference of 
favour from cresol to coal-tar creosote, then to coal-tar with pine oil, and 
finally to coal-tar with creosote. Fuel oil (mineral) and wood-tar oil 
together now make a common mixture. In the matter of cost, locality has 
much to say ; it ha>s determined at least that in Australia eucalyptus oil is 
largely used, in America pine oil, while in Korea camphor oil has been used. 

External Factors infimming the Choice of Flotation Agents . — The in- 
fluence of the mineral itself upon the choice of the flotation agent lies 
in such facts as, that the desired cleanliness of a copper concentrate 
is less than that necessary for lead or zinc ; that galena has such an 
affinity for air that little selective agent is necessary ; that blende is so 
laggardly in floating that the agents require to be intense. According to 
an investigation by Varley,^ in the United States, coal-tar, kerosene acid- 
sludge, and pine oil are the principal agents for copper ores ; hardwood 
creosote, coal-tar, crude petroleum, and pine oil, for lead ores ; pine oil, 
hardwood creosote, for zinc ores ; and fuel oil, pine-tar oil, and turpentine, 
for gold and silver ores. 

The size of the material also influences the choice of agent, in that fine 
gangue is likely to be flocculated with the fine mineral if much selective 
agent be present, and in that coarse mineral requires a strengthened film 
to keep it suspended in the froth till safely delivered. 

The type of machine also influences the choice, since where the risen 
froth has farther to travel to reach discharge it must be stronger ; further, 
the violence of agitation will determine whether a thick or a thinner mixture 
must be used, greater violence more readily encompassing the required 
emulsification and spread of thick agents. • 

Finally, in selecting the flotation agent, the subsequent treatment both 
of the concentrate and of the tailing must receive consideration. If the 

1 U.S. Btuftau of Mines, Reports of Investigations No. 2203. Abstracted E. A 
Feb. 12, 1921, p. 308. 
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concentrate has subsequently to be cleaned by water or to be subjected 
to cyanidation, a tarry agent might give rise to diflSculty ; if it has 
to be cleaned by further flotation, the too copious froth which an un- 
adulterated effervescing-agent would give, would be a nuisance. Even’* 
where no cleaning is necessary there might be difficulty in breaking down 
the stiff, voluminous, and coherent froth which tar sometimes gives. 
Similarly, a thick oil would probably interfere with any subsequent 
cyanidation of flotation tailing (p. 480). • / 

Amount of Flotation Agent , — The amount of agent added should be the 
minimum capable of producing effective contamination of the water on the 
one hand, and of the mineral on the other (p. 423) ; more than that would 
not only be useless and an unnecessary expense, but harmful (p. 424). An 
excess of pine oil, for instance, makes the bubbles still more brittle and 
breaks down the froth ; an excess of mineral oil causes gangue to be taken 
into the foam, or, if unemulsified, it agglomerates the sulphides so that 
they are in danger of sinking. The stickiness of oil is not a property of 
use in froth flotation, indeed care must be taken that it is not exercised ; 
a greasy froth settles down and lies flat. An excess of tar might conceivably 
not be so harmful, since it is not so greasy. 

The minimum amount will be that which imder the quality of the agita- 
tion gives the necessary milkiness to the water, this milkiness sometimes 
amounting to a prolonged opacity. Agitation and the amount of agent are 
accordingly somewhat interdependent, prolonged agitation requiring less 
agent. 

As already indicated (pp. 395, 423), the amounts used vary from a few 
ounces to a few pounds per ton of ore, the smaller figure applying to ores 
which need little or no selective agent. Exceptionally it is more than one 
per cent of the ore, but generally that excessive amount would be to 
circumvent the Minerals-separation patent granted for the use of oil up 
to one per cent. 

The above figures of consumption pertain to a normal dilution of the 
ore pulp and to conditions which include the return of the tailing water to 
the circuit, making available the contaminant remaining in that water ; 
where such a return is not made the consumption will be greater, particu- 
larly that of the effervescing -agent. The cost of flotation agents is 
generally from IJd. to 2Jd. per ton of ore treated. 

Flotation Chemicals and Circuits s 

As already stated, flotation * chemicals ’ are mostly inorganic salts and 
mos*tly electrolytes. Unlike flotation agents they are rarely used to secure 
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eifervescence. Common salt above, say, a 3 per cent concentration is 
capable of so doing, as witness the foaming crests at sea. Other chlorides and 
carbonates possess similar properties and like common salt have been used 
in the laboratory as effervescing-agents.^ Flotation chemicals are however 
used rather as selective agents, either like normal selective agents directly * 
to increase the non- wetting properties of the mineral to be floated, or 
inversely, to increase the wetting power of the water so that the gangue 
may more surely sink. Used in this latter service they may be described 
as “ modifying ” agents. 

Since one chemical may under different conditions serve differently, it 
is more convenient to describe the services of the more commonly-used 
chemicals under their own names. 

Sill pli uric Principal among these modifying agents is un- 

doubtedly sulphuric acid, this chemical having been used from the intro- 
duction of flotation at Broken Hill. In treating the zinc middlings on 
that field, sulphuric acid, indeed, appeared to be more than an auxiliary 
agent, flotation not being effective without it ; quite apart from its 
generation of gas-bubbles in the Potter-Delprat process it was of almost 
equal importance in air flotation, rendering floatable— probably selectively 
by electrolytic action but possibly by removing films of iron oxide— 
much blende which otherwise would have been left in the tailing. Im- 
provement in recovery by the use of acid has been experienced elsewhere 
and with other ores, at Anaconda for instance with copper ore.^ 

It is probable, however, that the more general use of acid to-day is, as 
a modifying agent, to minimize any tendency of the gangue to float. Acid 
does this by increasing the wetting power of water, loosening the attach- 
ment of air bubbles to the gangue ; at the same time it reduces the volume 
of froth, effecting in consequence a saving in those selective agents which 
leave the pulp and go with the froth. Acid is also said to deflocculate the 
, pulp, rendering free thereby small mineral-particles which might otherwise 
remain entangled in fioccules, to the betterment of recovery and to the 
greater cleanliness of the froth. Ordinarily, acid is rather a flocculator 
than a deflocculator—it has, for instance, been used to promote the settle- 
ment of slime — but it is conceivable that in flotation this normal effect is 
masked or even reversed by the presence of the other agents ; observation 
certainly shows that when acid is used the water below the froth remains 
turbid and does not clear as it would in the presence of a flocculator. 
Finally, it is quite possible that acid may serve to correct tKe fouling of 
the solutions with soluble portions of the ore or impurities in the mill water ; 
it might, for instance, bring about the oxidation of ferrous sulphate, a 
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1 M. dk S.P., Feb. 2, 1918, p. 187. 

* Laist and Wiggin, Trans. AJ.M.E, VoL LV., 1917, p. 492. 



iU 


ORB-DRESSING 


mu. 


substance deleterious to flotation,^ Acid may also be beneficial in 
nullifying any inopportune chemical emulsification of the oily agent. 

The use of acid in flotation constitutes what is known as an ‘‘ acid 
circuit,” acid being added to render the pulp acid to litmus, a con- 
dition reached when the amount of free acid is about 0*1 per cent of 
the water. The consumption of acid will, of course, depend largely 
upon the (iharacter of the ore, being larger where calcite or any similar 
carbonate is present; when the amount of such reacting substance is 
excessive, an acid circuit is no longer possible. Experience shows that the 
normal consimiption is much the same as that of the ordinary flotation 
agents, namely, from 2 to 5 lb. per ton of ore, and that a consumption 
equal to about I \ per cent of the weight of ore is one which few ores could 
bear. It is interesting to note that in the United States acid is used to a 
greater extent with cojiper ores than with lead or zinc ores, the total 
consumption with copper ores being such that divided over the total 
tonnage of such ores treated by flotation it amounts to 3 lb. per ton ; al^o 
that, contrary to the practice in Australia, it is little used with zinc ores, 
whereas with lead ores it is moderately used.^ Apart from its cost, the 
disadvantages of acid are : that it is corrosive, necessitating special liners 
of wood or cast iron in the mixing appliance ; that, as already mentioned, 
an acid circuit precludes the addition of the ordinary agents to the grinding 
machine, which thereby is no longer available as a mixer ; and, that by 
reason of the salts then taken into solution and deposited afterwards, 
the porous medium of pneumatic machines requires more frequent cleaning 
and renewal. Sometimes acid is harmful to recovery ; when oxidized 
copper minerals are present, for instance, copper sulphate is formed which, 
if not precipitated, unfavourably affects the flotation of copper and silver 
sulphides. The greatest use of acid appears to be with slime, its presence 
with such material keeping the gangue from going into the froth. Gener- 
^ ally, also, it may be said that an acid circuit gives better control of the 
operation and is more reliable than a non-acid circuit, since the amount 
of acid can be varied as appearances indicate. In cleaning the particle- 
surface acid is only useful with material which has sufiered incipient 
oxidation, dump material and diy-crushed miaterial, for instance. 

Sulphuric acid is used in greater amount than any other chemical or 
agent in flotation ; its place is sometimes, though not often, taken by nitre 
cake. 

Caustic Soda , — Where for any reason acid is impossible and the circuit 
still requires correction, an “ alkaline circuit ” is employed. Foremost 

» M, A 8.P„ Dec. 18, 1916, p. 931, 

* Vurley, Report of Investigations No. 2903, U.S. Bureau of Hines. Abstracted Sh 
H. J., Feb. 12, 1921, p. 303. 



a #10* ATION COjrCOTRATIOK m 

amotjg the substances available for the production of such a circuit tl 
caustic soda, which while relatively cheap is effective. This chemical 
benefits the operation chiefly by increasing the wetting power of the water, 
a cleaner concentrate resulting ; it also deflocculates the pulp so that fine 
mineral -particles are not entrapped in floccules. It accordingly behaves 
much like acid. At the same time it undoubtedly has powers of cleaning 
mineral surfaces and of correcting foul mill-water ; when, for instance, 
lime is present in amount sufficient to cause flocculation, caustic soda would 
correct this tendency ; or, when copper sulphate forms and is harmful, it 
precipitates the copper as innocuous sulphide. This chemical finds ex- 
tended use notably with the disseminated copper ores of Arizona, where the 
con8umj)tion is about one pound per ton, and with the complex contact ores 
of Korea. 

Sodium Carbonate has much the same effect as caustic soda, and in the 
form of soda-ash or the natural trona, finds considerable use in the United 
States. 

Lime is sometimes used to correct the presence of heavy-metal sulphates, 
reacting with which it forms soluble calcium sulphide ; care must be taken, 
however, that the alkalinity does not exceed about 0-02 lb. of calcium 
oxide per ton of water or there may be undesired flocculation and a volumin- 
ous but lean froth. Ordinarily consumption is about 3 lb. per ton of ore. 

Sodium Sulphide . — In addition to the more common alkaline substances 
just mentioned, the use of sodium sulphide has at times proved beneficial. 
At the Belrnont-Shawmut gold mine, California, for instance, while de- 
flocculating the gangue this chemical is credited with flocculating the 
auriferous sulphides ^ (p. 484). It probably also has power to clean mineral 
surfaces, and is capable of converting lime into a soluble sulphur compound 
with no power of harm. The amount in which it is added is generally 
about 0*5 lb. per ton of ore. A still more interesting use of sodium sulphide 
sees, the formation of a sulphide film over oxidized particles, rendering 
them floatable; this ‘‘sulphi^zing” of oxidized particles is discussed later. 

Sodium Silicate , — ^An alkaline circuit is also obtainable by sodium silicate, 
that is, water-glass, the addition of which so increases the wetting power of 
water that undesirable sulphides may be prevented from floating. Its use, 
for instance, might permit the recovery of chalcopyrite from pyrite and 
p 3 mrhotite, or the recovery of galena in preference to blende, the latter being 
recovered subsequently ; such differential flotation” of sulphides is dis- 
cussed later. Sodium silicate is, however, so strong a wetter or defloc- 
culator that its use may give rise to difficulty in the subsequent settlement 
of the concentrate. 

Potassium Cyanide, so valuable m the metallurgical treatment of 
1 Pawona, M, d? 8,P,, Nov. 6, IWO, p. 661, 



436 


0RE-DKE8SING • 


CHIP. 


preciouB’-inetal ores, has not in general been found of any benefit in flota- 
tion ; certainly, the attempts to float cyanide tailings have not been 
su(jc.es8ful, only a }^)or recovery being obtained. Exceptionally, it would 
appear capable of correcting water fouled with copper sulphate. 

Amnwnia has been foimd to be a useful modifying agent when the 
flotation agent is wood-pitch dissolved in soda-ash. 

Chopper Sulfhate . — Wiien neither acid nor an alkaline salt is added 
the cinniit is described as a natural or ‘‘ neutral circuit.” Among neutral 
salts copper sulphate is the only one of importance in flotation. This 
chemical has been found particularly beneficial in the flotation of zinc 
blende, juobalily because it deposits an incipient film of copj)er sulphide 
upon the blende, thougli it also aj)pears capable of selectively flocculating 
the fine })arti(!les of zinc blende while leaving the gangue free.^ At the 
Butte-and-8ui)erior, Montana, and elsewhere, the addition of co])])er sul- 
phate is, for instance, part of the established i)ractice.^ Its use was first 
suggested by Bradford in Australia, who found that fine blende particles 
were readily floated by the addition of about half a pound of copper sul- 
phate j)cr ton of ore, though coarse particles remained unfloated unless 
acid were added. This sulphate has, like acid, also been found useful 
in re-conditioning selective agents which inopportunely had become 
wholly emulsified. On the other hand, it has been found harmful in the 
flotation of silver and of copper ores. The amount in which it is added is 
very small and generally about 0-2 — 0-5 lb. per ton. Apart from the use 
of copper sul})hate as described, there are possibilities of using it to effect 
a copper filming of those minerals in relation to which copper is strongly 
electro-negative ; cassiterite particles in contact with metallic zinc and 
submerged in a solution of copj)er sulphate quickly become covered with 
a red film of metallic copi)er. This “ metallizing ” effect is further men- 
tioned under oxide fiotation (p. 452). 

Flotation Circuits , — The particular circuit employed will, it is seen from 
the foregoing, depend upon the nature of the ore and upon the size of 
the material treated. At Anaconda, for instance, sand flotation is largely 
undertaken in a neutral circuit, slime flotation, on the other hand, in an 
acid circuit. At Utah Copper, again, the sand is treated in an alkaline 
circuit, whereas acid is used with the slime. Exceptionally, where both an 
acid circuit and an alkaline circuit have, for one reason or another, been 
injpossible, a beneficial cleaning effect has been obtained by the addition 
of gasoline or other hydrocarbon in a neutral circuit.® An acid circuit 

^ Kalsttm & Yundt, Anier, Chem, AV., Seiit. 1917. Abst. E. d' ilf.J., Oct. 27, 1917, 
p. 701. 

* Callow, Tratts, VoL LVI., 1917, p. 687. 

• Atcikiaou, if. rf? S,P., AprU 27, 1918, p. 576, 
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would, perhaps, always be preferred if it were possible and other things 
were equal. Its use would be disadvantageous if cyanide treatment fol- 
lowed. It also appears impossible to use it when the ordinary flotation-agent 
is alkaline, as wood-pitch dissolved in soda-ash. The acid circuit found so 
essential to the recovery of blende in Australia gives place to a neutral or 
alkaline circuit in the United States, copper sulphate taking the place 
of the acid. An alkaline circuit gives a less viscous froth, more easily 
handled. 

The acid circuit was that first employed ; then the neutral circuit, the 
employment of which was signalled at the Kyloe mine, New South Wales, 
in 1910;^ and finally the alkaline circuit, introduced about the year 1913. 

It will be realized that flotation chemicals generally are electrolytes, , 
and that though they are at times beneficial by reason of their chemical 
action, they are probably of greater benefit by their electrolytic action. 
Seeing that this latter action has not the variety of chemical action, it 
is not surprising that acid aijd alkali have often produced similar effects. 

The addition of chemicals to correct mill water, generally necessary 
even when only fresh water flows through the circuit, is decidedly more 
necessary when, as so often happens, the water which has completed the 
circuit is returned for use again. Without such necessary correction 
deleterious elements would accumulate to the detriment both of recovery 
and enrichment. A point deserving mention is that, in process of grinding, 
fine metallic iron finds its way into the circuit, particularly when steel balls 
are used in preference to flint pebbles. In some instances, and particularly 
when treating slime, this fine iron has been found to be beneficial, a benefit 
arising, it is supposed, from its neutralizing effect upon acidity inoppor- 
tunely present.® Elsewhere such fine iron has been found to be of no 
benefit, or exceptionally of harm.^ 

Finally, temperature may be regarded as a modifying agent. Flotation 
can be practised in an ordinary or in a “ hot circuit.” In ice-cold regions the 
circuit is generally maintained at an ordinary living temperature, since a 
low temperature would necessitate prolonged mixing or might even render 
thick agents impossible ; low temperature, greatly increasing the viscosity 
of the water, would also cause such an amount of gangue to be retained 
in the froth that the resulting concentrate would be markedly unclean. 
But, though the advantages of an ordinary temperature above an ice-cold 
temperature may justify the expense of heating, the use of hot circuits 
has not been continued. In a hot circuit the end-point of the operation 
is more quickly reached and is more definite ; viscosity of the water is 

1 Ashcroft, Trans. l.M.M. Vol. XXII., 1913, p. 1. 

* M. ds S.P., Dec. 18, 1915, p. 931. 

« Gahl, Trans. A.I.M.E. Vol. tV., 1917, p. 605. 

* Coghill, M. df S.P., Fob. 9, 1918, p. 197. 



438 


0E1-DRES8ING 


0S4F. 


decreased and the concentrate is cleaner ; the agent is more mobile and 
goes farther. In the early days of flotation at Broken Hill the hot circuit 
was favoured because oleic acid did not work well in the cold ; to-day, 
however, the benefits which the hot circuit would bring are more econ- 
omically obtained by a proper choice of agent, and where necessary by 
thinning the agent with a mobile solvent. 

Differential Flotation 

Differential flotation takes advantage of the different floatabilities of 
minerals, floating one mineral ahead of or in preference to another, and, if 
* desired, floating a second mineral subsequently. The floating of one 
mineral in preference to another may be described as the “ Preferential 
Flotation ’’ of that mineral, but the whole subject, to include, for instance, 
the recovery of two minerals in succession, is best described as Differential 
Flotation.” This differential flotation works on no difierent principle from 
ordinary or “ Collective Flotation,” but, sulphide having to be separated 
from sulphide instead of from ordinary gangue, the differences in floata- 
bility are finer, the necessary agents more choice, the operation more 
delicate, and the results less precise. 

Differential flotation may be applied either to an undressed ore-pulp or 
to a collective concentrate obtained from a previous flotation. Treating 
the latter, it is not applied ordinarily to material coarse enough to be 
separated by gravity concentration, but only where, by reason of mineral 
fineness or lack of suflicient difference in gravity, water separation is not 
possible. When achieved by so varying the agents and electrolytes that 
the more floatable mineral floats while the less floatable mineral , sinks, 
it may be described as normal ; such normal differential flotation is 
generally applied to ore pulps. When, however, advantage is taken of 
other properties, the tendency to oxidation, for instance, the more floatable 
mineral may be made to sink, while the less floatable mineral floats ; such 
irregular flotation, making use of more costly means, can only be applied 
to collective concentrate. 

Nonnal Differential Flotation , — The idea of floating sulphides succes- 
sively in the order of their floatability was first suggested and put into 
operation by Lyster in 1913 at Broken Hill, to treat slime, the overflow 
from classifiers. In this material the galena particles were smaller 
than the blende particles, both because such would be their natural 
relation in the classifier overflow, and because the greater portion of 
the cparse galena had already been removed by water-concen1a»tion. 
The galena being smaller would for that reason alone be more readily,^ 
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floated, but to that favourable circumstance was added its greater natural 
floatability. These two fac- 
tors together made it com- 
paratively easy to set the 
conditions so that while the 
galena floated the blende 
sank. These conditions in^ 
eluded a minimum of euca- 
lyptus oil, a neutral cir- 
cuit, a moderate agitation, 
and the control of the air 
supply at its entry below, 
the result being a rela- 
tively weak yet voluminous 
froth, from out of which 
the blende particles in- 
opportunely entangled had 
ready fall ; moreover, the 
'froth area at the overflow 
was constricted, enabling 
the galena to crowd out 
any competing blende. 

This suggestion of Lyster 
has since been carried 
further, and to-day at 
Broken Hill, galena is being 
obtained as a preferential 
float by cascade machines 
from re-ground jig mid- 
dlings, this practice replac- 
ing separation previously 
accomplished by tables and 
vanners (Fig. 315).^ With 
the galena removed, more 
intense conditions raise the 
blende; that is to say, 
more oil, greater violence 
of agitation, and the acid 
found necessary at Broken 
Hill, r^dily float the blende 

* Harvey, Trans. I, MM,, 

Nov. 19ia 



Differential Flotation at the Central Mine, 
Broken Hill. — Flow-sheet, 1917. Referring to Fig. 
225, illustrating the Collective Flotation previously 
practised, it will be noticed that tables and vanners 
have been displaced by the introduction of Preferen- 
tial Flotation of the lead. A comparison of the 
results obtained under the two policies is as follows : 



Eecoveries. | 

Colleotive Flotation, 

IHfferential Flotation. 

Lead 

Zinc 

Silver 

77*6 per cent. 
85-8 „ 

49-2 „ 

85-6 per cent. 
83*3 „ 

„ 


In these figures neither the lead in the zino 
concentrate nor the zinc in the lead concentrate is 
pounted as recovered (pp. 377, 421, 439). (Harvey, 
Trans, November J918.) 
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together with any small amount of remaining galena. This blende 
flotation is undertaken in Minerals-separation machines, the first cells of 
which produce a concentrate of the remaining galena. 

The differential flotation of galena and blende has also been effected 
in the Coeur d’Alene district, Idaho, by using a small amount of 
effervescing agent to float the galena, and then in another machine a selec- 
tive agent and often some copper sulphate to' raise the blende. Experi- 
mentally it was also found that both common salt and sodium carbonate 
would act as combined effervescing-and-selective agents to float the galena 
preferentially.^ In this connection it is interesting to note that Freeman of 
Broken Hill suggested the preferential flotation of galena from a lead-zinc 
slime by a 3 per cent solution of sodium carbonate, blende being 
afterwards raised by the addition of small amounts of oil and copper 
sulphate.^ 

Galena has also been separated from blende by manipulating the froth 
overflow from pneumatic flotation machines. With the Callow machine, 
for instance, the froth is so tender and its depth so great that, of a mixed 
galena-blende froth building up at the bottom, only the galena might arrive 
at the top. If, then, a skimmer were set to take off the top two or three 
inches, the blende, not being taken, would of necessity fall back, eventually 
to be recovered in a separate cell. In such a scheme of differential flotation 
two circuits would be maintained and kept separate, a lead and a zinc 
circuit, each being fed with its proper flotation agents and served with its 
own water (Fig. 316).^ 

Differential flotation is again instanced in the separation of chalco- 
pyrite from pyrite and pyrrhotite.* These minerals, when occurring 
together, are commonly so intergrown that, being so much of the same 
gravity, water-separation is impotent except for rough work, beneficiation 
hitherto having been by hand-picking or jigging, to obtain a roughly- 
enriched product. Tcvsts made upon an ore containing about 3 per cent of 
cupriferous pyrite and 11 per cent of pyrrhotite, in a schistose gangue, 
sliowed that 6 lb. of sodium silicate per ton without the assistance of any 
oil was sufficient to sink the pyrrhotite while raising the cupriferous p 5 Tite ; 
sodium and magnesium chlorides in solution, and even sea-water, were 
similarly successful. These electrolytes were not, however, capable of 
floating the bornite of another ore, nor the chalcocite of a disseminated ore, 
nor, finally, the chalcopyrite of a quartzose ore. 

With other ores, tests have shown that an ordinary frothing oil may be 
capable of raising chalcopyrite as a preferential float from pyrrhotite and 

1 Zcigler, E, MJ., April 20, 1918, p. 741. 

* W. Shellshear, M, db S.P., Oct. 27, 1917, p. 616. 

• Rioe, E. db M.J., Sept. 14, 1918, p. 482. 

♦ if. <9 S.P., Feb. 2. 1918, p. 167. 
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pyrite.* An insoluble oil may, however, not be used, or all the sulphides 
will agglomerate and preferential flotation be rendered impossible. 

Other instances of differential flotation are of molybdenite from pyrite, 
and of stibnite from pyrite, neither being difficult, the floatabilities of 



Y Tailing 

Fio. 316. 

Differential Flotation at Morning, Idaho. — Flow-sheet. The air used in the 
pneumatic agitators (Brown or Paohucha tanks) was at 15 lb. pressure ; that used ‘in 
the Callow machines was supplied by a Roots blower at 5 lb. pressure. An additional 
air-lift was required in the pneumatic agitators to keep the sand from settling. Acid 
was used to keep down the siderite ; Cloveland-CIiffs oil was used for the lead, and 
pine oil for the zinc. The numbers in circles represent the number of machines for 
the stated daily tonnage. The Callow machines were 2 by 10 feet (p. 440). (Rice, 
K d? M.J,, September 14, 1918, p. 482.) 

molybdenite and stibnite being pronounced. It may, ho\^ever, be re- 
marked that molybdenite is sometimes separated from associated pyrite by 
skin or film flotation without the necessity of froth as a collector; to 
make this separation precise, the crushed material is dried and exposed 

1 Coghill, M. <fe 8.P., Feb. 9, 1918, p. 196. 
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to air, the pyrite then becoming covered *with an incipient oxidized film 
so that it readily sinks. 

When the two minerals to be separated are both very fine, as with 
impalpable slime for instance, and differential flotation receives no help 
from difference in size, some reinforcement to wetting may be necessary 
to encompass the separate sinking of the less floatable mineral. With 
such material Bradford at Broken Hill discovered that sulphur dioxide so 
deadens the sulphides in succession that, by controlling the entry of this 
soluble gas, the blende could be sunk while galena still floated. This idea 
was put into operation at Broken Hill in September 1916 to treat 500 tons 
of slime per day.^ 

In the Bradford sulphur-dioxide process the slime to be treated is made 
into a pulp consisting of 3 of water to 1 of dry ore, to which pulp sodium 
hyposulphite is added to the extent of 1*5 to 2 lb. per ton of ore, and suffi- 
cient acid to acidify. This mixture passes to a mechanical agitator to give 
time for the generation of the sulphur dioxide, and the contact of this gas 
with the blende. Leaving this mixer the acidity should not be more than 
0*03 per cent, nor the temperature more than 90® F. Thus prepared, the 
mixture is sucked into an agitator resembling a centrifugal pump, air and 
further sulphur-dioxide from special sulphur-burners being drawn in 
through a snifting valve. In the centrifugal agitator the air becomes 
churned into the pulp, the aerated mass being then delivered through the 
side into a tall flotation box, with a constricted frothing area above and 
a controlled discharge below. Here galena overflows as a thick coherent 
froth, while the tailing discharges into the next agitator and flotation 
box, retreatment being continued till the end point of the lead separation 
is reached, that is to say, till the froth which in the first box had been 
2 or 3 feet deep, has become so shallow that without water it can no 
longer overflow. About nine such treatments are required for the lead, 
all the froth proceeding as a single product to be settled and filter-pressed, 
the liquors being returned to the head of the circuit. Towards the end 
a little more acid is added to maintain the acidity, and the temperature is 
again brought to its maximum of 90® F. 

The tailing, now containing only the blende, passes to a thickener 
where supernatant liquor is separated for return to the lead circuit, and a 
thick underflow is discharged. This latter passes into vats where it is kept 
from settling by revolving paddles, and raised to a temperature of about 
1 25® F. by steam coils. It passes thence to a mechanical mixer where, with 
returned water from the zinc circuit, it is brought to a dilution of 4 of liquid 
to 1 of solid, and sulphuric acid is added to bring the acidity to 0*3 per 
cent, reckoned on the liquid ; all the little remaining gas here escapes* 
' Henderson, Jtf. d? S.P„ Sept. 28, 1918, p. 407. 
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Sometimes, when all the blende is very fine, about 0*2 lb, of copper sulphate 
per ton of material is added instead of acid, the circuit then being 
neutral. After mixing, the prepared pulp is drawn away by centrifugal 
pumps which, sucking in air at the same time, deliver their aerated product 
into flotation boxes of the same t 3 ^e as in the lead circuit. Of such 
centrifugal agitators and flotation boxes there are six in series, the froth 
diminishing from great depth in the first to an indefinite film in the last. 
From this last box the final tailing is discharged, to be settled and thickened, 
the liquor being returned. The overflowing zinc froth, unlike that of the 
lead, is not a flnished product, but requires cleaning. This cleaning is 
accomplished in another series where the dilution is greater, 12 to 1, and 
the acidity less, about 0*1 per cent ; that is to say, where the conditions 
are such that at Broken Hill entrapped gangue is dropped. 


Representative Results from the Bradford 80, Process 



Zinc. 

Per cent. 

Lead. 

Per cent. 

Silver. 

Oz. 

Feed 

16*6 

12-8 ♦ 

155 

Lead Concentrate 

8 0 

630 

j 84 0 

Zinc Concentrate 

500 

4 0 

130 

Tailing 

2‘0 

8-0 1 

4-2 


* In addition, 4*7 per cent of oxidized lead, 
t Of thi«, 7 per cent is oxidized load, leaving only 1 per cent sulphide. 


It is interesting to note that, as with the methods already described, 
the silver accompanies the lead, both metals thereby securing a better 
market. On the other hand, any p 3 rrite present also goes with the galena 
rather than with the blende, to its detriment. 

Exactly how the sulphur dioxide acts cannot yet be said. Being both 
reducing and soluble, it has been suggested that it diffuses into and 
displaces the air film by which the sulphide particles are possibly con- 
taminated, this displacement in the case of blende being such that the 
tendency of the particles to attach themselves to air-bubbles is temporarily 
destroyed ; certainly, zinc froth has been known to be killed by sulphur 
fum^ accidentally in the atmosphere around the cells. 

The preferential separation of one sulphide from another depends upon 
very small balances of forces and affinities. As already stated, it was, for 
instance, discovered by Freeman that galena could be floated preferentially 
in the presence of blende by the use of sodium carbonate, and without the, 
addition of other agent or chemical, provided that the cell in whi^ the 
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flotation took place was either of wood or iron, as it normally would be. 
If, however, the operation were conducted in a copper cell or in a cell of 
material strongly electro-negative to zinc, or if a soluble copper salt were 
added, the conditions would be so altered that the blende would float in 
preference to the galena. In this happening there appears to be the sug- 
gestion of incipient electrolysis. 

Inverted Differevdlal Flotation . — Differential flotation is also possible by 
so altering the surface of the more floatable sulphide that it, and not the 
less floatable sulphide, will sink. Such a reversal of normal precedence 
may be brought about either by fractional roasting or fractional hydro- 
chemical action. 

Fractional roasting is the basis of the Horwood process put into com- 
mercial application at Broken Hill early in 1909, which makes use of the 
fact that some sulphides are more readily oxidized by roasting than others, 
and notably, galena more readily than blende. This process was applied 
to lead-zinc concentrate floated from slime, this concentrate being so 
fine that separation of the two sulphides by water was ineffective. 
Roasted at a low temperature, and rabbled in the presence of abundant 
air, the great bulk of the lead, superficially at least, is converted into 
sulphate, the blende remaining practically unaltered. The temperature 
at whicli roasting begins is about 350° C., after which the combustion 
of the sulphur carries it to about 450°. If, however, considerable pyrite 
be present, these temperatures may be somewhat exceeded and 500° 
be reached with advantage, this higher temperature being desirable to 
quicken the oxidation of the pyrite, in the continued presence of which the 
“ sulphatizing ” of the galena is delayed ; the presence of the pyrite mini- 
mises the chances of blende oxidation. The extent to which roasting is 
carried varies considerably ; it is only required that the galena surface 
should be sulphatized, but with very small particles it is almost impossible 
to stop at anything less than complete sulphatization. Actually, from 
10 to 75 per cent of the galena is sulphatized. 

The roasted mass after adequate cooling is treated in flotation cells to 
raise the blende, the sulphatized galena sinking, subsequently to be water- 
concentrated for its greater cleanliness if such be necessary. Unavoidably 
some small fraction of the zinc, becoming oxidized, goes into solution and is 
lost. Another disadvantage of the process is that to an undesirable 
extent the silver goes with the zinc, an association unfavourable for market- 
ing. This undesirable happening was, however, to a large extent, corrected 
by giving the slime a previous water-wash.^ 


Proo., Ana. JnH. M.E., No. 12, 1913, abst. S, df M.J., June 13, 1914, p. 1208. 
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Reprbsbntative Results feom the Hoewood Process 



Zinc. 

Iiead. 

Silver, 



Per cent. 

Per cent. 

Oz. 

Feed 

39 0 

16 

18 

Zinc Concentratci . . » . . 

49-5 

6 

n 

Lead Residue 

D'O 

47 

45 


Fractional roasting to destroy the floatability of one sulphide in order to 
float another separately, was also tried at the Afterthought copj)er-zinc ' 
mine, Shasta (.'Ounty, California, uj)on an ore consisting of chalcopyrite and 
blende in a gangue containing so much barite that water separation was 
impossible. Differential tests made to ascertain whether the chalcopyrite, 
naturally more floatable than the blende, could be floated preferentially, 
having given discouraging results, it was decided to float a collective con- 
centrate, and to submit this concentrate to fractional roasting, with subse- 
quent flotation of the zinc and sinking of the copper. The scheme, however, 
was not so simple ; the chalcopyrite had to be roasted to oxide rather than 
to sulpliate, since not only would any sulp^te formed go into solution and 
be lost, but its corrosive effect would be seriously felt by any iron fittings in 
the equipment. It is true that a small amount of copper sulphate would 
substantially aid in the subsequent flotation of the zinc, but getting into 
the main circuit it would detrimentally affect the recovery of the copper in 
the collective concentrate. Another disturbing factor was the solubility of 
copper oxide in sulphuric acid, this solubility precluding the use of that 
acid in the blende flotation. The whole attempt did not disclose a satis- * 
factory process for the beneficiation of the particular ore.^ 

Fractional roasting and subsequent flotation of the less floatable of two 
sulphides has also been practised at the Progress mine, Leadville, Colorado, 
upon a blende-pyrite middling from a table treatment the other products 
of which were galena and tailing. This zinc-iron middling being roasted 
the pyrite becomes oxidized, so that upon subsequent flotation it sinks 
while the unaltered blende floats. Of the precious metals in this ore it is 
interesting to note that the greater portion of the gold remains with the 
pyrite while the silver is recovered with the galena. ^ 

At the Trail smelter, British Columbia, a Horwood plant was erected 
to treat a massive galena-blende-pyrite ore from East Kootenay, but did 
not long remain in operation. 

In general, these fractional roasting processes depend upon very careful 

> Heller, M, <fc 8.P,, Aug. 2, 1019, p. 151. 

» if. tfc S.P., Dec. 23, 1916, p. 926. 
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roasting and cooling, in which the temperature range and the rate of feed 
are alhimportant factors. 

Concerning hydro-chemical differential processes, Mickle ^ showed that 
ferric chloride, in solution and under conditions which left the blende un- 
affected, was capable of so altering galena that subsequently it would sink 
while the blende floated. This alteration took place in the cold, requiring 
only agitation ; the galena became covered by a very stable film of lead 
chloride, some sulphur, and some ferric oxide, this last arising from im- 
purities. Though the ferrous chloride to which the ferric chloride becomes 
reduced could readily be regenerated, this idea has never been commercially 
applied, 

Bradford, in his acid-salt process, proposed to attack the galena by an 
acidulated 7 — 10 per cent salt solution at a temperature of about 140® F., 
when sufficient sulphuretted hydrogen is evolved, let it be said, to displace 
the air film on the galena, whereafter, upon agitation, the blende floats. 
With acid in excess sulphuretted hydrogen would be generated more 
quickly than it could be taken up by the water, with result that the galena 
likewise would float. Normally, after removal of the blende, a small 
amount of copper sulphate is added to raise the galena. 

It has also been proposed to deaden galena in the presence of blende by 
digesting at a temperature of about 140® F. with a 0*2 — 0*5 per cent solution 
of potassium dichromate, a chemical which will also deaden pyrite to make 
it separable from copper pyrite ; but neither of these two ideas has been 
adoj)ted commercially. Potassium permanganate, on the other hand, 
deadens blende but not galena, making possible a normal differential 
separation of the galena first and blende afterwards. Seeing that after 
such treatment the blende rises immediately when a small amount of acid 
is added, it would appear that at most only an incipient chemical alteration 
of the surface takes place. 

The Terry Process ^ is based upon the power of ammonia in an aerated 
solution to promote the oxidation of metallic sulphides immersed in that 
solution. As the oxides of zinc, copper, and lead are soluble in ammonia 
hydroxide and in most ammonia salts, the floatability of these sulphides 
after immersion remains unimpaired, but iron oxide being insoluble, pyrite 
and pyrrhotite are rendered unfioatable by the film which covers them. 
Ammonia to the extent of about 0*04— 0*06 per cent NHg in solution i 
sufficient ; it may either be introduced directly or be generated in th 
pulp by reaction between alkalies and ammonia salts. It would generally 1> 
necessary to conduct this fractional oxidation as a preliminary treatment 

^ K. A. Mickle, JProc, Roy* Soe^ Victoria, Vol XXIV., 1911, abst. A July 13 
.1912. , 

' * 8,R, Oct. 19. 1918, p. 633. 
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The cost of chemicals militates against the commercial adoption of 
these chemical differential-processes. 

OxiDizED-oRE Flotation 

Under this heading are included the flotation of secondary oxidized ore, 
such as the carbonate and* silicate of copper, the carbonate of lead, etc. ; 
and also that of primary oxide ore, cassiterite, wolframite, etc. 

Oxidized Ores , — Treating ore from the disseminated-copper deposits of 
Arizona and Utah by flotation, in addition to the recoveries made from 
the sulphide minerals, some 20 per cent or so of the oxidized copj)er- 
minerals, the carbonate and silicate, has usually been recovered. This 
recovery, while low, was made without special endeavour, the small 
amount of such minerals not warranting any such endeavour. Where, 
however, they are present in greater amount, the question has been, 
whether and without great expense an adequate recovery* of these oxidized 
minerals could be made by flotation. In tackling this question the line 
taken has generally been to return these minerals to something like their 
original sulphide condition, by covering them with a film of artificial 
sulphide. Schwarz in America was the first to disclose this idea of 
sulphidizing.” 

The most powerful sulphidizing agent undoubtedly is sulphuretted 
hydrogen. Tests made in the laboratory showed that this gas when in- 
troduced into a dry mixture containing oxidized copper-minerals, attacked 
them so energetically that the action could hardly be stopped till sulphidiz- 
ing, not only of the surface but of the interior, was complete and the particle 
black to the centre ; this, of course, was more than was desired.^ Other 
tests showed that introducing this gas into an aqueous ore pu^ containing 
these minerals, similar penetration of the particle did not occur, the 
particle becoming coated with a sulphide film, which even when most 
thin was yet sufficient to render the particles readily floatable. Following 
appropriate tests a plant was erected at the Magma Copper, Arizona, to 
commercially apply this use of sulphuretted hydrogen. Generation of 
the gas was effected by heating sulphur with crude Californian petroleum 
in a retort to about 300° C., the amount of sulphur thus consumed being 
about 3 lb. per ton of ore treated ; this method was chosen after, that of 
iattacking iron matte with sulphuric acid had been shown to be mdre ex- 
pensive. The gas so produced entered the flotation circuit at the suction 
of the centrifu^l pump lifting the ore pulp. Contact with the nainerals 
being thus secured, the excess gas was given opportunity to escape before 
bhe actual flotation cell was reached, experience having shown that tree 
> Callow, Trans. AJ.M.B,, Vol. LVL, 1917, p. 678. 
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sulphuretted hydrogen was detrimental to the working of that cell. The 
results obtained from fully oxidized ore were found to be quite satis- 
factory, both in respect to recovery and to enrichment ; it was, more- 
over, found that any sulphide particles still present were floated equally 
with the oxidized particles. But sulphuretted hydrogen is both unpleasant 
and dangerous, even when careful provision is made to lead away the gas 
escaping from a blowing cell at the head of the* machine. 

The more general endeavour therefore was to exploit the possibilities 
of soluble alkaline sulphides. The beneficial effect of sodium sulphide in 
correcting the presence of deleterious substances in the ore pulp had already 
been experienced. Sodium sulphide, moreover, was readily obtainable 
cojnmcrcially at a ])urity of about 60 per cent. Introduced into an ore pulp 
immediately previous to flotation it undoubtedly endows oxidized minerals 
with some power to float. This was convincingly shown at the Inspiration 
by the green froth of apparently unaltered oxidized-mineral, which formed 
after the introduction of sodium sulphide at a point in a multi-cell machine 
where the flotation of the concomitant sulphide mineral was complete.^ 
It was found that this green concentrate was carbonate rather than 
silicate, and that for a similar flotation of copper silicate the previous 
addition of acid to dissolve the surface of the silicate was necessary before 
sulphidizing could be accomplished. An interesting fact in this experience 
was that it seemed immaterial whether the sodium sulphide were added 
before or after the oil. 

Various other alkaline sulphides have been tried, and particularly 
sodiym polysulphide obtained by treating sulphur with hot caustic soda, or 
by treating sodium sulphide solution with powdered sulphur ; but at the 
Inspiration it was decided that the extra recovery of copper did not warrant 
the special endeavour, more particularly as the agents and conditions 
favourable to the oxidized minerals acted somewhat detrimentally to the 
recovery of the sulphides. At the Magma Copper, on the other hand, 
after experimenting with the soluble sulphides they returned to the use of 
sulphuretted hydrogen, which, it was their experience, acted favourably 
rather than unfavourably upon the sulphide recovery. They also found 
that it was immaterial whether the gas was introduced before or after 
the oil, an experience parallel to that at the Inspiration. 

At the present moment the only mill where oxidized-ore flotation is 
practised on any scale is at the Shattuck-Arizona, near Bisbee,^ where 
the ore consists of carbonate of lead containing chloride of silver in a gangue 
of quartz, specularite, and limonite. At this mill the coarse material is 
treated by water concentration and the slimes by flotation, the addition 

1 (Jahl, Trane. Vol. LV., 1917, p. 624. 

* AUen, E. MJ., Oct 16, 1920, p. 761* 
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of about 3 lb. of commercial sodium sulphide assisting in making a 90 
cent recovery of the lead and silver (Fig. 317). The sodium sulphide is 
added first and the oils afterwards, no acid being used. 


From Mine 
400 tons per day 


Grizzly IV2 
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Vibrating Screen % 





Fine Ore Bin 



Oxidized-Ore Flotation at the Shattuck-Arizona, Blsbee* Arizona.->Flow- 

sheet. The ore contains carbonate of lead and chloride of silver in*a gangue con* 
easting of quartz, specularite, and limonito. The average feed assays, silver, 7 oz. ; 
lead, 6 per cent ; the concentrate assays, silver, 28 oz. ; lead, 33 per cent. The 
recovery of the silver is 71 per cent and that of the lead 94 per cent. The block figores 
represent the numbers of machines for the given daily tonnage (p, 448). (Allen, 
S. db M,J,, October 16, 1920, p. 761.) 
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Experimenting upon oxidized lead and oxidized zinc ores for the U.8. 
Bureau of Mines, Ralston and Allen found ^ that sodium sulphide is better 
than sulphuretted hydrogen for lead carbonate, though they agree with 
Callow that for copper, in the laboratory at least, the gas is better than the 
soluble sulphide ; in addition to the normal sulphide NagS they also tried 
the polysulphides Na 2 S 4 and NagSg, and the sulph-hydrate NaSH. Their 
experience was that the alkaline sulphide should first be mixed with 
the ore in a thick pulp, that is a pulp consisting of equal weights of water 
and dry ore, and that only after thorough mixing should the dilution be 
brought up to that required in the flotation cell. 

The carbonate ores of zinc do not yield readily to any similar sulphidizing. 
It may be that these ores contain a good deal of the silicate, and that this, 
like the copper silicate, is more difficult to float. 

A somewhat similar process of flotation to that now being described is 
Leaching Flotation (p. 480). Applied to oxidized copper ores this process 
consists in adding first of all a leaching agent, an acid for instance, and then 
afterwards a precipitating agent to precipitate the copper brought into 
solution. This precipitating agent may be a soluble sulphide, or it may be 
iron shot, or finely divided iron. Flotation enters the process to recover 
the })recipitate, that is, the copper sulphide in the one case or the cement 
copper in the other. ^ Ordinary metallurgical leeching is associated with 
iron precipitation or electrolytic precipitation. The two processes differ 
in that with flotation-leaching precipitation takes place in the pulp, 
whereas in ordinary leaching it takes place in the separated liquor. 

Murex Process . — Under this name is a process, suggested by Lockwood 
in 1908, wherein advantage is taken of the property of the magnetic oxide 
of iron, magnetite, to make a paste with oil. The paste or paint so made, 
when used in place of ordinary oil, selectively coats any sulphides present,’* 
giving them magnetic properties by which they can afterwards be withdrawn 
from an ore pulp, as this pulp is passed through the field of an electro- 
magnet. By this process not only have sulphides been recovered, but, by 
the addition of sodium silicate and oleine to the ore pulp, such oxidized ores 
as the carbonates and oxides of copper. At the Whim Well copper mine, 
North-west Australia, where the orje, consisting largely of sulphides, con- 
tains also a considerable amount of oxidized mineral and much aluminous 
gangue, normal flotation was ineffective, as also was water concentration. 
In these circumstances the Murex process was tried. Magnetite was 
made into a paint wdth about half its weight of oil, this paint being 

^ ‘ The Flotation Oxidiised Ores,* 0. C. Ralston and Glen L. Allen, abet. M. dr 
July 29, 1916, p. 171. 

» GahL, dk MJ., April 20, 1918, p. 717. 
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added at the rate of about 100 lb. per ton of ore to a thick ore-pulp, 
where the liquid and solid were in equal proportion ; to this pulp some 
oleine and sodium silicate also were added. After an adequate mixing, 
the pulp was taken in a thin stream upon a Zimmer conveyor to pass under 
an electro-magnet around which a cross-belt was running in a vertical, 
plane at right angles to the pulp stream (Fig. 318). Coming into this 
magnetic field, the magnetite-coated particles and agglomerates flew up- 
ward towards the magnet, to which, however, they were prevented from 
attaching themselves by the intervening cross-belt. By that cross-belt 
they were carried out of the magnetic field to be detached with the aid 
of a water-spray, and dropped into a suitable receptacle. Tests made 
upon this ore showed that from a feed assaying 5 p^r cent of copper, a 


Magnetic 



Side View End View 

Fio. 318, 

Morex Process.— ])iagram (p. 450). 


concentrate assaying 20 per cent might be expected and a recovery of 
about 80 per cent.^ 

Better recorded is, perhaps, the application of this process at the Wohl- 
fahrt lead mine, near Clausthal, in the Black Forest, to the treatment 
of fine material, water concentration being impossible by reascm of 
abundant barite. Here again a thick ore-pulp, consisting of water and ore 
in equal proportion, was passed, with a small amount of a compounded 
mixture of oil, pitch, resin, and finely-ground magnetite, into a mixing 
cylinder containing small steel balls and flint pebbles. Within this cylinder 
Uie sulphide particles, becoming coated with the activating magnetic-paint, 
assembled themselves into floccules, which in the subsequent passage 
under a magnet were withdrawn in the manner describe(]^ above. The 
results recorded show that from a feed assaying 7 per cent of lead, a, 
concentrate assaying 60 per cent and a tailing assaying 1'2 per cent were 
obtained.^ 

» if. Mag,, July 1913, p. 17. 

« Hyde, M, d; S,P., June 6, 1914, p. 93). 
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At the Cordoba copper mine, Spain, the Murex process was adopted 
for the treatment of re-ground jig-middlings not amenable to finer water- 
concentration by reason of slime, nor to ordinary flotation by reason of 
calcite. With copper ores the magnetite employed may remain with the 
concentrate to serve subsequently as a flux. With other ores, after careful 
burning of the oil, it can be withdrawn by a second passage under a 
magnet. 

Oxide Ores , — Attempts have been made to apply flotation to such 
oxide ores as cassiterite, wolframite, etc., minerals which ordinarily betray 
no affinity for air, behaving rather as stony gangiie. 

Among these endeavours that at East Pool in Cornwall to float cas- 
siterite deserves particular mention. At that mine the agent employed to 
endow the cassiterite with powers of attachment to air-bubbles was a sul- 
phonated fatty acid— prepared by treating a fatty acid or a soap with 
strong sulphuric acid, — this substance being either dissolved in such liquid 
as pyridine or amyl-acetate, or added solid to the flotation machine to be 
emulsified there with water.^ Coated with this agent, cassiterite and 
wolframite are capable of attaching themselves to air-bubbles obtained by 
any suitable eflervescing-agent. The froth formed contained in addition 
such other minerals, pyrite and mispickel, as normally have affinity for air. 
No results showing the effectiveness of the operation have been published, 
but it is understood that from the slime portion of the ore, assaying about 
1 per cent of tin, a concentrate assaying about 20 per cent was obtained 
at a recovery of about 85 per cent. 

The Minerals-separation experts have achieved similar encouragement 
in commercial tests, apparently by adding sodium oleate or a soap solu- 
tion together with a curdling agent, ammoniacal liquor, for instance, the 
resultant curdle being selectively absorbed by the oxide-ore particles, 
giving them power of attachment to air-bubbles. 

Independently, A. C. Vivian, London, by using such organic reagents 
as cupferron and phenylglyoxine in an alkaline circuit, was able to float 
cassiterite. The reaction between these reagents and the cassiterite, or 
other oxidized mineral, is such that the metal of the mineral forms an 
insoluble organic salt, which remains upon the mineral surface, adsorp- 
tion being undisturbed since nothing is disengaged; moreover this 
precipitated or adsorbed film quickly oxidizes to a tarry or gummy 
substance. 

Cassiterite may also be rendered floatable by reducing its surface to the 
metallic state, a reduction which may be accomplish^ by heating the 
^mineral in a reducing atmosphere, producer-gas or illuminating gas, for 
1 M, Mag,, April mi, p. 262. 
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mstance ; but this idea has not been commercially attempted. As abeady 
mentioned (p, 436), it may also be “ metallized and thereby rendered 
floatable, by immersion in contact with metallic zinc in a dilute solution 
of copper sulphate, when a coating of metallic copper is deposited 
upon it ; but, again, the idea, due to Vivian, has not been commercially 
applied, the coj)per film top readily breaking away from the cassiterite. 

In this connection electrolytes have also been suggested, sulpho- 
salicylate of aluminium, for instance. It seems possible that any salt, 
the metal of which would be precipitated by the mineral in question, 
would constitute a suitable selective agent; nor would it be necessary 
for the mineral to be covered with a visible iilm of the precipitated metal, 
the result apparently being reached while deposition was yet incipient, 
possibly by a re-arrangement of the electrostatic charges (pp 430, 507). 

Handling op Froth Concentrate 

The froth which overflows is bubbly, sticky, and voluminous, some- 
times relatively brittle as with pneumatic machines, sometimes tough as 
with mechanical machines, but never freely-flowing. Water to effect its 
movement dowm the launders is played in jets upon it, breaking it down 
(Fig. 305) ; sometimes to assist disintegration a little of the oil employed 
in the treatment is added, this oil in due course finding itself returned to 
the head of the circuit. When the pulp has to be raised to be de-watered, 
disintegration is also promoted by commotion in the elevators ; or by 
treatment on tables when still-remaining gangue has to be separated, 
or one sulphide from another (Fig. 319). The resultant pulp generally 
contains about 7 — 10 per cent of solids, most of which, as a rule, is finer 
than 200 mesh. 

The bubble system being broken and the mineral-particles having 
regained their freedom, it becomes necessary tD separate the water and 
ta obtain the concentrate in a suitably dry condition for transport and 
smelting. Smelters penalise concentrate which contains much moisture, 
a maximum of 10 per cent of moisture being satisfactory from their point 
of view. With fine concentrate less moisture would involve loss by dust 
during transport unless the concentrate were bagged, which is expensive. 
The whole separation of the free water may be included under the term 
“ de-watering (p. 295). The material being slimy, de-watering demands 
either intermittent settlement and decantation, or thickening followed by 
filtration. Thickening, by which the bulk of the free water is removed, is 
generally accomplished by continuous settlement, but sometimes by inter- 
mittent settlement. Any further removal of moisture is accomplished bjfc 
;^draining and drying. 
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noUtioa at the Itfagma Copper Co.— Flow-sheet of the Zinc Plant. Ball-mill 
crushes to 48 mesh (Tyler) ; conical mill to 160 mesh. Primary water-concentra- 
tion recovers the coarse lead. Secondary flotation recovers the ^e lead and asino, 
copper sulphate improving the recovery. Final water-concentration recovers a copper- 
iron middling and a zinc middling sent to be reground ; and discards finished tailing. 
In addition, the cleaned flotation-concentrate is treated on tables to separate lead 
ftom zinc, the former ooUeoting in tanks, the latter being de-watered by settling tankc 
and filter (pp. 463, 466). Representative results were j 
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(Callow, Trans. AJ.M.E., Vol. LVI., 1917, p. 686,) 
Settlement 

Intermittent^ Settlement and DecarUation . — Intermittent de-watering may 
be accomplished in rectangular tanks or in pits, of which, while one is filling 
and another being emptied, a third is standing quiet to give the super- 
natant water chance to clear and the settled concentrate time to consoli- 
date (p. 278). Such tanks are simple appliances, the top water is easily run- 
off by lowering the slats of a discharge-gate ; the settled concentrate is also 
of desirable thick consistency, permitting digging. On the other hand, 
the settling area required is two or three times that which would be 
sufficient with continuous settlement ; moreover, the upper portion of the 
settled concentrate is often too thin to be handled, and requires to be 
separately lifted for further settlement in another tank. Sometimes 
complete de- watering is not attempted in a single tank but in two tanks in 
series, the coarse material setting in the first, the finer passing on to the 
second ; such a settlement in series has the advantage that when, in turn 
and after the first tank has received its charge, the second tank becomes the 
first of the series, the fine material already settled in it becomes consolidated 
under newly-arriving coarse material. In some places, though not often, 
these settling tanks have filter bottoms to permit drainage, it may be, 
with the assistance of mechanical suction ; sometimes also the shipping 
bins into which the concentrate is delivered from the settling tanks are 
similarly provided with filter bottoms, the concentrate draining while 
awaiting despatch. 

De-watering may also be accomplished by intermittent thickening in 
conjunction with subsequent filtration (Fig. 319). So employed the settling 
tanks are circular and relatively deep. They are worked in the already- 
mentioned rotation, one filling, another emptying, and a third, standing; 
filling continues till the overflowing water is no longer clear, when the 
entering pulp is diverted and the tank stands quiet, the supernatant clear 
water being subsequently drawn off through a syphon. Each tank is 
provided with a paddle-stirrer which, after settlement, can be lowered to 
whip the material to a uniform consistency, and, in the circulation up. 
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bring it to the discharge point; discharge then is through a central 
spigot in the tank bottom or through a gate at the periphery. Without 
the aid of stirrers the bottom of the tank would be conical, discharge 
taking place at the apex. When the filter to which this thickened 
concentrate proceeds is situated low enough, discharge from the settling 
tanks may be by gravity, but it is more common to accomplish it with 
the assistance of diaphragm pumps capable of bfting it at least the height 
of the tank. 

With intermittent settlement a single settlement is usually sufficient, 
particularly when filtration follows and no necessity exists to carry 
natural settlement to completion. When the material is fairly granular 
and the tanks are generous in area and depth, the consistency of the 
deposit, after careful syphoning of the water, may well be 80 per cent solid. 
On the other hand, exceptionally and when the material is very slimy, a 
double settlement, first in one tank and then in a second tank, may be 
necessary to reach the condition of 55 — 60 per cent solid desirable for 
filtration. 

Continmm Settlement . — Continuous settlement is accomplished by the 
already "described Dorr Thickeners, wherein the settled material is brought 
to the discharge as fast as it settles (Fig. 185). These thickeners are worked 
in parallel, that is to say, each making a clear overflow ; to work them in 
series, a second thickener taking the overflow from the first, has been 
tried but found unsatisfactory. The extent of surface required for the 
separation of clear water varies with the nature of the material and the 
rate of settlement. In general, and in view of the fact that the escape 
of fine concentrate would be a serious matter, a much greater surface 
area is required when settling flotation-concentrate than when settling an 
ore pulp ; the ploughs of the thickener also move at a slower rate than 
in the settlement of ore, a complete revolution in a tank 30 ft. in diameter 
being made in about 9 minutes when treating granular flotation concentrate 
and in 16 minutes when treating slime concentrate. Greater area is also 
required on account of the inherent tendency of the concentrate to 
float. Accordingly, with lead and zinc ores, 12 to 15 sq. ft. of settling 
area is required per ton of concentrate settled per day, and with copper 
ores, these being finer and more associated with alumina, 45 to 60 sq. ft. 
Referring such unit areas to the tonnage of ore treated, and allowing that 
copper ores have a lower mineral-content than lead or zinc ores, they 
amount in general to about 4 sq. ft. per ton of ore treated per day. 

Extent of surface being the determining factor rather than depth, the 
<;|ipacity of a deep tank may be increased by the insertion of trays, whereby 
virtually one thickener is superimposed upon another (Fig. 186). Sudi' 
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tray thickeners worked by a single mechanism have been found successful, 
but the single thickener is more commonly used. 

With these continuous thickeners it has been the experience, and 
particularly with copper concentrate, that froth builds upon the surface, 
sometimes to a depth of a couple of feet. To prevent this froth from over- 
flowing with the water, a concentric baffle, dipj)ing 2 ft. or so below the 
surface and extending as much above, may be introdiw'ed, while, to prevent 
it building higher, water sprays are arranged. With intermittent settlers 
there is no similar trouble, since each charge is worked-oi! by itself and no 
opportunity exists for the accumulation of froth. 

A combination of intermittent and continuous settling is sometimes’ 
seen, the coarse concentrate being de-watered intermittently and the over- 
flowing fine concentrate thickened continuously ; such a differentiation is, 
however, only justified where the quantities are large. 

The de-watering accomplished by continuous settlers is not so complete 
as that by intermittent settlers, the deposited material containing as a rule 
less than 60 per cent of solid, particularly when handling a copper concen- 
trate ; with lead and zinc concentrates that percentage may be exceeded. 

Filtration 

The filtration of thickened concentrate completes the de-watering. The 
filters employed are adai)tations from types developed in the chemical 
industry, and immediately from types employed in the cyaiiidation of 
precious ores. In cyanidation the service they render is the displacement 
of pregnant solutions by barren water-washes. In accomplishing that 
work, both suction filters and pressure filters are employed, some working 
intermittently, some continuously. It is realised that continuous suction- 
filters have larger capacity and work cheaper, but, as by their use the dis- 
placement of the pregnant solution is not so complete, they are only 
employed where the value of the liquor to be recovered does not permit the 
expense of a complete recovery. Their good points are, however, just those 
which meet the necessities of de- watering, and, to-day, the continuous 
suction-filter has no rival in the handling of flotation concentrate. Pressure 
filters, the Kelly press for instance, are sometimes used where the concen- 
trate is more than ordinarily viscous and where, in consequence, suction 
would neither effect an adequate de- watering nor have a sufficient capacity 
but compared with suction-filters, being almost invariably intermittent in 
operation, they are more costly to operate. 

The type, prior and par excellence, of the continuous suction-filter is tiie 
drum filter represented by the Oliver filter, though latterly a multi-disc ^ 
filter, the American filter, has found some application. 
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Drum Fiber.— ‘The Oliver filt^ consists of a hollow, revolving, cylindrical 
drum 8 to 14 ft. in diameter and 6 to 14 ft. in width of face, with a hollow 
rim (Fig. 320, 321), This rim has a backing of wooden staves laid Irom 
flange to flange and supported on interior spokes ; at regular intervals upon 
these staves and parallel with them are small strips to support the filter 
cloth laid in turn upon them ; keeping this cloth in place and protecting it 
from the plough which eventually detaches the 'filtered cake, is a close wind- 
ing of fine wire. For convenience in fixing the cloth and in arranging the 
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Oliver Filter* — General View. Of the three filters in the illustration the middle 
one is in operation* its plough engaging the drum surface. The close wiring of the 
right-hand filter can perhaps be seen (p. 458). 

interior pipe service, the circumference is divided into a number of sections, 
some twelve to twenty. The shallow hollow space beneath the cloth con- 
nects with the vacuum pump by a number of radial suction pipes, which, at 
the centre, turn to follow the drum shaft towards one end of the filter. 
.There, each pipe pierces the hollow trunnion on which the drum is buil%^ 
and emerges* against a channelled valve-cover, which, non-rotating itself, 
is held against the trunnion by a nut upon a stud proceeding from and 
co-axial with the trunnion. Entering from the outside of that cover, 
^e pump suction establishes connection with the circular channels into 
which the suction pipes open ; in the same cover but above its centre is 





(Him Mter.— End and Side Elevations, partly sectional. The Oliver filter bm 
usually constructed consists of a revolving drum or cylinder with the lower portion ^ 
snhmerged in a tank containing the material to be filtered. The drum is support^ 
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on hollow trunnions from which radiate the arms which support the peripheral shell. 
This shell is hollow, being made of an inner air-tight backing of wooden staves and 
an outer filter cloth backed by a wire screen. The space between is divided into 
hollow compartments parallel to the axis of the drum. Each compartment forms 
virtually an independent unit, although the filter cloth is continuous. This cloth is 
hold in place and protected from wear by a spiral wiring of wire about one-eighth of 
an inch in diameter, the separate coils being an incjh or more apart. For winding 
the drum a simple device is furnished to secure the proper spacing. Arranged radially 
in the hollow interior are pipes connecting each compartment with the automatic 
valve which controls the suction and the admission of air under pressure. This 
valve consists of a valve plate fixed to the hollow trunnion and having holes to 
receive separately the pities coming from each compartment ,* these holes form an 
outw ring. At the centre of this plate projects a stem or stud over which the valve 
cover is brought to be held in place by a nut and spring. This valve cover has 
annular ports corresponding to the ‘ pick-up ’ or suction stage and the discharge 
or ‘ blow ’ stage ; an adjusting rod fixed to the tank prevents it from turning. 
Keyed to the trunnion on the valve end of the drum is a worm wheel meshing with 
a driving worm. The speed at which the drum is rotated varies from one revolution 
in five minutes to one revolution in fifteen niinutes. The power required is small, 
being one horse-power or less for sizes less than 12 feet by 12 feet. 

On the discharge end of the tank a flexible steel scrajxjr bears lightly on the wiring 
to remove the cake as it is loosened by compre^ssed air (p. 458). 


a similar entry for air under pressure, the alternation of pressure and 
suction being accomplished automatically during revolution. 

The whole drum is revolved by the engagement of a worm with a wheel 
fast on the trunnion, this trunnion, and a second at the other end, being 
supported in bearings on the sides of the pulp tank in which the drum 
is part-submerged. 

This pulp tank usually is triangular in section, the bottom angle 
being rounded. It embraces the lower portion of the drum fairly closely 
at the sides, but more distantly at the bottom. There the pulp collects, 
being kept from settling by paddles upon a revolving shaft, and by an air- 
lift circulation. Of these two means of agitation the mechanical is the 
better, though without the air-lift there would be the objection, that when 
the filter stopped, agitation would stop also and the concentrate would be 
liable to pack. In a newer type the tank is semicircular, this shape ^ 
giving less space in which the concentrate might pack ; with this type 
there is an oscillating stirrer and no need for independent agitation with 
air. The required intensity of agitation depends upon the density of the , 
.mineral and the consistency of the pulp ; a heavy concentrate requires 
relatively much agitation, a thick consistency lessens the necessity for 
much agitation. Along one side of the tank a scraper, fixed to bear upon 
the wire of the drum face, detaches the cake as the drum revolves, a dis- 
^ charge chute directing it away. The Portland filter is very similar to the 
Oliver (Fig. 322). 
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The filter cloth employed is loose twill for slime concentrate and tight 
duck for coarser materials. The life of a cloth is generaUy from three to six 
months, the lower figure with an acid circuit and the higher figure with 
a neutral or alkaline circuit. During this life it requires to be regularly 
cleaned with wire or fibre brushes, sometimes with the assistance of a 
weak hydrochloric - acid 
solution. 

The vacuum employed 
is generally about 24 
inches at sea level and 
the equivalent at alti- 
tudes ; it is kept high, 
since the degree of the 
vacuum determines the 
amount of air passing, and 
consequently the dryness 
of the cake. This vacuum 
is generally produced by 
a reciprocating pump, a 
dry pump being more 
common than a wet one ; 
it may however be pro- 
duced by a two-lobed 
cycloidal exhauster of the 
Roots type. The pump 
provided has generally 
a displacement equal to 
0*5 — 10 cub. ft. per sq. ft. 
of filter area. The filter 
usually makes about one 
revolution in five minutes 
when treating sandy con- 
centrate, and in fifteen 
minutes when treating 
slimy concentrate. Concentrate is sucked to the cloth during passage 
through the submerged arc of about 60 degrees, after which air is drawn 
through the cake till the scraper is reached, when pressure replaces suction 
and detachment is facilitated. Air at about 15 lb. pressure is.suitable for ‘ 
this blow ” ; steam is sometimes used. 

The pulp to be filtered has generally a consistency approaching 60 per 
cent solid. The thickness of the resultant cake will be as little as a 
quarter of an inch with slimy material, and as much as one inch or more ' 
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Portland Filter. — (ioncral View. The filter shown 
is one with a narrow face. Apparently the driving 
gear and the suction connection are not at the same 
end of the filter, tlie suction end being shown. The 
driving mechanism of the agitator in the lower 
portion of the tank is prominent, as also are the two 
side pipes of the air lift (p. 460). 


with sandy material, three-quarters af an inch being common. Tie 
capacity of the filter varies accordingly, from about 0*06 ton per square 
foot of filter area per day, to about 0*3 ton, being commonly about 
midway between these two extremes. Heat increases the capacity, and to 
obtain this increase the pulp in the filter tank is sometimes warmed by 
steam coils to 90 — 100° F. ; unslaked lime similarly increases the capacity 
and is sometimes used. Neither heat nor' lime, however, appears to 
diminish the moisture in the resultant cake, which at its best is about 10 per 
cent and at the worst about 25 per cent. With slimy copper-concentrate 
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American Filter. — General View in Operation (p. 462). {M. c£? JU. J., April 20, 1918.) 


the moisture appears to increase and decrease directly with the amount of 
fine gangue present. 

Disc FiUer . — The American filter consists of filter discs about 4 ft. 
diameter placed about 12 in. apart on a horizontal shaft (Figs. 323, 324). 

^ Each disc, divided into eight segmental filter-leaves, works half-submerged 
in its own pan. Each filter leaf consists of a filter cloth stretched over a 
*pipe frame, an internal wire-screen keeping the two surfaces apart during 
suction. Each leaf connects through a pipe with a control valve at* the ; 
end of the shaft, by which valve it is arranged that suction takes place 
duribg the greater portion of the revolution, giving place to pressure just 
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before Teaching the scraper. This filter has the advantage of large filtering 
ar^ for a given floor space. Where the mill-water contains abundant 
depositable salts, it has the further advantage that the filter cloth can 
be readily removed and replaced ; so light is this work of removal that 



American Filter. — General View. Each disc or wheel is made of eight filter- 
leaves clamped to the central shaft by bolts extending radially from that shaft. This 
shaft is cored longitudinally with eight compartments. Each leaf connects with one 
of these compartments. At one end of the filter is the driving mechanism ; at the 
other is a valve which connects the various compartments alternately to the vacuum 
and to the pressure. Shaft and discs are held in a series of cast-iron pans into which 
the unfiltored pulp flows, en automatic overflow regulating the pulp level. A rigid 
framework supports all the pans, these bemg brought together by clamping screws, 
"^^osses at the pan-centres maintain a space of about four inches between adjoining 
pans, this space permitting the detached cake to faE 

By such an arrangement of discs great filter-area is provided within a small floor 
space, and large diameters are avoided. A comn|on diameter is four feet. Any 
single loaf may be readily removed and covered with new cloths. The excess-solution 
space in each pan is reduced to a minimum, packing being thereby largely avoided, 
Vertical filters, however, are liable to pick up an uneven cake, thicker at the bottom, 
thinner at the top (p. 462). 

It would not be unreasonable to change all the cloths every ten days. 
Oa**the other hand, the discs being vertical, the cakes formed are thin 
at the top, where, in consequence, the air is liable to be somewhat shen*^ 
dreuited. 
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Drying and Draining 

The detached filter-cake is generally dry enough to be handled by an 
ordinary belt-conveyor ; on large installations it is indeed often delivered 
by such conveyors directly into railroad cars. More often, however, the 
filtered concentrate is delivered into bins where some of the still remaining 
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Lowden Drier. — Goneml View. To the rigiit is seen the drum filter in a position 
to discharge its cake on to the rear end of the long rectangular hearth. Suspended 
from above, to play upon this hearth, are transverse rakes with blades dej^cnding 
from them. These rakes are drawn forward and pushed backward by crank and 
connecting-rod, each comjdete movement taking place about twice a minute. 

At the beginning of the forward movement the rakes are pulled down and the 
blades er\ter the luaterial to make a cut ; the remainder of the forward movement 
is then made with the blades in this lowered position. At the beginning of the back- 
ward movement baIanco-w<‘ights lift the rakes, the movement being completed with 
the blades in the air. The amplitude of movement being equal to about half the 
distance between two adjoining rakes, the blades cut into a fresh i)ortion of the 
material at each downward stroke. A common size of this drier has a hearth 5 ft. 
wide and 17 ft. Jong (p. 465). 

moisture has opportunity to drain away. While, not infrequently, it is so 
wet and clammy as to need drying. 

Drying is sometimes accomplished by steam coils in the bin, but this 
method is unsatisfactory on account of pipe troubles ; moreover, a leakage 
of steam would be detrimental to drying. It may also be accomplished 
on floors with flues beneath,^ but such a method being costly in handling 


^ Weigall and Roberts, M. dt S.P., Dec. 6, 1919, p. 184. 
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is only warranted where complete dryness is required, as, for instance, 
when the concentrate must be bagged for shipment. 

The Lowden drier is a mechanical drier specially designed to handle 
viscous material. It consists of cast-iron plates with sides turned up, 
these plates being placed in line to form a sliallow trough over a horizontal 
flue (Fig. 325). At one end is a fire-box and at the other end, a little to 
one side, a chimney-stack. On to the relatively cool end the wet concentrate 
is delivered, and by means of mechanically-operated rakes regularly pushed 
forward to be discharged at the fire-box end. These rakes move down- 
ward when they begin their forward motion, and upward to begin their 
return. As they move downward they cut into the drying mass, a new 
cut being made at each descent. The movement is quiet and no dust is 
created. The amount of moisture evaporated per unit of fuel burnt is 
generally somewhat less than that which would be evaporated by the use 
of such fuel under a boiler. Receiving filter cake containing 20 per cent 
of moisture, reasonably dry rx)ncentrate containing 8—10 per cent of 
moisture is produced at a moderate cost for fuel, power, and labour. 

At the Bunker Hill, Idaho, a new type of drier is being tried, 
which consists of an iron pipe, 12 in. in diameter and 10 ft. long, set in a 
horizontal position for rotating. This pipe is lagged with a thickness of 
about I in. of asbestos. Over this asbestos is wound 205 turns of copper 
wire weighing 90 lb. The ends of this wire terminate on collecting 
rings delivering a current of 82 ampkes and 282 volts into the winding. 
The speed of rotation is about 7 r.p.m. Heat is generated by eddy 
currents or hysteresis in the pipe shell, this heat being prevented from 
radiating, by the asbestos. The copper wire remains fairly cool. 

“Inside the pipe are radial rabbles around an axial shaft, these rabbles 
extending almost to touch the shell. This shaft revolves about 1*5 r.p.m., 
the rabbles then effecting the progression of the material from the feed 
to the discharge. Drying is assisted by pre-heated air which, moving in the 
opposite direction to the ore, carries the moisture away. By the rolling 
motion the drying concentrate quickly forms into balls, which gradually 
break down to hard pellets, convenient for handling and transport. 

In a 48-hour test 20 tons were dried, 1220 k.w. hour was consumed, and 
2686 lb. of water evaporated, the moisture being reduced from 114 to 6 
per cent.i 

■ Cost of Handling 

Including thickening, filtering, and loading, the total cost of handling » 
gOTcrally from lOd. to 20d. per ton of concentrate, the loading cost being 
the largest item. The power consumption for thickening and filtering is 
1 JP. df May 28, 1921, p. 909. 
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generally about one k.w. hour per ton. If loading is by conveyor, lie extra 
consumption of power is about 3 k.w. hour per ton. Exclusive of the power 
required for the vacuum pump and for compressed air, a 12' x 12' Oliver 
filter requires about 1*5 horse-power ; a 30' x 10' Dorr thickener requires 
about 0*5 horse-power at the slow speed proper to the settlement of flotation 
concentrate. 



CHAPTER X 

FLOTATION : GENERAL ASPECTS AND THEORY 

Place and Part op Flotation in Dressing 

Water- CONCENTRATION is eminently satisfactory in the treatment of ore 
containing relatively coarse and granular mineral, and a light gangue ; 
chemical treatment is equally satisfactory when the valuable mineral 
crushes to powder, and the gangue is not soluble. Between these two 
positions lies the field for flotation, this method of concentration being 
effective both in the presence of a heavy gangue and with fine mineral. 

Flotation first established itself by the recovery of blende from an 
association with heavy gangue at Broken Hill, New South Wales, this 
success being complete about the year 1910 ; from the crushed ore on that 
field water-concentration had only been able to market galena and silver. 
Quickly following, in the year 1911, flotation was applied at the Kyloe 
mine, New South Wales, to improve the recovery of chalcopyrite from a 
felspathic ore, this improvement resulting from the ability of flotation to 
treat satisfactorily the fine and slimy material resulting from crushing ; 
the coarse chalcopyrite continued to be recovered by water. It was 
similarly applied to the betterment of recovery at the Butte and Superior 
zinc mine, Montana, the advent of flotation puttmg fine water-concentrat- 
ing appliances out of service; and, in 1912, to the improvement of 
recovery at the Britannia-Copper mine, British Columbia, and at the 
Braden-Copper mine. Chili. 

Finally, in 1915-1914, at the Engels-Copper mine, California, flotation 
assumed the responsibility for all the concentrate recovered, and 
an all-flotation plant operated for the first time ; this particular plant 
recovered chalcopyrite from an ore containing much magnetite (Pig. 526). 
Similarly, in January 1914, a mill was put into operation at the Inspira* 
tion, A:^ona, wherein, for the first time, flotation was employed as the 
first stage in the concentration of a class of ore which hitherto had beSb 
Rented wholly by water, this latter and older process being relegated to 
^e second stage and a secondary importance. , 

The above developments had been with the Minerala-Separation im^ 
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peller machine. Early in 1914 the Callow machine was introduced at the 
National-Copper mine, Mullan, Idaho, to retreat, tailings from water- 
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flotation at the Engeb-Copper, Flomas Co., California.— All-flotation Flow- 
shoet. The ore-body is a magmatic deposit of boniite and chalcopyrite in diorite, the 
presence of mt^netite making water-concentration impossible. Results were : feed, 
2*2 per cent copper ; concentrate, 30 per cent ; and tailing, 0*45 per cent. The 
bt6ck figures give the numbers of the respective machines for a dafly capacity of 
800 tons. This mine was the first to employ an all-flotation plant, which it did in 
1914. The division of the froth of the Minerals-Separation machine into several 
^ products, and the gradual enrichment of these products, are the features of this 
flow-sheet (pp. 387, 467, 471, 482). (Young, S. M.J., May 28. 1921, p. 904.) 
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Goncentratioiij and from that date the pneumatic machine has shared in 
the developments. Apart from internal details, the only subsequent 
developments to record are 
the application of flotation 
to the treatment of primary 
slime from low-grade lead and 
zinc ores, water-concentration 
sufficing for the sand ; and 
the application of cascade 
flotation to the retreatment 
of the impoverished discard 
from preceding treatments. 

To-day finds flotation 
taking the following varied 
place in dressing : — 

I. All-flotation. 

11. Primary flotation; 
secondary water-con- 
centration. 

III. Primary water-con- 

centration ; secondary 
flotation. 

IV. Primary water-con- 

centration ; secondary 
flotation ; final water- 
concentration. 

All-flotation is practised 
only where water-concentra- 
tion is impossible, that is, 
where the gangue is heavy 
or the mineral flaky. Heavy 
gangue may consist of heavy 
silicate as at Broken Hill ; of 
magnetite as at Engels, Cali- 
fornia ; of specularite as at 
Swansea, Arizona of an 
undesirable sulphide, such as 
pyrite, pyrrhotite, etc., as at 



Flotation of Molybdenite. -All- 
flotation Flow - sheet at Empire, Colorado. 
Ore, chiefly altered granite), assayed about 10 
per cent M 0 S 2 ; ])yrite more abundant ; concen- 
trate assayed about 25 per cent M 0 S 2 , and 
tailing about 01 5 i)er cent. Pine oil was the 
flotation agent, being added to the extent of 
about 1*5 lb. per ton, partly at the tube-mill, 
partly in the first agitation-box of the flota- 
tion machine. In this instance, stage flota- 
tion consists in regrinding the coarse portion of 
the flotation tailing and returning the ground 
product to the bead of the rougher machine ; 
by adopting it and making other improvements 
the recovery was increased from 60 per cent to 
80 per cent. The low-grade concentrate produced 
was cleaned in other works (p. 471). (Coghilland 
Bonardi, E, d? MJ,, May 29, 1920, p. 1210.) 


the Calaveras -Copper, Cali- 
fornia,* etc. Flaky mineral is represented by molybdenite, which though 


^ Thurmond, M. d S.P., April 24, 1920, p. 606. 
» Robbins, M, db S,P., Nov. 26, 1916, p. 772. 
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iieavy enough smks with difficult]^ and cannot be recovered hj water* 
All-flotation may be a simple treatment of sand and slime together, 
such being straight flotation ” (Fig. 326) ; or it may be conducted in 
stages with further grinding between, such being “stage flotation” 
(Fig. 327) ; or conceivably it may be “class flotation,” wherein sand and 
slime are treated separately (Fig. 328). But more of this later (p, 474). 

Part-flotation schemes* are, however, more common. Generally, a 
combination of water-concentration and flotation is advisable, the water 
to recover the decidedly granular mineral, flotation to recover that which 
is flne and approaching the impalpable. Many considerations determine 
the sequence of these two treatments. The natural sequence is to proceed 
from the coarser to the finer, that is, to allocate the first treatment to water 
and the second to flotation (Fig. 328). Where there is much mineral that is 
the usual procedure, since with much mineral some will be released at a 
coarse stage in the comminution ; moreover, after the removal of the rela- 
tively coarse mineral enough mineral will remain to ensure a good froth in 
the subsequent flotation. On the other hand, with little mineral in the ore, 
a greater degree of comminution will generally be necessary before any 
adequate release is effected ; so comminuted, the material will be in a 
condition suitable for flotation, more suitable than if some of the mineral 
had been withdrawn by a previous water-concentration, while any granular 
mineral escaping flotation may be caught subsequently by water. The 
two sequences are well illustrated by the respective practices at Anaconda 
where the enrichment effected by dressing is low (Fig. 328), and at 
the Inspiration where the enrichment is high (Fig, 329). 

By making water-concentration the first treatment not only may coarse 
concentrate be recovered but worthless tailing may, if desired, be dis- 
carded ; this is the practice, for instance, at the Utah-Copper,^ Miami, etc., 
but more particularly with the zinc and lead ores at Joplin and 8.1* 
Missouri, where flotation treats only the slime resulting from primary 
crushing, the sandy tailing from water-concentration being discarded 
without regrinding. Against this favourable point may be set the 
necessity to thicken the water-diluted pulp to the consistency proper to 
flotation (Fig. 330). With primary flotation, and particularly when that 
has included tailing retreatment, the whole flotation-tailing need not 
necessarily be water-concentrated but, as at the Inspiration, only the 
sandy portion. Secondary water-concentration has at times been regarded 
as a desirable corrective to irregular working of preceding flotation ; su^ 
a correction is, however, not necessary where retreatment-flotation^is 
practised ; indeed, instances are recorded of secondary water-concentra'^ 
tion being abandoned in favour of primary (Fig. 331). 

^ Riokaid, if. ds Dec. 7, 1918. p* 751. 
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The two sequences described may also themselves be combined ; flota- 
tion may, for instance, come between initial and final water-concentraition 
(Fig. 332), or water-concentration may come between two flotations. Such 


From Disc Breakers 



Fio. 329. 

Flotation at the Inspiration-Copper. — Flow-sheet. Crushed in Marcy Mill to 
about 48 mesh (Tyler), primary flotation for all, secondary water-concentration for * 
the sand. The oil mixture consists of aliout 06 per cent crude coal-tar and 6 per 
cent light wood-oil. Double-decki^d Beister-Machine tables n'cover the coarse con- 
centrate escaping flotation. The unit mill has a capacity of 800 tons per day, there 
being several units (pp. 296, 377, 388, 471, 481). (Gahl, Tmtis, AJ.M.E. Vol. LV, 
p. 610, SeptemSer 1916.) 

combinations, though more applicable to complex ores, are occasionally 
seen with simple ores. With an initial and a final water-concentration the 
former would probably be by jigs or roughing tables while the latter would 
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Flotation at the Britannia, British Coltunbia.— Flow sheet of primary water- 
concentration (inpluding jigs) and secondary flotation. Ore consists of chalcopyrite 
in quartz gangue, with abundant pyrite and subordinate blende and galena ; oountiy- 
rook is chloritio schist. The valuable products of the mill are : 


Picked ore 

. 10 per cent, assaying 10 — 18 j)cr cent copper. ’ 

Jig Coniientrate 

. 25 „ 


10—17 

Table „ 

. 25 

,, 

14-16 

Flotation Concentrate , 

. 40 „ 

»» 

14 — 16 „ ^ „ * 


100 „ 


m 


The flotation-feed assays 1*9 per cent copper; and the tailing 0'12 per cent. Half 
a pound of pine oil is used per ton, and no acid (pp. 3S7, 471, 473, 482, 647). 
(Rickard, M, Jb 8.P., November 11, 1916, p. 697.) 
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be on slime tables (Fig. 333). With initial and final flotation, the latter 
would be by cascade or other simple means (Fig. 334). 

Part-flotation schemes, in addition to the advantage they present in 
recovering the coarse and fine mineral by processes respectively efficient 
for each, coarse mineral by water, fine mineral by flotation, permit also 
some recovery of minerals which do not readily float. Pyrite suitable for 
flux is thus recovered at the Inspiration ; mi^pickel on the Suan Conces- 
sion, Korea ; and at places, the iron-zinc blende, marmatite. 



flotation at Braden, Chill — Flow-sheet. Primary water -concentration with 
secondary flotation, tliis i)rooeduro having replaced a reversed sequence. Ore is 
a shattered andesite containing chaloopyrite, some bornite, and some chalcocite. 
Pine-tar oil, fuel oil, and kerosene, make the flotation mixture, with acid as modify- 
ing agent. Capacity of the plant, 7000 tons per day ; the block figures represent the 
numbers of the resjiectivo maohines for this capacity (p. 471). 

As with all-flotation so also .with part-flotation, difierent procedures 
internal to flotation may be Mowed (p. 471). Stage flotation would appear 
^justifiable where an earlier stage in comminution effects a release of mineral 
sufficient to warrant its removal before final comminution. Naturally, 
since flotation does not begin till the material has already been crush^ 
relatively fine, say, to 50 mesh, stage flotation offers no great possibilities; 
the second stage is conducted after the sandy portion of the tailing from the 
first htage has been further crushed, say, to 60^80 mesh (Fig. 335). It doesi 



however, ^ mmnmae tae production of mineral of unsavable size aav 
^ 12M-mesli, and to give a coareer concentrate ’; yet 

only exceptionaUy has it been adopted.^ Class flotation, that is the 
»p.„.e flotoUoa of «,„d .«d of .Ita., i. p»*i.d t 


1000 Tana 
Coarae Bin 



■onafaiii. Tyrone, 5ew Mezioo.-Piow-sheet. Primary 
water-Mucentration. secondaiy flotation, final water-concentration. The ore coneiste 
monzonite, etc., with disseminated chalcocite ; it assays 
ghly 1-90 per of copper, of which amount one-twejfth is oxidized. FJota- 
^ 18 introduced between water-concentration on roughing tables and water-oon- 

*“*’*®*- indicate the numbers of the respective 

maohrnes for 1000 tons per day (pp. 472, 649). (if. d, 8.P.. August 21, 1920, p. 286.) 


.^aconda (Fig. 328), employing impeller machines, I't is justified by* 
the nwessity to use acid with the slime, no similar necessity existing 
with the sand*; at the Utah-CoppOT the practice and justification ^ 

‘ Coghffl, M. A S.P., Sept. 20, 1919, p. 404. 

I*i8t and Wiggin, Trane. A.I.M.S. VoL LV., 1917, p. 486. 
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similar.' Where pneumatic machines are used and much rektively-coarse 
mineral exists in the ‘ flotation pulp, class flotation might avoid a 



Flotaiion at the Arizona Hercules.— Flow-shoct. Primary water-concentration 
and secondary flotation. The feature of this scheme is the introduction of jigs 
to take out relatively • coai*8e sulphides, oxides, and native copj)er, from a dis- 
seminated copper ore, and thus to relieve the flotation plant ; with X-cake as flota- 
tion agent this innovation was found beneficial. About 30 per cent of the total 
copper in the ore is recovered by these jigs in a concentrate assaying about 40 per 
cent copper (pp. 428, 474). The results obtahicd were : 



Sniplilde 

Copper. 

Oxide 

Copper. 

Metal 

Copper. 

Total 

Copper. 


Per cent. 

Per cent. 

Per cent. 

Per cent. 

Feed Assay .... 

1-28 

0-24 

019 

1-71 

Recovery .... 

950 

72-5 

52*0 

860 


• (Shimmin, E. ct- MJ., May 15, 1920, p. 1115.) 

subsequent table treatment of the flotation tailing; even then, its 
adoption would only be justifiable if the tonnage were large. 


» Rickard, M, cfe Dec. 7, 1918, p. 751. 
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Clean Concentrate 

Fig. 334. 


Flotation at the Snan Concessicm, Eorea.-~A, Primary Flotation at the Tul Mi» 
Chung Mill This mill was designed and put into operation in 1910; to make by 
flotation a high-grade gold-copper concentrate from a complex ore containing many 
of the usual contact gangue-minerals. The flotation taihng is treated on tables to 
recover an iron-arsenic concentrate, after which the coarse tailing is ground and 
passed oyer cement strakes. These strakes have sinoe given place to Ovorstrom sltmO 
tables. In tests, no difficulty was experienced in the oyai^ation of the floCation 








m 

tatlingf). The oil ttsed ia a mixture of eucalyptus and tar ; caustAO soda is a|dedi ; 
A 60 h.p. motor is provided for the rougher machine, and one of 20 h.p. for fho 
cleaner. The flotation concentrate assays 25 i)er cent of copper and 3'6 oz. of gold'; 
the table concentrate 1*5 per cent copper, 3 oz. gold, 8 per cent arsenic, and 3 oz. 
silver. (Weigall and Mitchell-Roberts, M. de 8.P,, December 6, 1910, p. 812.) 

B, Secondary Flotation, at the Suan Mill. In this mill amalgamation and 
water-concentration precede flotation. In flotation the oil-mixture is 0-25 lb. of 
eucalyptus and 0-20 lb. of thin tar per ton of ore ;• caustic lime is added to secure 
an alkalinity of 0*02 lb. per ton of solution. The first cell of the flotation machine 
is for mixing alone; it has no spitzkasten. The clean concentrate, which assays 
25 dwt. of gold, 27 per cent of copper, 1-8 per cent bismuth, and 4*6 oz. silver, is tabled 
to separate the bismuthinite. The flotation tailing passes to cascade machines, and 
over canvas strakes (p. 474). {M, ds S.P., December 13, 1919, p. 844.) 

The foregoing considerations have not included the subsidiary use of 
water or of flotation to further clean or divide the concentrate obtained 
down the main line of the flow-sheet. The water treatment of flotation 
concentrate, particularly when that concentrate contains two sulphides, 
is not uncommon ; it requires that the mineral be granular. The flotation 
treatment of water-concentrate is recorded at various small mines where 
that concentrate is complex, galena having to be separated from tin and 
wolfram, or molybdenite from wolfram and bismuthinite ; it is also recorded 
at the Utah Copper ^ where a vanner concentrate is thereby relieved of 
much associated gangue ; and elsewhere. 

The proportional part played by flotation varies more than its place ; 
firstly, flotation may treat unaided all the material and be responsible for 
all the concentrate recovered ; secondly, it may, in series with water- 
concentration, treat all the material yet only recover a portion of the con- 
centrate ; finally, in parallel with water-concentration it may only treat 
the primary slime. With its simple equipment and moderate operating- 
costs, flotation tends to displace water-concentration where both are 
efficient, even though for its proper functioning further comminution may ^ 
be necessary, and even though success requires considerable manipulative 
skill. To any such displacement water-concentration opposes its greater 
reliability and the more granular nature and greater cleanliness of its 
products. Where the ore is coarse-grained and well-mineralized, water- 
concentration will not only maintain its position as the first treatment 
in concentration but also remain primary in respect to the amount of 
concentrate it recovers ; where, however, the ore is fine-grained or poorly- 
^mineralized,. water-concentration, even when it retains its place in the 
qpheme, will lose its place in importance. 

The lowliest part yet taken by flotation in any scheme wherein it 
:|>articipate8 is that of treating but the primary slime. In the lead-belt 

» Rickftrd, M. d 8.P., Dec. 7, 1918, p, 749. ^ 
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of Missouri^ for instance, it is considered that material down tolSO 
me^ is best treated by water-concentration, and according^ only about 
16 per cent of the crushed ore is submitted to flotation ; latterly, however, 
employing ball-mills, a movement towards the greater application of flota- 
tion has been initiated (Fig. 231).^ Similarly, on the Joplin zinc field, only 
the primary slime, some 25 — 30 per cent of the ore, is treated by flotation. 
The field for flotation, a^ already stated, comes between that efiectively 



Flotation Concentrate 

Fia. 336. 


Flotation at the Aihsona-Copper.— Flow-sheet to test Stage -notation. Primary 
water -concentration, secondary flotation in two stages. Water - concentration of 
the coarse material, between 6 mesh and 48 mesh, recovered about 69 per cent of 
the total concentrate and 46 per cent of the total copper. The recovery by water- 
concentration and flotation combined was 91 per cent of the sulphide copper and 
87 per cent of the total copper. Still better results were obtained by increasing the 
size of the flotation machines. The feature of this flow-sheet was stage-flotation, 
namely at 48 mesh and at 60 mesh, with grinding between. Though stage-flotation 
gave good results, no decision to adopt it was taken. X-oake was the flotation 
agent (pp. 428, 474). (Crowfoot and Witteran, E, dr M,J,, June 19, 1920, p. 1349.) 

covered by water-concentratioa on the one hand, and that given over to 
chemical treatment on the other. On both sides flotation has its limits ; 
it is neither efiective on material coarser than about 40 mesh nor satis- 
factory for material approaching colloidal sbe. With fresh ore there is 
mely soflicient of this impalpable material to make itself felt, and flotath||i 
is entirely successful ; with decomposed or clayey ore there is difficulty. 
An increase in the proportion of slime will quickly overload a machine^ ; 

1 JleUino and Babiing, Traiu. AJ.M.S,, Aug. 1920. 
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Impalpably fine concentrate is difficult to market.^ Probably not much 
mineral finer than hypothetical 800--1200 mesh is saved or worth saving ; 
material finer than this can generally with advantage be run to waste. It 
is considered better to accommodate a little oversize than to run the risk 
of making too much slime. 

So closely juxtaposed, it is not surprising that flotation and chemical 
treatment overlap one another, nor that the* line between dressing and 
metallurgy here becomes indefinite. In the beneficiation of copper ore 
containing both oxide and sulphide copper in substantial amount, lor 
instance, the oxide-copper might be recx)vered by leaching and the sulphide 
copper subsequently by flotation ; or, the metallic copper precipitated by 
fine iron from the pregnant liquor resiilting from oxide leaching, might be 
recovered by flotation, a process which has been termed Leaching Flota- 
tion *’2 (p. 450). Experimentally it has been shown that flotation of the 
sulphide copper could even proceed in the pregnant copper-sulphate liquor.® 
On the other hand, experiments at Miami suggested that though leaching 
after flotation was satisfactory, flotation after leaching might not be. 

The combination of flotation with cyanidation has in general not proved 
satisfactory (p. 432). The cyanidation of flotation tailing is rarely under- 
taken, partly because no lower consumption of cyanide is assured, but also 
because the flotation agents may interfere ; the tailing from a neutral or 
alkaline circuit is obviously in better case than one from an acid circuit. 
At the Nipissing mine, Cobalt, Ontario, the flotation of cyanide tailing 
proved unsatisfactory and was abandoned, though probably the principal 
unsatisfactory point was the low value of the resultant silver-concentrate. 
Tests elsewhere showed cyanidation to be quite effective in treating either 
flotation concentrate or flotation tailing, though these tests did not lead to 
commercial application.* 

Application and Results 

Lead and Zinc . — At Broken Hill, New South Wales, whereas before the 
advent of flotation the recovery was only 60 per cent of the lead, less of the 
silver, and none of the zinc, the recoveries to-day are about 85 per cent 
of the lead, 65 per cent of the silver, and 83 per cent of the zinc, these 
percentages not including the lead in the zinc concentrate nor the zinc 
in the lead concentrate. The cost of flotation is about Gs. per ton and 
that of complete dressing about 9s. per ton. 

At the Butte and Superior, Montana, the present recovery is about 92 
l^r cent from an ore assaying about 17 per cent of zinc, flotation being 

» Pearde, M. rf* S.P., Oct. 12, 1918, p. 491 ; Loth, E. M.J., Dec. 27, 1919, p, 960. 

» Gahl, E. di April 20, 1918, p. 717. 

• Crowfoot and Donaldeon, E. da Sept. 4, 1920, p. 471. 

« Bose, Trana. AJ.M.E. VoL LV., 1917, p. 432. 



for tliree-quarkm of tie prodnctioii. Hie odmplete mi ll ing 
cost is about Ts. 6d. per ton ; before the adoption of flotation it was about 
5s. per ton. While flotation increased the cost pet ton of ore, it increased 
the value of the recovery considerably more. 

At Joplin, Missouri, in the larger and more modem plants, flotation 
increases the recovery of the zinc from 62 per cent, as it was with water 
alone, to 70 per cent ; only the primary slime amounting to about 20 per 
cent of the ore is at present floated ; tWe is no regrinding. 

At the St. Joseph Lead Company, of Plat River, Missouri, slime amount* 
ing to about 15 per cent of the ore, is treated by flotation. This material, 
90 per cent of which is finer than 150 mesh, assays 5 per cent of lead, llie 
resultant concentrate assays 52 per cent, and the tailing 0*7 per cent, these 
figures representing a recovery of about 84 per cent (Fig. 231). 

At the Atlas mine, Sheffels, Colorado, treating a silver-lead ore wholly 
and only by flotation, the feed assajns 2*5 per cent of lead and 8»5 oz. of 
silver, the concentrate assays 16 per cent of lead and 35 oz. of silver, while 
the recoveries of both are in the neighbourhood of 90 per cent, or 25 per 
cent better than previously obtained by water-concentration. With a 
capacity of about 100 tons per day the cost including royalty is about 
4s. 6d. per ton. 

Copper.— At the Inspiration in 1915 concentration in the mill cost Is. 2d, 
per ton, royalty includ^ ; breaking at the mine cost l*5d, per ton, and 
haulage to the mill Id. The feed assayed 1*7 per cent of copper, the 
flotation concentrate 37*5 per cent, and the table concentrate 13 per cent, 
the recovery being 80 per cent. According to 6ahl,' the cost of flotation 
proper was about 3d. per ton ; of flotation, including table-treatment and 
settlement, about lOd. per ton; and of drying in its entirety but excluding 
royalty, about 20d. per ton. At this mine a water-concentration plant 
wUch was under construction and promised a recovery of 70 per cent in 
a concentrate assaying 20 per cent, was abandoned in favour of a flotation 
plant which promised a recov^y of 85 per oeut in a conoenfrate assayii® 
25 per cent, at a working-cost 20 per cent lower and a plant-cost 25 per 
c^t lower (Fig. 329). 

At Anaconda, where in 1915 the recovery by water was 78 per cent, a 
flotation equipment was erected in the expectancy of zaiBmg the recovery 
to over 90 per cent (Fig. 328). 

At the Utah-Leasing, Newhouse, Utah, a tailing dump containing^ 
about 700,000 tons assaying about 0*7 per cent of copper wastSUCcessfuBy' 
treated by flotation, the concentrate assaying about 18 per cent and th^ 
final tailing about 0*2 per cent. 

At the Calumet and Hecla, Lake Superior, the slime resulting from the 
» 5Pfew. VoL LV., 1917, p. m 



Btatnp-cruahing of oon^ome^ate ore oontaii^g native cbppet is treated 1^7 
a flotation plant having a capacity of about 2000 .tons per day. FrOm thk 
material, which contains 1^ than 1 per cent of copper, a recovery 60 per 
eent is made at a cost of about lOd. per ton. It is proposed to regrind 
the sand tailing for flotation. 

At the Britannia, British Columbia, flotation participates with sortinjg 
and water-concentration in achieving a recovery of about 94 per cent from a 
copper ore as8a3dng 2*75 per cent, at a total cost of 2s. 6d, per ton. There 
are four milling units, each of about 500 tons daily capacity (Fig. 330). 

At the Miami, Arizona, 40 per cent of the ore is treated by water-con- 
centration only, 30 per cent by water-concentration and flotation, and the 
remaining 30 per cent by flotation pnly. 

At the Calaveras-Copper, California, where chalcopyrite is associated 
with much barren pyrite and the ore assays about 2-15 per cent of copper, 
flotation recovers 95 per cent in a concentrate assaying 14 per cent ; with 
a capacity of about 200 tons per day, the cost is about 2 b. 3d. per ton. 
Water-concentration had previously only been able to make a 50 per cent 
recovery in a 6 per cent concentrate.^ 

The capital cost of the National-Copper flotation mill in the Coeur 
d’Alene district, Idaho, with a capacity of 500 tons per day, was at the 
rate of £60 per ton of daily capacity. This mill treated ore assaying 0*8 
per cent of copper, and product a tailing assaying 0*02 per cent. 

At the Utah-Copper, flotation replaced vanners in the treatment of 
slime ; it is also used to clean a sand concentrate made by vanners. 

At the Engels-Copper mine, Plumas County, California, using all- 
flotation and treating about 800 tons per day, the recovery is about 83 per 
cent from an ore assaying 2*2 per cent. The concentrate assays about 30 
per cent and the tailing 0*45 per cent. The entire cost is about 4s. per ton 
and the power consumed 22 k.w. hour per ton (Fig. 326). 

At the Old-Dominion, Globe, Arizona, treating 800 tons per day, aboitl 
47 per cent of the recovery is obtained from jigs, 30 per cent from talfl^ 
and vanners, and 23 per cent from flotation. 

Copper-Oold, — ^At Mount Morgan, Queensland, where the ore is an auri- 
ferous iron and copper pyrite, that portion containing more than aboul 
53 per cent of silica is concentrated by flotation, the remainder bi^ 
-smelted direct. Tables ahead of flotation take out the iron pyrite. Foa 
^flotation the ore is ground dry in ball-mills to 60 mesh.^ 

At the Falcon mine, Rhodesia, treating an auriferous chalcopyxitic <m 
assaying 2*5 per cent of copper and 5 dwt. of gold, pyrite and pynh# 
tite being preset, water-concentration recovers about ^ per cent of thi 

^ BobbiBS, M , Not. 25, 1916. p. 772. 

* Sbfiliitbear, Prgc, /.if.JIP., Not. 22, 1916. 



aud 20 pe; hmt of tiie copper isia concentmte aiiayiiig 5 per: cent 
;^4^pp6r and 20 dwt. of gold, wMe flotation recovers about 20 per cent of 
^6 gold and 70 per cent of the copper in a concentirate assaying 8 per cent 
of copper and 6 dwt, of gold, the total recoveries being 80 per cent of the 
precious metal and 90 per cent of the copper. The capacity of the 
^uipment is about 500 tons per day; water-concentration is the first 
treatment and flotation the second ; flotation treats about thm-quarters 
of the ore.^ 

Gold * — At Cripple Creek, Colorado, where the ore contains auriferous 
t^urides, some pyrite, and other sulphides, in a gangue consisting of 
quartz, fluorite, and dolomite, experience has shown that gravity concentra- 
tion followed by cyanidation makes the best combined treatment ; flota*^ 
tion though tried was not favoured, largely because of difficulty in 
satisfactorily selling the resultant concentrate. 

On the Mother Lode, California, where the standard treatment is 
amalgamation followed by vanners or blankets, the tailing being largely 
unamenable to cyanidation by reason pf cyanicides present, flotation ha^ 
received some application. At the Belmont^Shawmut, where no amab 
gamation is practised, roughing tables take out the coarse and flotation 
the fine ppitic sulphides, these sulphides, largely pjrrite, being preset to 
the extent of about 7 per cent (Fig. 336). 

The ore at the Belmont-8urf Inlet mine, British Columbia, an auriferous 
quartz containing unimportant amounts of copper and silver, is crushed to 
20 mesh and tabled, the tailing after further comminution being reground 
and then floated. 

At the Oneida-Stagg, Idaho Springs, Colorado, treating a gold ore, 
s^anidation was displaced by flotation. 

^ Silver * — ^At Guanajuata, Mexico, experimentally, flotation gives satis- 
factory recoveries from the fresh siliceous silver ore but not from ‘ fills * 
or decomposed ore ; the difficulty is to market the flotation concentrate^ 
^tenerally speaking, this class of silver ore is better treated by cyanidation, 
though when the silver occurs as fairly granular argentite flotation may 
, be considered. For such argentite ores, where cyanidation would cost* 
: 6a. per ton, flotation would cost about Bs., to which latter figure must, 
. however, be added the extra cost of marketing. 

V / Rose, at the Santa Gertrttdis, El Oro, Mexico, found experimentally 
>1%t flptation in an alkidine circuit made a good recovery from the gold-i 
-silver ore, and experienced no difficulty in cyaniding eitW the flotation 
Concentrate or the flotation tailing* Flotation recovered 66'— 70 per ceifl; 

^e precious minerals, chiefly argentite, eflecting an enriohmmt of about 
'<60,: J, whereas water-cottcentmtion would only have nsade a recovery 
^ Adam* JW. Ohm* Min, Met 8oc, ci Africa, Nor. lOlA 
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Fio. 336. 

Flotation at the Belmont-Shawmnt, Tnolumne, California.— Flow-sheot. 
Auiiforous pyrito in quartz and schist ; low-grade Mother-Lode ore, with very little 
free gold. Primary water -concentration, secondary flotation. Recovery about 
90 per cent. Flotation concentrate requires to be cleaned by tables because of the- 
talooBO material which floats with it. Oil used is a mixture of three parts of wood- 
oreosote and four parts of fuel oil ; mixture added in tube-mill ; amount added, 1*76 lb. 
per ton. Sodium sulphide is added to the extent of about 0*2 lb. per ton, partly to 
the pulp entering the cleaner cell and partly in the tube-mill oircuit ; this ohemitial 
is vital to good work (pp. 436, 4S3). 

The total power-consumption in this concentrator is 19 k.w. hour per ton of ore, 
the various operations participating in the following proportions : 


Crushing and Conveying .... 6*8 per cent 

Stamping 49*8 „ 

Tube-milling 17*1 „ 

Tabling 2*6 „ 

Elevating and Separating .... 6 0 „ 

De-watering Concentrate .... 1*7 „ 

Floating 14*9 „ 

Lighting 11 « 


100-0 „ 

(Parsons, M, ds November ^ 1920, p. 6604 




of 10 per cait ; cyanidation of the. raw flotation-ooneeotrate eieeiied ; 
from that concentrate a refeovery of 90 per cent in the form of bullion,^ 

Elsewhere in the same El Oro district, using sodium sulphide to assist 
the flotation of the oxidized ore, flotation followed by cyanidation gave a 
recovery of 86 per cent at a cost of 14s. per ton, whereas straight cyanida- 
tion, while it gave the same recovery, cost 16s. per ton. 

Tests by Atckison to float oxidized silver ores did not encourage the 
change from cyanidation ; his experience was that the cyanide consumption . 
of the flotation tailing was as high as that of the raw ore, and the solu* 
tions fouled quickly.* 

At Cobalt, Ontario, flotation has largely displaced water-concentration 
in the treatment of fine sand and slime, though jigs and sand tables continue 
to produce the large proportion of the concentrate. The flotation concen- 
trate is relatively poor, and for that reason difficult to market. The material 
submitted to flotation assays about 6 oz. of silver, the concentrate about 
300 oz., and the tailing about 1*5 oz. ; concentrate obtained by the water 
assays about 1000 oz. per ton. All the silver minerals in the ore, argentite, 
ruby silver, and metallic silver, are readily floated. At some mines cyanida- 
tion takes the place of flotation. At one mine, flotation following cyanida- 
tion was given up, water-concentration taking its place.® 

When floating a native-metal ore containing only a small amount of 
sulphide mineral the concentrate unavoidably will contain a large propor- 
tion of gangue, a greater enrichment is not possible without making an 
unmarketable middling or a high-value tailing. Del Mar* mentions a 
silver mill where the feed assayed 11 oz., the tailing 1-5 oz., and the con- 
centrate about 1200 oz., and where native silver and subordinate polybasite 
were the ore-minerals, 

Mi8ceUa7mu8,—kt the Butler tin-wolfram-lead mine, Torrington, New 
South Wales, galena is separated by flotation from cassiterite and wolf- 
ramite, these three minerals occurring together in a water-concentrate 
assaying 53 per cent of lead, 12 per cent of tungstic acid, and 5 per cent 
of lead ; the cassiterite and wolframite are then separated magnetically. 

At the Burma Queensland Corporation, a bismuth-wolfram-molybdenum 
mine in Queensland, the bismuth and wolfram are recovered by water, 
while the molybdenum is recovered by flotation. By screening the molyb- 
denite froth over an 80-mesh screen an oversize assaying 85—94 per cent 
of M 0 S 2 is obtained, and an undersize the best portion of which is kieved 
to 80-^5 per cent MoSg, while the poorer portion is returned to the 
flotation S 3 n^m.® 

‘ Tfa%8, A,I,M,S, VoL LV. p. 432, IMS. * M. de 8.P., April 27, IMS, p. 575, 

• OaHour and Thornhill, Tram. Gan. M.M.L, Mar. 1M7. 

^ M. dr 8.P., Oet S, 1021. p. 49B. 

» Bowfttar, Ptoc. Am. I.M.M., No. 40, 1020, Ah«t. if, Mag., Sept. 1921, 1S2* 



"At Bomimon molybdenite mine, Quyon, Quebec, with molybdei^ 
lieseminated in quartz diorite, the mill ore assays 0-5 per cent to 6^75 per 
ent MoSg. Treated by flotation the rougher concentrate assays 10 p«^ 
lent to 15 per cent MoSg, and contains about an equal amount of pyrite ; 
he cleaner concentrate assays 60 per cent to 70 per cent, this figure being 
iventually brought to 90 per cent by sizing on an 80-mesh screen.^ 

Cinnabar has been floated in an experimental mill, a concentrate assay* 
ng 5 per cent of mercury, and a recovery of 80 per cent being obtained from 
in ore assaying 0*16 per cent.^ 

To-day flotation is applied on practically every important non-ferrous 
tuning field ; on some fields more, on others less. Starting from a success- 
ul application to zinc, it became applied successively to the other 
najor base-metals, its most striking capture being the large disseminated- 
50pper deposits. Tin alone has not yet benefited by it. It has largely 
aken from water-concentration the fine treatment of base-metal ore 
vhile it tilts at the ascendency of cyanidation in treating precious- 
netal ore. 

At the expense of water-concentration flotation has progressed not 
)nly because of the improved recovery which it brings, but also because 
)f the low cost and the high capacity of its machines, these factors so 
reflecting upon the working cost that, in spite of the necessity to grind 
iner and the greater consumption of power, the operating cost of flotation 
IS much the same as that of water-concentration (p. 478). Where flotation 
s added to treat fine material formerly rim to waste, the total cost of 
tareatment will naturally be somewhat increased, but that increased cost 
is abundantly made good by the improved recovery. This improvement 
in recovery varies with the ^tent to which flotation is applied, and with 
the particular ore ; in general terms, where formerly water-concentration 
jrielded a 65—70 per cent recovery, the adoption of flotation might well 
raise the recovery to 80 — 85 per cent. 

Against cyanidation or chemical treatment generally, flotation has not 
progressed, except in the direction of removing such base minerals as would 
interfere mik cyanidation, or of recovering such as might otherrae be lost; 
some precious ores contain sufficient soluble copper to make cyanidation 
impossible, some contain sufficient galena to be v^uable if readily recover- 
able* Where gold and silver ores are amenable to cyanidation, there ia 
httie field for flotation, which, at best, produces a rich concentrate, whereas 
cyanidation produces bullion (p. 480). 

Flotation now treats tens of millions of tons a year, but water-concern 

» OHver, E, M J„ April 10, 1820, p. 840. 

* StoweU and Coghill, if. dt Jan. 24, 1020, p. 117. 



I Worlong at the coarser of ihe treatment and treating ffrobaE; 
meven greater tonnage, produces more concentrate. 


The Bases of Flotation 
Wetting^ and Non-wetting by Water. 

Any explanation of flotation begins with cojasiderations of the phenomenon 
of wetting. Wetting is the spread of a liquid over a solid to the dis- 
placement of air or of another liquid. Ordinarily, wetting is the spread 
of water over a solid surface to the displacement of air. Some substances, 
such as clean glass, are readily wetted ; upon others, the greasy cabbage 
leaf, for instance, water does not spread but stands in drops. Similarly, 
and speaking generally, gangue and oxide minerals are readily wetted, 
whereas sulphide minerals appear to keep the water from spreading. 

Contact Angle . — Upon a readily-wetted surface, water spreads as a thin 
layer, the surface of which at its confines curves sharply down to make 
contact with the solid surface at an acute angle (Fig. 337). Upon a greasy 
surface the water drops raise themselves against gravity till the contact 
angle may no longer be acute but obtuse. This phenomenon is a display 
of interfacial tensions or, reciprocally, of interfacial adhesions. 

Interfacial tensions result from the unbalanced molecular attractions at 
surfaces. Surface, being the seat of potential energy, tends to contract 
and bring thereby this energy to a minimun^ ; hence surface tensions act 
along the surface. Adhesion, being molecular attraction across the inter- 
face, creates a pressure, in response to which a mobile liquid moves along 
that face ; capillarity is an expression of adhesion. When adhesion is high" 
interfacial tension is low ; one may |)e regarded as the reciprocal of the other. 

The contact angle marks the equilibrium between the surface tension of 
the water, o-j, that of the solid, and that of the interface between watca! 
and solid, o-ij 337). Each of these three forces tends to contract the 
extent of the particular surface from which it derives. The solid being r^d, 
neither the free solid-surface nor the interface can be diminished by actual 
contraction of the solid ; virtual contraction results, however, when the 
jpoint of contact is appropriately displaced along the solid surface. That 
being so, it is not diflScult to see that the extent of wetting is primarily 
detained by the relation between the sdUd surface-tensioxK 0 * 1 , and fhe 
int^faeial te^on, cr^ If the solid surface-t^ision be the greater, 
yrater is pulled over the solids till such an acute contact angle, d, is reached 
tiiat the component of the water tension is a sufficient aid to the inters. 
|bdal t«ision to bring-about equilibrium ; under thew oonditions it mil? 
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le said that the solid displays a preference for water. On the other hand, 
f the interfacial tension be the greater, the water will be draTO back, the 
ayer will be thickened, and an obtuse angle will obtain ; in other words, 
'he solid will display a preference for air. 

The equilibrium reached in wetting is expressed by the formula 

<ri 2 + 0-1 cos d «<r 2 ; or, (Tj cos d ~<ra “ (Th. 

This formula, while expressing the only available quantitative relation 
between the different tensions, does not permit the determination of the 
jolid/air tension nor that of the solid/liquid tension, since it contains two 
inknowns, those two identical tensions ; the other factors, o-i, the liquid 
sension, and d, the contact angle, are either known or capable of direct 
neasurement. It gives, however, in the form <ti cos d, the difference 
between the solid tension in air and that in water. 


Actite Contact-Angle 



Obtuse Contact-Angle 


Solid 


Fio. 337. 

The doniaot Angle of Wettmg.--~I)iagram8. The contact angle is that between 
the solid/liquid and the liquid/air surfaces ; it is the water angle at the point of 
contact. An acute angle indicates a tendency to wetting and a preference for water ; 
an obtuse angle a tendency to non-wetting and a preference for air. With an acute 
angle the solid tension, is powerful enough to draw the water over the solid ; with 
on obtuse angle the intedaoial tension, draws the water back from off the solid. 
The water tension, cTj, directs itself to bringing-about an equilibrium. 0 is the 
contact angle (p. 487), 


Since this difference, o-j cos d, meg^ures the degree of wetting it is 
interesting to note its variations as the contact angle increases from 0° to 
180® (Pig. 338). When the contact angle is 0®, cos d ~ 1, and the degree of 
wetting is represented by its maximum value, infinity ; wetting is complete. 
When d»90®, cos d»0, and there is no tendency, at least none resulting 
from molecular forces, for the water either to spread or to contract, the 
spread of water or the degree of wetting may be regarded as unity. Finally, 
when d « 180®, cos d « - 1 and there is a tendency for the water to contract 
ii» extent, wetting may then be said to be zero. Accordingly, wetting 
decreases continuously, and non-wetting increases, from a contact angle of 
Ob® to one of 180®. In other words, and as is exposed by the following state- 
ment, wetting is complete when the solid tension is equal to or greater than^ 
the sum of the others, while non-wetting is complete when the mterfacud 
tenribn preponderatee similarly. 



WmTAXim : iiJiaiJfiKAli TBmm 

cTjCos cF -o-g-trjjj, 

whence <rj«a-xa+<7i cos 0 ; and cri2«o'2~(ri cos 0 
0^ O^,coB0= I + 

(complete wetting). 

0 — 90°, cos ^ ^ ^a “ <^iz o’la ” 

0 ~ 180°, cos 0^-1 0*2.^ a 22 ”■ O"!! 0*2 + CTj 

(complete non-wetting). 

Under ordinary conditions and without designed contamination of the 
solid, a contact angle as high as 90° between minerals and water does 
not often obtain, but with contamination 90° may be somewhat exceeded ; 
the contact angle between water and insoluble oil is greater and may 
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Variation of Wetting with Increase of the Contact Angle.— Biagrame. With 
oomplote wetting the spread of the water continues till the surface is covered, or till 
the substance of the water will permit no finer film. Though a limited surface may 
thus be completely wetted, the imperfections of solid surfaces do not usually permit 
such wide spread. On the other hand, the spread of some oils upon water is only 
limited by the impossibility of the film to be less than one molecule in thickness. 
Unit spread is taken to be that compelled by gravity (p. 488). 


be 180°, as will be discussed later. On the other hand, with clean glass 
and sometimes with quhrtz, the contact angle with water is appreciably 
zero, that is to say, the water surface is tangent to the glass surface ; 
this tangency of the two surfaces is, for instance, the assumption in the 
determination of the surface tension of water by capillary rise. 


Hysteresis of the Cmtact Angk.—The contact angle described so far 
is that normally assumed at the water edge as spreading water comes*^ 
to rest upon a plane solid-surface ; it is an angle which may be calculated 
from the depth and area of a water drop upon a solid surface.^ But 
before the water comes to rest larger angles may be measured. With 
gravitational or other outside force causing the water to advance, the point 
of Contact does not shift continuously but in minute jerks, at each of 

1 limgmiiir, Faraday Sooiety, J^uly 14, 1919. Abat Jf. cS S,E, Boo. 25, 1920, p^ 913^ ;; 


mm 

urmn me mfnametit ot me water surface to tke Iblid surface 
just before this break a larger contact angle obtains. 8im^l^» a#! 
water retreats, the water surface is pulled back and a smaller contact anj^e 
may be measured before the anchor lifts. In other words, water does^ndi''^ 
move forward to take up a new position until a certain masdmum contact 
angle, 0^^ has been exceeded ; nor will it retreat before a certain minimum * 
angle, 0^^ has been passed. The angle betwefen these two extremes has' 
been described by Sulman ^ as the ‘ hysteresis ’ of the contact angle. 

Hysteresis is well seen when a flat eurf ace having a drop "of water upon 
it, is slightly tilted; then, before the drop runs off, the contact angle on the 
lower side of the drop will assume its maximum angle, while that on the 
upper side will assume its minimum (Fig. 339). The fact that both upper 
and lower contact angles suffer this change indicates that the water surface 
is anchored against movement in either direction, and suggests that, quite 
apart from the adhesion between the water and the solid, there is a definite 
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Fig. 339. 


Hytieresis of the Contact Angle*— Diagrams. Display of hysteresis upon tilting 
a plate having a drop of water upon it. 0^ represents the minimum contact angle, 0^ 
the ordinary, and 0i the maximum contact angle. The hysteresis is accordingly 
represented by 0i - 0^^ (p. 489), 


attachment of the water surface to the solid surface. Seeing, however, 
that still larger contact-angles are formed when the water drop comes to 
a^boundary of the solid surface— a matter discussed later— it may be that 
^ hysteresis is due to minute imperfections in the solid surface, such as might 
throw the solid thnsion and the interfacial tensidli out of plane, in whkb 
position the water tension, having only to balance the diminished com- 
ponents of those two tensions, might stand more normally to the solid 
gurfaoe. Certainly, though a shake will cause average conditions to obtain 
and the average contact-angle at once to be taken up, hysteresis of the 
contact angle appears to be. something more than the lag of effect after 
'"cause. 

. The contact angle is also observable when a horizontal water-surface 
tneets a ve^ioul solid-surface (Fig. 340) ; water in a glass vessel climbs j 
the sides to form an acute contact-angle, or one which, when the glass ie 
^ean, may be zero ; mercury, on the otiher hand, as in the ordinary vertical ; 
: barometric tube, pves an obtuse angle. Under such circumstance, though, 

> TuMt. LMM. Vol. XXIX., 1920, p. 88. 



^ giwtem ca«wKJw <»: tne angle mj oe appiemaWe^Dy Mi eye, "Me 
aalgle iteSIf ie difficult of precise measurement. This difficulty is contoured 
by dipping the* mineral specim^, on which a plane surface has been 
prepared, vertically into the water, and then laying it over till the meniscus 
disappears and the horizontal water-surface continues right to the mineral 
surface. The air angle, 180 ®-^, is then readily measured, whence d, 
Me contact or water angle, is obtained by subtraction from 180 ®. K, 
now, the mineral surface be moved back toward the vertical position, the 
meniscus does not begin to re-form until a certain angle has been moved 
through, hysteresis again displaying itself. With representative sulphides^ 
the hysteresis angle thus disclosed shows itself generally to be a little more 
than equal to the minimum contact angle ; that is to say, the maximum 



Fig. 340. 

Measurement of the Contact Angle and the Hysteresis Angle.— Diagram. It hf 
difficult to measure the contact angle when the water surface perges into a curved 
meniscus, as against vertical and horizontal surfaces. However, by laying the sur* 
face of the mineral over, till the meniscus disappears, the contact angle becomes 
that between the horizontal water surface and the inclined mineral surface. In 
that position the air-anglo, 180^" - 6^<,, is measured and the water angle obtained by 
subtraction j this angle would bo the minimum contact angle. If, now, the mineral 
surface be turned back again towards its original position, the meniscus does not 
begin to re-form until a certain angle, that known as the hysteresis angle, has been 
traversed ; the contact angle measured in this position would bo the maximum, 

(p. 490). 

contact angle is a little gJeater than twice the minimum. When, however, 
the sulphide surface has been oiled the maximum is greater, and generally 
about three times the minimum.^ This last fact is interesting in that it 
is explicable rather upon the hypothesis that hysteresis is the expression 
of attachment or ' drag,’ rather than of surface irregularities such as the 
oil film might be expected to make smooth. 

Contact an^es and hysteresis are, accordingly, the factors, in wetting ; 
the former is determined by the relation between the interfacial tension 
and the solid tenrion ; the latter is a measure of Me anchpring of McT i 
Water surface to Me solid surface. It goes wiMout saying, Mat these factors 
dbtain also with small solid particles on water^ Mough it is probable Mat 
Mey are affected by Me rdatively-greater surface energy of such particle^ j 

^Bvihx^m,Ttana.IMM.Vd.XXPL,imip\U, 
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SiL8pm6ory CondUions and FloatabiUty 

Though a contact angle above 90® expresses a degree of non-wettln| 
and a preference for air, it does not express repulsion for water ; at all 
possible contact angles, however great, there is still adhesion between the 
mineral and water, that is to say, still a force which, apart from gravity, 
would hold a particle down to a water surface such adhesion is manifested, 
for example, by the power of even a dry piece of galena upon being 
withdrawn from depression into water, to lift an amount of attached 
water appreciably above the water-level (Fig. 341). Reciprocally, though 
a contact angle less than 90° expresses a degree of wetting it does not 
express repulsion for air ; at all possible contact angles, however small, 
there is still interfacial tension, that is to say, still a force tending to 



Adhesioii between Water and Ilineral,*~-Diagram. A shows a oontaminated 
cube of galena depressed into water and forming a contact angle greater than 
90® ; B shows the same cube lifted out of the water again, having brought with 
it an amount of attached water. This lifting of the water indicates adhesion 
across the liquid/solid interface, though the attachment of which hysteresis is 
evidence is partly responsible (p. 492). 


hold a particle to a water surface ; witness the fact, referred to again 
later, that relatively large pieces of glass having a zero contact-angle, are 
readily Boated. 

It is therefore evident that, contact angles and hysteresis, though 
indicative of the ease or difficulty of wetting and, as will be described later, 
some guide to Boatability, do not directly disclose the essential relations 
in flotation ; the same may be said of wetting itself. There is a further 
position to be considered. 


Edye Anyle . — ^Returning for a moment to discuss water moving over 
a solid, the final position taken up by the water surface is at the edge of 
the solid. At such an edge the behaviour of the water suggests that the 
s^lid tension, now acting around the corner, is out of action upon i^e 
point of contact ; it is as though the solid tension were absent. Under 
those conditions two tensions only remain to determine the contact angle, 
the iuterfaoial tension, <r^ and ^e water tension, (ri. Where the former 
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^ th^ W6 WM the greater, as it nsuaUy is, and where grirify did not 
^urb4Jie Jwition, the water surface would move right over to oppose 
xte full tension to the interfacial tension, at an ‘ edge ’ angle L of 
1^° (Fig. 342). With an interfacial tension less than the water f Aoainw 
the water surface would only move over till the edge angle were such that 
the water component along 


the interfacial plane balanced 
the interfacial tension. 

The edge angle is well 
seen when a glass is filled 
above the brim, as it may 
be; then, even though the 
contact angle were acute 
all the way up the side, 
arrived at the top an edge 
angle approaching 180° is 
fonned (Fig. 342). It is also 
indicated by the manner in 
which the contact angle builds 
up along the edge of a plate 
over which water is flowing, 
or on to which a water drop 
is hanging (Fig. 342) ; in this 
latter situation the attach- 
ment is ruptured earlier than 
180°, and at an angle nearer 
90°, owing to pressure due to 
gravity. 

Suspensory Angle and Sus- 
pension. — When spreading 
water comes to rest upon a 
horizontal solid surface and a 
contact angle, 0, obtains, the 
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Edge Angle. — ^The edge angle is that con- 
tact angle which builds up when water reaches 
a solid edge. In that situation the solid tension 
no longer acts in the same plane as the inter- 
facial tension, and no longer enters the equili- 
brium which ordinarily determines the contact 
angle. The edge angle is seen when a glass is 
filled above the brim ; it is also suggested by the 
way water hangs to the edge of a glass plate 
(p. 493). 


curved meniscus which holds the water in check tends to ex^dse a lifting 
dfoot upon the solid at the point of contact ; the measure of this lif ting 
^eet would bo (T, sin ^ per unit length of contact, and la, sin d for a^ 
length, I, of contact, The drcumstanoe of a partido upon a water surface* 
is a little diffOTent ; contact with the water is first established at tibe 
wad not upon the top, the contact angle will accordingly djtain at dm 
side (Fig. 843). If the normal contact angle be less than 90® dm vecdosl 
oomponent of the watra tensicm, «r, cos will act with to 





|)axtidic^4<^i l>eing imdcsr this drpumstance a sinking nompbni^ 
Hysteresis, on the other hand, will tend to support the particle ; ii^eai<» 
and drag accordingly here tend to act oppositely, and only if hysteresi 
be the greater will there be any force to set against gravity. T^en th< 
particle, which for convenience may be taken to be a cube, has sunk sc 
far that its upper surface is at water level, the molecular sinking effect is 
extinguished and a supporting effect begins, adhesion and drag afterwards 
acting together. Sinking deeper, an edge angle forms. If, now, the inter- 
facial tension be greater than the water tension, and the particle be heavy 
enough, the water surface is pulled down till an edge angle, 6 ^ of 180® 
obtains, this giving a * suspensory angle,* 6 ^ - 90®, of 90®-~the suspensory 
angle is the angle; of the depressed water surface to the horizontal ; in this 



Suspension o! a Large Partide.— -Diagram. The left-hand drawing indicates 
the position as the particle sinks into the water and momentarily displays its 
minimum ooutaot angle, in this case an acute angle. In the right-hand drawing ^e 
floating position of the same particle is shown, the case taken being one where the 
interfaoial tension is greater than the water tension (Tj ; and consequently where 
the edge angle 6 ^ is ISO®, and the suspensory angle, is 90° (p. 493). 

position the two tensions, acting oppositely, are in the same plane, and the 
water is making its maximum suspensory effort, namely, that represented by 
its full surface tension. So long as the particle is just held by maximum 
effort, the point of contact does not tom the comer ; on the other hand, 
any tendency for this point to be moved downward by the superior force;;* 
of 4he interfacial tension is at once corrected by the solid tension resuming" 
action. When the particle is too heavy to be so held, the water turns the 
comer, and the particle is overwhdm^ and sinks. In thus being ove^:^ 
whdmed, if the contact angle and the hysteresis of the encroaching water 
together be«substantially more than 90®, it is likely t^at the partide wifi; 
idnk with an air bubble attached. 

If the interfadal tension be less than tiie water tention^and the partidia 
be appropriately heavy, the water surface is pulled down till the suspaasoiy 
angle is such t^t equilibrium obtains between the vertical component of 
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put forward^by the water is o-j sin a, a being the suspensory angle. Where 
the particle is fbo heavy to be held by this effort the water encroaches 
and, as before, the particle sinks. 

Applying these reasonings to ordinary crushed particles which, though 
not put forward as cubes, provide at their comers and in the imper- 
fections of their surfaces the necessary edges for attachment, it will be 
seen that when the interfacial tension of a particular particle is greater 
than the water tension the suspensory effort is at a maximum, and that 
this maximum is represented by 0*1, the water tension. But that when 
the interfacial tension is the lower of the two tensions this effort is repre- 
sented by 0-12, the interfacial tension itself. 80 long, therefore, as inter; 
facial tension exists, there is some tendency to float. All tendency to 
float is only destroyed by reducing the interfacial tension to zero. Zero 
contact-angle has not the same significance ; it is easy to float relatively 
large particles of clean glass upon acidified water, though the contact an^e 
then is zero. Zero contact-angle only signifies that under the oondifiions 
ob^ining the interfacial tension is at a minimum ; on the other hand, 
when the contact angle is greater than zero, in that fact alone there is 
evidence that interfacial tension exists. 

On the foregoing assumptions the dimension D of the maximum cube 
of density S which would float would be found by equating the suspensory 
effort to the weight which has to be supported ; thus, hi) being the weight 
of unit volume of water : ^ 

“'•“-VesSt 

The same maximum size of floatable cube may be derived from other 
^nsiderations. It has already been stated that the molecular sinking 
effect of the contact angle is cos 0 , the floating effect will consequently 
)e (Ti cos ( 180 ^ - ^). If it were possible for ^ to be 180 ^ the floating effect 
vould be (Ti and a maximum. But at such a contact angle the water surface 
vould remain free, all round and under the cube. The dimension of the 
naximum floatable cube would then be obtaMM by equating tl^’ worU 
lone upon the water in sinking, with the energy iu the incr^sp wa^ 
lurface. The total work done in sinking till the upper sur&ce o 5 the cwbe 
vas level with the water surface would be of which empmt jDhJ) 

vould represent the gravitational work done in displacing th^ water, 
eavjng - l)(iDD to be equated to the increased sut^e emtm* This 
ncreased energy would be that on the total surface fronting faces of 
ihe cube, or 4 DVi, and the formula becomes ; 


- l)<wD «4D*<ri ; or, D mj 
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In both of these reasonings, the r^threly small amotint by whieh^ owing 
to the depression in which the cube floats, the water displaced is greater in 
volume than the particular cube, has been neglected ; if included, the size 
of the maximum floatable cube would, conceivably, be somewhat increased, 
though the extra work done in sinking deeper might be considered as 
absorbed by the greater surface associated with the meniscus. Appl 3 dng 
the above value for D, the size of the maximum floatable cube of galena 
would be about 2 mm., and weigh about 60 milligrams. 

With the sphere it is a little diflferent. A perfect sphere would have no 
edge angle, and theoretically would only float if the contact angle were 
180®. iPractioally, however, the imperfections of the surface provide the 
drag which, converting a low contact angle to a high one, prevents the sphere 
from being overwhelmed. Assuming the effective contact angle to be 180®, 
and the contact to extend around the greatest diameter, the formula for 
the diameter D of the maximum floatable sphere would be : 


The same value for the diameter would be reached by considerations of 
the work done and energy transplanted. This value for the diameter would 
be Vi'S times greater than the side of the maximum floatable cube ; the 
respective masses of sphere and cube would accordingly be the same. A 
ne^e, which may be taken to be a long cylinder, floats perhaps a little 
above the maximum diameter. 

In all the uncertainty it is nevertheless clear that the water surface- 
tension is a primary factor in flotation ; when a solid piece approaching the 
limit of floatable size has been carefully floated, a slight reduction of the 
surface tension by the introduction of a contaminant, will cause the piece 
aediately to sink. Another primary factor is the total length of the 
j^ntact, the length of the contact-outline ; a needle gives a much longer 
vtact -outline than a sphere or cube of the same mass, and for this reason 
easily floated ; similarly, flaky mineral floats more readily and 
tently than that which is relatively equidimensional. The part 
flayed W the length of contact-outline is also well disclosed by the ready 
^^tionV of most small particles. While mass diminishes with the cube 
of dil^oosion the contact-outline diminishes only in direct propor- 
tion 1 
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lension, the consequence being that the small particle has a 
;e contact-outlme. Accordingly, since the total suspensory 
iroduct of contact-mitline and the vertical component of 
m, a low suspensory angle may suffice for the flotatioh 
; indeed with small particles the point of contact may 
Vf the partide, the particle may float with its top above 
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water (Fig. 344). Though, even then, it is possible that edge angles obtain 
upon irregularities of the surface, it is probable that the suspensory angle 
is determined in greater part by the hysteresis, that is to say, its value 
will be - 90'* rather than 6^ ~ 90®, 

The total suspensory effect upon a number of particles being propor- 
tional to the sum of the lengths of the separate contacts, fine material 
dusted upon a water surface is capable of supportmg a relatively great 
weight. Galena particles smaller than 200 mesh can, for instance, be 
sprinkled upon a water surface till the weight supported per square centi- 
metre approaches 3000 milligrams, none falling though. All that great 
weight of galena is borne upon that film of particles which is in contact 
with the water. Sprinkling but a thin layer of galena over the surface 
some properties of this mineral film may be noticed : the particles out of 
contact with the water are carried in a cradle-like depression. A knife-edge 
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Suspension of a Small Particle.— Diagram. In consequence of its relatively 
great contact-outline, a small particle may float partly above water, the sus- 
pensory angle available at the side then aufficing. The suspensory angle there 
available is 0i - 90^^, 0^ being the maximum contact angle (normal contact angle 
plus hysteresis) (p. 496). 

thrust into the layer will carry the film downward to form a sack, which, 
unless the thrust has been too deep, persists when the knife is withdrawn ; 
if thrust too deep, the sack, being too heavy, falls as a plastic coherent mass 
of irregular shape ; in either event the fact is demonstrated, that when 
once a new surface becomes occupied by floatable particles it does not 
pass away when the causative force has been removed, but being 
‘armoured^ it continues. Of similar import, if the knife be moved 
horizontally over the surface to sweep a space clean of galena particles, 
the particles banked behind the knife will flash back to reoocupy the 
vacant surface as soon as the knife is removed. Another interesting 
point is ihe attraction for one another of particles placed to fi,oat fredy 
on the uncontaminated water surface, such partibles all rmmjug together 
to form a strong film. On a surface contaminated with a minimum 
thickness of oil such freedom to move no longer obtains ; with a greater 
thickness of oil, say sufficient to form an interkce with the water, it is 
resumed. 

2 K 
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FhatabiUty.^—ln resum 4 of the foregoing conBiderations it may be bbH 
that the minerals which the more readily flop,t are non-wettable minerals ; 
non-wetting indicates a relatively high interfacial tension ;• the greater the 
interfacial tension in relation to the water tension the more stable the 
attachment of the particle to the air/water surface and the greater the 
floatability. To this extent non-wetting is an index to floatability. More 
precisely, however, non-wetting depends upon the relation between the^ 
solid tension and the interfacial tension ; floatability, on the other hand, 
depends upon the relation between the interfacial tension and the water 
tension. Wetting is the power of water to spread over mineral, dis- 
placing air; floatability is the power of mineral particles to attach 
themselves, under practical conditions, to an air/water surface, and 
particularly to air bubbles. 

The actual value of the interfacial tension, 0-12, depends primarily upon 
the molecular attraction across the interface, in the sense that when 
that attraction is great the interfacial tension is low, and vice versa. 
Though connected with the solid and the water tensions, interfacial tension 
is not solely dependent upon those two tensions, since independently of 
them it may be varied by chemical attack or by changes in electrostatic 
charge. By raising its value floatability is increased, and vice versa ; in 
other words, the floatability of a mineral may be said to depend upon the 
Surface Energy of the particle in water ; it is noted below that, besides 
mineral character, particle-size is a factor in surface energy. 

• The difference in behaviour between floatable and unfloatable mineral is 
well exhibited by comparing galena and quartz. Finely-powdered galena 
sprinkled upon a water surface can readily be heaped to a depth of 5 mm. 
before the water surface is ruptured and the galena sinks; powdered 
quartz of the same fine size, on the other hand, hardly leaves a trace upon 
the surface but falls immediately through. Again, coarser particles of 
galena, if dropped on to a water surface so that they break through, 
take with them each an air bubble, making themselves appear like globtdes 
of mercury upon the bottom ; quartz particles, on the other hand, sink 
unaccompanied by air, to lie dull upon the bottom. 

It is, however, quite easy to float larger pieces of quartz on a quiet 
water surface ; moreover, it will be found that the quartz pieces possible oi 
thus being floated are substantially larger than the pieces of galena. This v 
diSerenoe in behaviour between coarse and veiy fine particles of quartz is 
^explicable 051 the assump^tion tiiat with the latter there is incipient iwlution, 
i|pd in consequence such a reduction of tke interfacial energy that floatat 
bility is destroyed. In this respect minerais are not all alike ; fery fine; 
cassiterite, for instance, tends to float. 

Flotation practice has ^own that some nunetalB are more easily r 



iWMOSt 41^ m> 

covered by flotation tban others, the following minerals being placed in a 
rough order of floatability : molybdenite, stibnite, galena, chalcocite, chalCo- 
pyrite, sphalerite, pyrite, bomite, etc. ; among gangue-minerals there is a 
tendency for the more basic, such as magnetite, siderite, barite, fluorite, 
and for those with pronounced cleavage, such as calcite, to float. Much, 
however, depends upon the condition of the mineral, whether it be fresh or 
has been long exposed ; chhlcocite, for instance, is not amenable to flotation 
when there is long delay between crushing and flotation. On the other 
hand, crushed ore which has been long exposed, or ore which has been 
crushed dry, offers difficulties in flotation by reason of the unselective 
character of the float ; with such ore, acid, which possibly cleans the 
surfaces, is found of particular benefit. 

Perfectly fresh minerals are readily wetted; water almost flashes across 
fresh exposures. But that does not necessarily indicate low floatability ; as 
already stated, the two properties of wetting and floatability are not recipro- 
cals, the one of the other ; they depend upon different relations. Ex- 
perience, however, has shown that wet crushing so completely wets the 
gangue that any tendency for it to float is diminished if not extinguished. 

Previous wetting undoubtedly has a great effect on the contact angle, 
largely extinguivshing it. The contact angle of a floatable mineral immedi- 
ately after immersion is lower than before, and may be zero. For this 
reason and because it never obtains under suspensory conditions, the 
normal contact angle, from the practical point of view, is of little use in 
flotation. In conjunction with hysteresis, however, it may, as already 
stated, accomplish the flotation of fine particles (p. 497). 

Solid tension is the important factor in wetting but not in flotationu 
That this tension often appears to be of a lower order than might be 
imagined from other considerations, is likely due to contamination with 
air or with gjs taken from the air, carbonic acid, for instance. The con- 
sensus of opinion is that solids adsorb gases readily ; such an adsorption 
would indicate great surface energy. Contaminate with this adsorbed 
film they no longer possess their original energy. Freshly-broken surfaces 
certainly display greater surface tension ; they draw the water over them- 
Bdhres, becoming completely wetted. The surface so wetted is one «E 
considerably lower tension ; if in water that tension were reduced td 
mo all chance of flotation would be extinguished, and solution, or, mik: 
auspensoid particles, complete deflocculaiion, would obtain. 

BMk-suspension,— ‘The conditions in^respect to wetting 'and floating, 
^whidh have hitherto been sketched as they obtain cm the free surface # 
i rfiusding water, are not radically altered when mmeraj particle meets ^ 
i^^ublflel^^neaththesu^ It is true the minend th^starts 
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attachment to air a positive operation ; but, where the contact angle is 
greater than zero, quiet contact between mineral and bubble ‘will secure 
that attachment ; where it is zero, impact will empower ‘the particle to 
pierce the bubble, after which, granting that interfacial tension exists, 
attachment will follow; that there may be attachment even when 
the contact angle is zero is manifested by the way air bubbles stick to 
the sides and bottom of glass vessels containing water. Otherwise, 
the same molecular forces of the same magnitude come into play at 
contact ; contact angles, hysteresis angles, and edge angles are formed as 
before (Fig. 345). The same maximum size of particle can be held against 
gravity to a bubble surface as to the free surface ; eventual flotation 
only requires that the volume of the bubble be such that together with the 
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Contact Angles with Air Babbles in Water.—Biagram. A contact angle of 0® 
connotes a minimum attachment of an air bubble to a mineral surface (p. 600). 
At 90® the attachment would be unity because sin ^ would be unity and the length 
of contact unity also. At 180® the attachment would be a maximum, because 
though sin 0 had gradually decreased to zero, the length of the contact'OUtline 
had increased at a more rapid rate ; the one had become infinitely small, but only 
after the other had become infinitely large. 


mineral particle it forms a system lighter than water ; rising *bo the surface 
the attachment of mineral to bubble has to bear the weight of the 
particle in water, that is, to withstand the tendency of the particle to 
sink (Fig. 346). With a smaller bubble the system sinks ; the attachment 
of the bubble to the particle has then only to bear the weight of water 
displaced by the air, or, in other words, the tendency of the bubble to rise; 
should, in the end, a sufficiency of other bubbles merge themselves into 
the attached bubble, the system would reverse its tendency and rise. 

In practice, the assembly of mineral and air is generally such that 
mineral particles form a more or less complete lining to a bubble large 
epough to float them all ; in that way the particles on the side and top of 
the bubble, needing support in addition to their own adhesion, receive 
^that support from their neighbours ; the bqbble is said to be " armoured/ 
Morebver, the partides do not approach the maximum floatable size, 
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since even were it desirable to attempt to float such large particles, the 
a^tation associated with the operation would be incompatible with the 
quietness nece^ry for their recovery ; the province of flotation is the 
recovery of fine mineral-particles, and, reciprocally, fine particles bring 
stability of air bubbles and of froth. Finally, in flotation, some of the 
mineral particles in the course of agitation are projected to the surface, 
and have not to wait forHheir complement of air ; once at the surface 
they find bubbles large enough to support them. 

It is possible that when oil is used and the air bubble becomes oiled, the 
film of oil is continuous over the attached 
particle, and that, consequently, the particle is 
floating at an oil- water interface, out of direct 
contact with the air. It is also possible that 
air bubble and mineral particle, particularly 
those of the smallest size, are held together 
by the attraction of opposite electrostatic 
charges, in which case, also, the air bubble 
would remain unpierced (p. 513). Certainly, 
the general appearance is that the mineral 
particles are in the water rather than in the air. 

Wetting and Cmtainination by Oil. 

Wetting by oil is here discussed not 
because, ordinarily speaking, it takes place 
in flotation, but to explain the filming of 
mineral particles and of air bubbles with oil. 

At the contact of oil with a solid in air, 
equilibrium of the three tensions, (Tq, that of 
the oil, 0 - 2 , that of the solid, and 0 -^, 2 , that of 
the interface, obtains at an appropriate con- 
tact angle. Oil, however, unlike water, spreads over a sulphide surface, 
this spreading indicating considerable adhesion— and consequently a low 
interfacial tension— -between sulphide and oil ; contrariwise, on a gangue- 
surface oil, relatively speaking, is restrained from spreading, building 
itself up to form a greater contact angle (Fig. 347). Similarly, though 
sulphides characteristically float on water they equally characteristicalbr 
pjnk in oil ; gangue-minerals, on the other hand, sink somewhat less 
readily in oil than in water, A similar preference of sulphide for oil is 
noted at contact under water (Fig. 348). 

In flotation a more or less insoluble oil, in small amount yet formin| 
the major part of the oil mixture, is commonly used. This oil being*addea 



Bubble-suspension of a 
Large Particle. — Biagram. 
This suspension is the same 
as at a free water surface ; a 
free surface may, in fact, be 
considered as the interior 
surface of an infinitely large 
bubble. A bubble loaded at 
the bottom in this way is 
often described as an ‘ air- 
bell’ In present-day flota- 
tion complete armouring of 
the bubble with fine partiolos 
is characteristic (p. 600 ). 
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to the water, the spread of oil on water must be considered. Speaking 
generally, the oils used -spread on water to an extent unaccountable by 
gravity, often till an iridescent play of colour indicates the extreme tenuity 
— less than 400/^;^ — of the covering film, sometimes even till all visible trace 
of film has disappeared, — say 15/^/^. Such a spread of oil indicates that the 
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Spread of Oil on Sulphide and Ganime. — ^i>iagrain. Oil spreads to a greater 
extent on sulphide mineral than on gangue ; in other words, the oil contact-angle on 
sulphide is smaller than it is on gangue (p. 501). 


water tension, o-j, is greater than the oil tension, (Tq, greater also ^ than the 
interfacial tension, o-^j, and often sensibly equal to these two tensions 
combined (Fig. 349) ; the water tension is known to be of the order of 
75 dynes per centimetre, the oil tension is generally about but less than 
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Conta<^ Angles of Sulphide with Water and OiL—Diagram. With water the 
contact angle between ctj and Cij is substantial, but generally less than a right angle ; 
with oil, the oil contact-angle, namely, that between o-^ and is less than with 
water ; with oil and water, the water contact-angle, namely, that between and 
(T^^, is greater again, and generally substantially greater than 90 ® (p. 601 ). 


50 dynes, leaving the interfacial tension lower than either. The contact 
(rfi-angle of tl^ese oils upon water accordingly often approaches zero, the 
contact water-angle approaching 180®. With insoluble oils or oil fractions 
which do not spread, the oil tension and interfacial tension, while re- 
maining of the same order as before, would be generally somewhat higher, i 
-d^uilibcium then obtwning at a higher oil angle, or inversely a lower water / 
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Bjigh) oB.e substantially less than 180*^ (Fig. 349). It will be realised that; 
KUilike the position when a solid is being wetted b^ oil, it is the interfadal 
tension, and no£ the tension of the spreading liquid, which by changing the 
angle at which it acts redresses the balance between the other two tensions. 

Extreme spread of oil upon water, though it may be partly due to 
molecular attraction amounting to fractional solution across the oil-water 
interface, that is to say, to ‘a low interfacial tension, is chiefly due to the 
relatively low tension of the oil itself. Similarly, restraint of oil upon 
water is largely due to higher oil tension, the interfacial tension, while 
still remaining of a low order, being then more than able to redress the 
balance. 
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Spread of Oil on Water. — Diagram. Contrary to what hapjms when oil 
spnjads over a solid, when oil spreads over water the interfacial tension does 
not lie in the plane along which spread takes place ; in oonsequenoe, the water 
tension is chiefly opposed by the oil tension, the intorfacial tension altering its piano 
of action to secure equilibrium between the others. When the water tension, erj, is 
practically equal to the other two tensions combined, the water contact-angle 
between (Ti and approaches 180®, while the oil contact-angle between and 
(Tq is sensibly zero, and the oil spreads as a fine film. On the other hand, when the 
water tension finds the oil tension a more equal opponent, the interfacial tension 
aligns itself at a substantial angle to the oil tension, and instead of a film a disc of 
oil is formed (p. 502). 

Mineral Contamination with Ot/.— When the oil contains even but an 
insignificant soluble fraction, then, not long after spreading, the bright film 
becomes perforated with dull patches which expand till the whole film is 
involved, when, from out the dullness, bright beads of free oil assume 
shape by re-assembly at centres, leaving apparently clear spaces between* 
That these clear spaces are nevertheless filmed with oil is indicated by 
the inability of further oil to spread over them, and the inability 
of floating particles to run together. The first of these two phenomena 
might be taken to indicate either that the surface tension of the water 
had been lowered and was insufl&cient to extend the oil film, or that the 
interfacial tension had increased. The fact, however, that 4 )article 8 are 
as readily floated upon that surface as upon clean water, leaves little 
doubt that the surface tension of the water was unaffected, in which 
easey accotding to Rayleigh, stiff as it shows itself to be, the film can 
only be one molecule thick. That the insoluble fraction gathers Itself 
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into beads, may be taken to indicate that upon withdrawal of the soluble 
fraction the oil tension increased and the interfacial tension likewise, 
both, however, remaining of the same order of magnitude as before. 

The selective or collecting oils— the tars, fuel-oils, etc.— characteristic- 
ally give this stiff, strong, yet scarcely perceptible film on water ; those 
of them which do not spread, the tars, for instance, flash out such a film 
immediately on contact with water ; others,' those containing a larger 
soluble fraction, develop this film after spreading, in the manner described 
above. Other oils, the insoluble paraffin, for instance, spread in an oily 
film wliich does not degradate, and upon which floating particles still retain 
their freedom to run together. 

With increase in the thickness of the film of oil upon a water surface, 
the water tension gradually becomes less, and at length a normal interface 
between oil and water becomes established, which, having a tension lower 
than that of water, cannot support the same-sized particle ; some part- 
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Flotation of a Sulphide Particle at an Oil/Water Interface.— Diagram. Though 
a sulphide particle more readily floats on a water surface than on an oil/water 
interfao(s if small enough it may still float at that intt^rface, oven after the free oil- 
surface has been unable to hold it. The inference is that though the oil/water 
interfacial tension is less than the oil tension the interfacial tension of the 
particle in water is greater than it is in oil (p. 504). 

ides which could readily be floated on water will sink in the presence of 
an oil film thick enough to establish an interface. On the other hand, 
some particles which would never float on the oil are held at the oil- 
water interface ; the power to hold them there apparently increases as the 
thickness of the film decreases ; at any rate, some particles which quickly 
faU from a pronounced pool of oil, are held by a tenuous and continuous 
film (Fig. 350). 

Equally, sulphide particles which drip with oil can hardly be made 
to float on water. It apparently requires something conceivably approach- 
ing a mono-molecular film to increase the floatability of a particle ; witness 
the ease with which a needle may be floated after it has been rubbed 
between the^gers or passed through the hair. 

^ The greater floatability of a particle properly filmed with oil is due to 
increase in the interfacial tension between the particle and the water; 
Jthe tenuous oil-film forma part with the solid, to the extent that while 
prev&ting water fiom coming into contact with the solid to reduce its 
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tension, it does not itself cause a reduction of that tension ; nor is it present 
as free oil.’ In practice, a sulphide particle once filmed maintains its 
contamination at least for a second treatment. 

Conditions below the surface and in the presence of air bubbles are not 
radically different from those sketched for the free surface. By agitation, 
the insoluble oil is broken into a diffusion of droplets, this diffusion resem- 
bling but not having the stability of an emulsion. Such droplets, impinging 
one with an air bubble and another with a mineral particle, spread them- 
selves over the respective surfaces ; in turn, the oiled particle and the oiled 
bubble impinge, to become attached ; with sufficient air attached the 
particle is floated to the surface. The filming of the particle, which is the 
essential factor, may take place before the introduction of those air bubbles 
which eventually cause this flotation ; seeing, however, that even then the 
necessary agitation takes place in the presence of air, there is little doubt 
that some air bubbles are filmed concomitantly with the particles ; it is 
even likely that the filming of these bubbles assists in the filming of the 
particles, since an unfilmed particle, projected through a filmed air- water 
surface, would take the film with it. 

It may here be remarked that though adsorption would tend to move 
the oil droplet to the bubble and mineral surfaces, and the mineral particle 
to the bubble surface, such movements would take time even were the 
droplets and the particles all of colloidal size. Seeing, however, that in 
greatest part they are of a larger order of size, that the opportunities for' 
impingement independently of adsorption are numberless, and that upon 
impingement the respective tensions act quickly, adsorption can hardly 
play any primary part either in filming or in air attachment. 

Amount of Mineral Contaminant . — The amount of oil present should at 
a mi n i m u m be sufficient to film all the mineral particles, due allowance 
being made that much will go to line numberless air-bubbles. To ensure this 
fil m i n g in reasonable time, the agitation must be relatively violent and the 
amount of oil greater than the theoretical requirement. Practice sanctions 
such an amount as calculated over the mineral particles alone would give 
a film having a thickness of 150— “260/i/i, this amoimt being generally a 
small fraction of 1 per cent of the weight of the ore. Below a maximum 
of about 1 per cent and presuming an adequate emulsion, the greater the 
amount of oil the greater the recovery possible, since the filming would 
be more complete ; the cost of the extra oil and of the greater agitation 
necessary to keep it divided would, however, generally mons than ofib^ 
any small extra recovery. ^ 

The hmiting amount of oil is that which, under the conditions of 
agitation obtaining, would render possible the formation of an oil 
film of such thickness that a definite interface between oil and Ivater 
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would be set up and normal air -attachment be prevented. Such ofl- 
enveloped mineral particles, once they had overcome the buoyancy oft^ 
the oil, would sink, either singly or in the floccules which their common 
oily surface permitted to assemble, taking the oil with them. In the 
Cattermole process of concentration by oil, this selective flocculation and 
sinking was obtained by employing, under gentle agitation, an amount of 
oil equal to about 2 per cent of the weight of the ore. 

Finally, oil might be in such large amount and the agitation so gentle 
that no separate droplets would be formed, but the oil would remain as 
a magma, which, working through the pulp, would catch the mineral 
particles within its mass, and, with the assistance of such air bubbles as were 
attached to the mineral, carry them to the surface. For this to happen 
the amount of oil would have to be more than the weight of the ore. 
This was the practice in the original Oil Flotation process of Elmore. 

Obviously, in present-day flotation and using the small amount of oD 
stated, the degree of oil division or emulsification is an important factor. 
With complete emulsification no droplet or bead could form at all, nor 
could the necessary filming of the mineral be achieved ; such emulsi- 
fication must be avoided, and any tendency towards it must be corrected. 
Again, flocculation of the pulp would tend to carry oil droplets down 
with the settling slime, and to that extent remove the oil ; the pulp should, 
accordingly, be in a deflocculated condition. Oil, completely emulsified, 
tends to flocculate slime and to give a poor voluminous float ; j)roperly- 
divided free oil, on the other hand, gives a rich selective float. With 
pneumatic machines the previous mixing must be so complete as to 
last through the subsequent float. With mechanical machines, on the 
other hand, agitation and oil-division are continually renewed, almost to 
the extent that excessive division may supervene. 


Chemical and Electrolytic Action. 

* To increase Interfacial Tension . — The filming of a particle with oil 
conduces to non-wetting and to flotation, the interfacial tension in water 
being thereby maintained higher than were the particle naked. Generally 
speaking, the oxidized and the oxide minerals do not take this film, 
their interfacial tension remains low and their adhesion high. To attempt 
the recovery of these minerals by flotation the mineral surface must be 
f»repared otjjerwise ; something other than oil must be interposed to 
weaken their adhesion to water, or reciprocally, to increase their interfacial 
tension in water. 

Thus, the oxydized ores of copper, for instance, may ber^dered floatable 
by the addition of an alkaline sulphide, when, eitW chemically or electro* 
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lytiosUy, tie metalliferous particles are filmed with an imperceptible film 
of eopper sulphide. Similarly, the oxide of tin, for instance, may be floated 
by the addition 6f copper sulphate in the presence of metallic zinc or iron, 
when the cassiterite becomes filmed with metallic copper (p. 453). To 
cover the particles in this way with a metallic film has been described as 
* metallizing,’ a parallel term to ‘sulphidizing.’ Though such a method is 
not practised for the recovefy of cassiterite, copper sulphate is often used 
in the flotation of zinc blende, the presence of this electrolyte conceivably 
resulting in the incipient filming of the blende with copper sulphide. 

Acting as an electrolyte, and conceivably resulting in the adsorption of 
positive ions upon the mineral surface, sulphuric acid has sometimes, as at 
Broken Hill and elsewhere, been essential to flotation, the sulphides not 
floating without it.^ 

These particular means to increase or maintain the interfaoial energy 
are, in sum, the addition of such a reagent that the metalliferous particles 
it is desired to save become coated with an appropriate film. Since 
this coating is a deposit out of solution, conditions are against its entry 
into solution ; in other words, molecular attraction across the interface 
between the film and water is low, and, reciprocally, interfacial tension is 
high. Knowing that, given proper conditions, an electro-negative element 
is precipitated on one relatively positive, it seems likely that to secure an 
appropriate film the reagent chosen should contain a metal electro-negative 
to the metal of the mineral it is desired to float. Electro-chemically the 
elements have approximately the following order: — Negative end: 0, 8, 
K, F, Cl, Br, 1, P, As, B, C, H, Pt, Hg, Ag, Cu, Bi, Sn, Pb, Co, Ni, Fe, Zn. 
Mn, Al, Mg, Ca, Ba, Sr, Na, K : Positive end. 

An appropriate film might also result from the adsorption of particles 
of insoluble soap to the interface. Chemical action between sodium oleate 
and an appropriate curdling agent would give soap particles of such small 
size as would readily be adsorbed. Experimentally this method has been 
successfully tried in the flotation of cassiterite. 

To decrease Interfadal Tension, — If, instead of promoting the flotation 
of the mineral, it be desired more surely to encompass the sinking of the 
gangue, then a reagent capable of increasing the a^esion with water and 
thereby lowering the interfaoial tension, i^ added ; among others, a re- 
^^t capable of chemical attack, incipient or pronoimced, upon the 
would act appropriately ; in particular cases sulphuric acid, caustic 
soda, sodium silicate, etc., are such wetting agents. 

Increase in the wetting power of water by the addition of acid is well 
established, and acid is much used to minimize in this way any tendencj^ 

^ » flmitb and Pickett, S. df MJ„ Feb. 22, 1919, p. 36fi; McLeod, E, A UJ,, Aug. % a 
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of gangue minerak to float, a cleaner concentrate resulting. It has this 
efiect even when it might be supposed that the gas resulting fr6m its action 
would tend to float the attacked particle ; in the Coeur d’Alene district, 
for instance, the addition of acid sinks unwanted siderite, while galena 
floats. Acid accordingly decreases the interfacial tension, this decrease 
being manifested by diminished contact and hysteresis angles. As already 
mentioned, it also tends to break down excessive emulsion of the oil, per- 
mitting that imjwrtant agent to spread, eventually to pass into the froth, 
while leaving the pulp beneath apparently deflocculated. Finally, acid 
will clear away an incipient oxide from a sulphide surface (p. 433). 

Caustic soda, acting chemically upon the oil, will reduce the interfacial 
tension of the oil with the water, without at the same time appreciably 
altering the water tension ; the introduction of this agent accordingly 
increases the spread of the oil and permits the oil to act more quickly. In 
an alkaline circuit, calcite, not being so likely to be attacked, has a greater 
tendency to float than in a neutral circuit. Caustic soda also defloc- 
culates colloidal slime, keeping such particles from being adsorbed to 
the mineral faces, to the exclusion of oil. Deflocculation, which may be 
regarded as an advanced stage in wetting, follows from the ionization of 
this reagent, the negative hydroxyl ions completing the dispersion. 

Silicic acid has a similar wetting effect. In w^ater this salt hydrolizes, 
and silicic acid a gelatinous colloid is formed, which being adsorbed upon 
the solid surfaces lowers the interfacial tension. This colloid also inhibits 
flocculation, the total effect being a deflocculation so persistent that even 
the concentrate is rendered difficult to settle. 


Effervescence and Froth, 

Since the ore submitted to flotation consists of fine particles and these 
are borne in water, the air surface to which they are to attach them- 
selves must be introduced into the water in a manner to offer as large a 
total extent and as perfect a distribution as possible ; there must indeed 
be a fine diffusion of minute air bubbles, a mist of air bubbles in water. 
This distribution is achieved by mechanically dividing the air in the 
presence of an effervescing agent which both promot/es and preserves the 
fine division (pp. 423, 426). 

The effervescing agent is usually a soluble oil or the soluble fraction of a 
composite oil, though it may be a soluble salt, such as sodium chloride. 
Molecules of this agent or contaminant being adsorbed to the bubble 
surface stiffen that surface so that it resists contraction, and bubbles when 
^they meet do not coalesce. Probably, also, the electrostatic charges which 
thes6 bubbles possess are a factor militating against coalescence, thou^ 
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it must be remarked that in pure water the possible repulsion of these 
electric charges is not sufficient to prevent coalescence. Coalescence 
follows in obedience to the tendency of all systems containing potential 
energy to find equilibrium under conditions where this energy is at a 
minimum ; two bubbles meeting tend to coalesce because the surface of 
the single bubble containing them both would be less extensive than the 
sum of the two surfaces. The efiervescing agent also opposes coalescence 
by reducing the surface tension of the water, this opposition being propor- 
tional to the extent of that reduction ; reduction of surface tension is, 
however, generally less than 10 per cent. 

To these air bubbles once formed, the mineral particles attach them- 
selves, the bubbles being strengthened thereby. 

Arrived at the surface these loaded bubbles burst into others of large 
dimension, which, being out of the water yet consisting largely of water, 
have not a single air-boundary as have the minute bubbles from which 
they sprang, but a double boundary with water molecules between; 
differing further, without the attached mineral particles these froth bubbles 
would not persist (p. 425). 

Concerning bubble-formation generally, surface tension being constant 
at constant temperature, the slightest change of load resulting from 
evaporation, drainage between the two surfaces, or additional tension at 
the top due to the weight of the sides, etc., causes a pure-water bubble to 
break immediately. With an appropriate contaminant present, conditions 
are different; adsorption of the contaminant to the two boundaries 
provides a compensating mechanism whereby change of load is met by 
change of surface tension, and the bubble is rendered stable ; as the double- 
sided film becomes stretched water molecules are forced from their medial 
position to the surface to increase its strength, these molecules returning 
to their medial position should contraction take place. 

Stability of the bubble accordingly requires a surface tension capable 
of automatically varying itself, the degree of the stability being propor- 
tional to the range of this tension-variation. Since reduction of surface 
tension may be brought about by a small quantity of an appropriate con- 
taminant whereas increase requires a relatively great quantity, contami- 
nants which reduce the surface tension, soaps, for instance, are those 
commonly used. The molecules of these contaminants are adsorbed to the 
water surface — ^positive adsorption— where reduction of Uie tension results 
from their introduction among the water molecules at that boundary/ 
Contaminants which tend to increase the water tension by being adsorb^ 
away from the surface— negative adsorption— have to be used in greats 
amount to secure the same variation in tension; sodium chloride, for insrtsmoe^ 
requires to be present to the extent of 3 — 4 per cent ; the soluble ealts * 
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which at Broken Hill must be counted to have provided the effervescing mlkd 
frothing agents were present in similar amount. ^ • 

In mineral flotation, however, stability of bubble iS not all that is 
required, or the soap bubble would have been the first to have found 
application ; the surface tension of the contaminated water surface must 
still be suflScient to suspend the mineral, a condition satisfied neither by 
soap bubbles nor by the bubbles produced by saponine, etc. 

Conveniently enough, the mineral particles attached both to the out- 
side and inside surfaces of the bubble-film fill the role of an appropriate 
contaminant perfectly, some of the selective agents, the tars, for instance, 
assisting. Accordingly, no special purely-frothing agent is used, but the 
froth remains essentially a mineral froth. 

In addition to providing stability, the froth at surface also provides the 
necessary large extent of surface that the particles may be held without 
undue clustering ; in an ordinary flotation machine acres of water-surface 
are available in the froth. At the re-entrant angle where separate bubbles 
meet, there may be clustering and the mineral (irmour may be measured 
many particles deep, but in the absence of any depth of water the particles 
do not fall. Similar clustering below the water surface would be fatal, 
each particle must be separately held. 


CoUoidal Electrostatic Phenomena. 

The material submitted to flotation consists in preponderating part of 
particles which in water form a ‘ coarse suspension ’ ; the lower limit to 
the size of these particles may be set at the hypothetical 1200-me6h, or 
say 10^. Such particles being apparently subject solely to gravity settle 
more or less readily. The resulting sediment can be whipped again into 
suspension ; sediment and suspension are thus readily reversible. 

In subordinate part it consists of particles still smaller, yet visible by the 
microscope, that is, of particles from 10;^ to 0'1 /a in mean diameter. With 
mass decreasing as the cube of diameter, gravity no longer remains the con- 
trolling force, but other forces arising from the greatly-increased partiole- 
surfaoe and the inherent kinetic energy of extremely fine particles, asseA 
themselves, as witness the Brownian movement. Such particles in water 
constitute a ^ fine suspension ’ ; their suspension is prolonged (p. 217). 

Finally, in yet smaller part, there will be particles still finer, invimbfe/ 
/to theor^ary microscope because their diameter is lees than the wave"; 
l^sigth of light, but visible to the ultra-microscope by the cone of light which 
each is capable of reflecting ; the lower limit of such particles may be 
at 5/i/ii. Under the action of inherent energy and the electrostatic chaig^ . 
f associated with the relatively enormous surface, the susp^on of 
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particles is continuous. The materials from which they arise are * colloids/ 
though, since suspension is so obvious, they likewise are described as 
suspensoids ’ ;• the system with water is a * colloidal solution.’ Of 
such a solution or * sol,’ the particles are the ‘ disperse phase ’ and the 
water the * continuous phase.’ Though from a colloidal solution no settle- 
ment takes place, conditions may be so altered by the addition of an 
electrolyte that, the repellent electric charges being reduced or discharged, 
the particles assemble in gelatinous floccules which settle readily (p. 258 ). 
Such a transformation into floccules is irreversible, the colloidal solution 
cannot be directly reformed ; when the floccules are dried their absorbed 
water is driven off, they lose their gelatinous character and do not take up 
water again. The prolonged settlement of a fine suspension may similarly 
be hastened by the addition of an appropriate electrolyte. 

When, instead of solid particles, the parallel occurrences of an immiscible 
liquid such as oil be considered, then in the place of suspensions and suspen- 
soids come * emulsions ’ and ‘ emulsoids ’ respectively, the system 
with water again constituting a colloidal solution ; the natural emulsoid 
colloids, gelatine, glue, etc., were the first colloids. Emulsoid colloids 
are, with few exceptions, of organic origin, the only important inorganic 
emulsoid being silicic acid. As a rule, in suspension they are not floccu- 
lated by an electrolyte, though to this rule the emulsions of oil constitute 
exceptions ; moreover, this property of non-flocculation they are able to 
extend to suspensoid colloids in the same suspension, earning thereby the 
name of ‘ protective colloids.’ Their outstanding characteristic is, how- 
ever, that under appropriate conditions most of them stiffen to an elastic 
jelly, a colloid so coagulated being described as a ‘ gel’ ; this transforma- 
tion into the gel condition is generally reversible, a jelly may resolve itself 
into the watery condition again. 

When ordinary gels are dried their absorbed water is gradually driven 
off, the gel becomes more and more viscous, till, finally, the solid condition 
obtains. This solidity is not reached at a particular temperature, as when 
liquids solidify, nor, unlike the combined- water of certain salts, is the water 
driven off at a particular temperature, it goes gradually. The resultant 
dried mass wiU, however, avidly absorb water to return to its original 
condition and bulk ; an exception, again, is silicic acid, 

Bestati|ig the position, particles suspended in water are not only under 
the action of gravity but also subject to molecular forces largely consequent 
upcm dectrostatic charges they carry ; and the balance betweei^ these gravi-' 
Utional and molecular forces is such that the larger particles appear to be 
subject solely to gravity and the finest particles <mly to the electrostatic 
forces. These latter, like surface tensiims, are a display of surface energy ; . 
I^ibth are chaiacteristicafly colloidal phencunena, in that both aammA 
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greater importance when the particles are of colloidal size. Unlike surface 
tension, however, which for its display requires at least three phases to be 
present, say, particle, water, and air, the electrostatic 'forces manifest 
themselves also in a simple aqueous suspension, without air. 

In such a suspension solid particles, mineral and gangue alike, mostly 
possess a negative charge ; in an electric field they move towards the anode 
or positive electrode. So charged they repel» one another, this repulsion 
being sufiicient to prevent the settlement of colloidal particles. An 
electrolyte added may either reinforce these charges, reduce them, or reverse 
them. If the electrolyte be the salt of a metal electro-negative to the metal 
of the mineral, and particularly if the mineral itself be a conductor, the 
positive metallic ions of the electrolyte, that is, the kations, are adsorbed to 
the surface of the mineral, reducing the negative charge of the particle 
and eventually reversing it. Sulphuric acid appears in this respect to act 
as such an electrolyte, the hydrogen ions being the adsorbed kations. 
Speaking generally, ordinary metallic minerals, and particularly the sul- 
phides, are conductors, while the gangue-minerals are non-conductors. 
The most striking result of the addition of such electrolytes in appropriate 
amount is the flocculation of the dispersed particles, this flocculation follow- 
ing upon the discharge, partial or complete, of the original negative charges. 
With the electrolyte insufficient in amount to effect the flocculation of both 
mineral and gangue, the mineral would be selectively flocculated (p. 268 ).^ 

On the other hand, if the electrolyte be an alkali or an alkaline salt 
which ionizes in solution, the kations are inappropriate for adsorption to 
the mineral surface, since the alkalies are electro-positive to all other metals ; 
under these circumstances the negative hydroxyl or acid ions, that is, the 
anions, stimulate greater repulsion of the suspended particles, with the 
result that defloccvdation becomes pronounced. 

It may here be remarked that though they permit current to pass, 
electrolytes do not conduct away the charges on suspended particles ; it is 
through the free ions that the current passes. It will also be recalled that 
the minute particles of an oil emulsion behave like suspensoids rather than 
emulsoids, that is to say, they sufier flocculation and deflocculation simi- 
larly to suspensoids. 

From the foregoing it would appear that in a simple suspension some 
d^ee of selective flocculation is possible, though, at best, no great step 
in enrichment can be conceived, since in the subsequent precipitation 
*much of the gangue would be mechanically involved. 

In flotation, however, the suspension is something more than one of 
ore particles, it includes a swarm of air bubbles. Though these bubbles 
are laige enough to float to the surface under the control of gravity, 
* Fftfsona, M, d> Nov. 6, 1920, p. 661. 
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their formation and movement are also subject to molecular forces. 
Ordinarily, they are negatively charged ; in alkaline suspension, on the 
other hand, they appear to possess a slight positive charge,^ Assuming 
a negative charge, it is conceivable that, between the air bubble and 
the mineral particle which had been rendered positive, there might be an 
attraction capable of promoting the attachment of colloidal particles to 
air bubbles ; to the positively-charged air bubbles of an alkaline suspension 
the negatively-charged mineral particles would also, conceivably, proceed, 
crowding out the gaiigue particles by their heavier charges (p. 501 ). 
However satisfactory such an explanation based on electrostatic pheno- 
mena may appear in respect to suspensoids, there seems little doubt that 
interfacial tensions, which operate upon suspensions and suspensoids alike, 
remain the essential basis of flotation. 

That electrostatic charges contribute to the functioning of the process 
is, however, certain from the profound effect which the smallest amount of 
electrolyte, of colloid, or of gas, can have upon the result. The addition of 
acid has sometimes and almost miraculously secured a mineral froth when 
neutral and alkaline circuits have both failed ; a trace of a negative colloid, 
such as glue, saponinc, tannine, etc., has sometimes hopelessly destroyed 
all tendency of the mineral to rise ; a whiff of sulphur dioxide in the air 
has sometimes caused the froth to collapse and disappear. 

In conclusion, tlie prime factor in flotation, namely, the attachment of 
air to mineral, is the triumph of molecular forces, surface tension in greater 
measure than electrostatic attraction, over gravitational forces. These 
molecular forces being capricious and changing with apparently trivial 
change of circumstance, the process needs close observation and great 
manipulative skill to secure the best results ; such necessary attentions do 
not require a host of men, but are rendered almost in advance by the 
experienced and properly trained worker. 

^ Corliss & Porkins, Jour. hid. <fc Eng. Chem.t May 1917. Abat. M. <k E.P.t June 9, 1917, 



CHAPTER XI 

MAGNETIC SEPARATION 

General 

Up to the ' nineties ’ of last century, miners recognized only two minerals 
as naturally magnetic, namely, magnetite and pyrrhotite. In the know- 
ledge, however, that the non-magnetic iron-minerals could be made mag- 
netic by roasting, magnetic separation, as practised, was founded on both 
the natural and the artificial magnetic properties; for instance, crude 
magnetite was concentrated from its ore, and, after roasting, siderite and 
pyrite were removed from zinc concentrate. 

It was not till Wetherill in 1895 at Franklin, New Jersey, by the use 
of pointed poles, employed the greater attractive strength of diverging 
fields, that the wider possibilities of magnetic separation became manifest, 
and feebly-magnetic minerals were counted as coming within its scope. 

Magnetic separation becomes possible by the distinctive movement of 
magnetic minerals towards a magnet, non-magnetic minerals passing on. 
This movement is the response to an attractive force of magnetism. 
The space around the magnet in which this force is exerted is the 
‘magnetic field.’ Ordinarily this field is in atmospheric air. It is 
visualized as lines of force diverging from the north pole pf the magnet, » 
eventually to converge upon the south pole, the inner lines after a 
relatively short circuit through the air, the outer lines after a circuit 
of infinite^ length ; at each pole, neglecting the leakage at the sides, 
the ma^etic mass to which the field is due is concentrated, the strength 
of the field diminishing with the square of the distance from that mass 
(Fig. 351). Within the magnet the lines of force, running from the south 
pole to the north and thus completing the circuit, constitute tlie 
‘ induction.* ^ 

. Magnetic lines of force being capable of passing through all substances, 
all substances are said to be permeable to magnetism. Passage, however, 
^is not equally ready through all substances, some being more permeable 
than' others. The facility with which a substance passes magnetic lines 
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of force, expressed in relation to passage through air as unity, is described 
as the ‘‘ magnetic permeability ” of the particular substance. 

According tO the permeability of their substance, particles brought 
within a magnetic field may either concentrate the lines of force within 
themselves, becoming polarized and consequently attracted ; or, the lines 
of force may pass preferably through the air, with consequent repulsion. 
Particles capable of concentrating the lines of force align themselves with 
those lines, wherefore the substance of whicli they consist is said to be 
paramagnetic.” Particles which disperse the lines of force align them- 



Blagnetic Circuit around a Bar Magnet.-— Diagram. The Hues of force 
outside the magnet constitute the field, K ; the lines of force within constitute the 
induction, c6. The outer fines of the induction, not continuing to the poles, are 
shown leaking from the sides (p. 614). 


selves at right angles to those lines, their substance oeing ^oia- 
magnetic.” 

The substances defined above as paramagnetic are those ordinarily 
described as magnetic, that is to say, are those attracted by a magnet. 
The phenomenon of magnetic attraction is common, particularly in the field 
of the electro-magnet ; often indeed it is pronounced and forceful, the per- 
meability of iron being, for instance, about 2000 times that of air. The 
phenomenon of repulsion, on the other hand, is rare, the repulsive force 
being too small to take effect ; the permeability of bismuth, the most^ 
^magnetic metal, is, for instance, 0*998, or practically the same arf am 
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Accordingly, to ordinary intents and purposes diamagnetic substances are 
non-magnetic. 

The investigations of Faraday, PJucker, and others, have established 
that among the elements, those of the iron group, namely, iron, nickel, 
cobalt, chromium, etc., and the uncommon metals, cerium, palladium, 
osmium, platinum, etc., are paramagnetic; while bismuth, sulphur, copper, 
antimony, zinc, mercury, lead, silver, tin, etc.,* and all the gaseous elements 
except oxygen, are diamagnetic. 

Compounds and alloys, though in general not belying the magnetic 
properties of their constituent elements, have their own. Oxides quite 
normally are more paramagnetic than sulphides ; the compounds of iron 
are as a rule pronouncedly paramagnetic. But bromide of copper, 
compounded of two diamagnetic elements, is paramagnetic; equally 
abnormally, an alloy of manganese, aluminium, and copper, all individually 
non-magnetic, is magnetic. 

It is still less safe to predict the magnetic jjropertics of a mineral from 
consideration of the elements normally constituting the mineral. Those 
magnetic properties may depend upon impurities present, or upon the 
isomorphous replacement of one element by another. Pure blende is, for 
instance, non-magnetic, but when iron replaces zinc to the extent that 
12 — 14 per cent of iron is contained, the mineral, then known as marmatite, 
shows itself magnetic even to the ordinary magnet. 

Even the iron content of minerals, though this largely determines the 
magnetic properties, is no invariable guide to those properties ; witness 
the non-magnetic character of ordinary pyrite, a mineral almost half 
constituted of iron. Pyrrhotite, on the other hand, though compounded 
of the same tw^o elements iron and sulphur, is strongly magnetic ; in this 
mineral the iron exceeds the sulphur. 

Accordingly, only by actual test is the magnetic character of any 
particular mineral determined reliably.^ Thus determined, minerals are 
divided into three classes : firstly, those which are so strongly magnetic 

to be attracted by an ordinary magnet, these being known as “ ferro- 
magnetic ” minerals ; secondly, those which, while not responding to the 
ordinary magnet, may be made to move by electro-magnets, these being 
the “feebly-magnetic’’ minerals; and thirdly, the class of non-magnetic” 
minerals. 

Ferro-magnetic are: magnetite, FeO, FcgOg; pyrrhotite, FeySg; ilmenite, 
’'FeO, TiOj, ; .chromite, FeO, CrgOa ; franklinite (Fe, Zn, Mn)0, (FeMn)208 ; 
md marmatite (3Zn, Fe)S, in representative specimens. 

Feebly-magnetic are : siderite, haematite, limonite, garnet, wolframite, 
^monazite, rhodonite, etc. 

' 1 W. R. Crane, Trans, A.LM.E. Vol. XXL, 1902, p. 444. 
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Some idea of the relative susceptibilities of the more prominent of these 
minerals to rfiagnetisation may be gathered from the following scale, wherein 
for comparison fhe magnetic susceptibility of iron is placed at 1,000,000 : 


8oft iron 
Magnetite 
Siderite 
Haematite p 


1,000,000 

40,000 

800 

400 


Theoretical Considerations 


Svscephbility, Permeability ^ and Magnetization . — ^Magnetic susceptibility 
is tbe ratio of the intensity of magnetization to thAt of the field creating 
it ; the susceptibility of air is zero. Using the symbols of the physicist : 

7 1 . 3 

/c, the magnetic susceptibility = jj- 


Magnetic permeability is the ratio of the induction to the magnetizing 
field, that is to say, it is the ratio of the internal field to the external field 
producing it ; the permeability of air is 1. 


?/, the permeability = 




The relation between susceptibility and permeability is obtainable from 
the formula connecting induction, field, and magnetization, namely, 
e8 - Jf + 47r3. J)i viding by Jf 


o8 

Jf 


= 1 + 47r 


s 

Jf 


or, w = 1+477^; and (w -1). 

477 

In conformity with this relation, ratios of magnetic susceptibility have 
a wider range than those of permeability. At its maximum the permea- 
bility of soft iron is as much as 2000 ; that of most other substances is 
not far removed from umty, of paramagnetic substances a fraction greater 
and of diamagnetic the minutest fraction less than unity. The' corre- 
sponding extremes for susceptibility are 160 and the minutest fraction 
less than zero. Susceptibility is a function of the difference between the 
induction and the magnetizing field, that is to say, it is a function of the 
magnetization remaining after the strength of the field has been deducted., 

' 477 


. Neither the permeability nor the susceptibility of a substance' is, how-^ 
ever, constant, since neither the induction on which one depends nof the 
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magnetization on which the other depends, increases directly with the 
magnetizing field. With most substancas, since both permeability and 
suscej^tibility are low, the variation is not great. But with highly 
permeable iron or steel it is extreme. Starting with a weak field both 
the permeability and the susceptibility of soft iron are low. At a field 
strength of about 5 lines of force per square centimetre the induction has 
climbed abruptly to about 10,000 and the permeability consequently to 
2000, roughly its maximum value (Fig. 352). From that point, with 
increase in field strength the induction rises more slowly, and the per- 
meability falls, steeply at first and gradually afterwards, till with a field of 




Permeability and Susceptibility Curves.— The curves drawn 
are roughly those for soft iron or niild steel (p. 518). 

about 16,000 lines of force it lias fallen to about 2. It is clear that in a field 
of infinite strength the permeability of iron and of all things would be unity. 

Similarly, the graph of susceptibility rises abruptly to a maximum in 
a field of about 5, whence it descends steeply at first and gradually after- 
wards, till in an infinite field it would be zero. Long before this, however, 
increase in magnetization is at so slow a rate that practically speaking 
the iron has become ‘saturated,’ a condition in which the molecular 
magnets of which the iron may be taken to consist, would all be oriented 
along the lines of force and nothing remained to be accomplished. In 
'magnetic separation, saturation is generally considered to be reached 
when the induction is of the order of about 16,000 lines of force per square 
centimetre ; in dynamic electric machines, motors and generators, a lower 
^figure, some 800(1—10,000 lines, is considered to bring about economie 
saturation. 
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The degree of magnetization which connotes saturation falls as the 
temperature rises ; with iron or steel this fall continues gradually and 
regularly till a temperature of about 785 ° C. is reached, when it is 
critically abrupt and all magnetization ceases. At that temperature, 
described by metallurgists as the temperature of * recalescence,* there is, 
demonstrably, molecular rearrangement. 

From the foregoing it ^ill be realized that the permeability of a sub- 
stance, while peculiar to that substance under given conditions, varies 
with the field and temperature. With field and temi)erature constant, 
determinations of permeability may be rendered inconstant by other' 
varying factors ; crushed material, for instance, will by reason of inter- 
stitial air give different figures to massive material. 

Though, therefore, it is convenient to attribute differences in magnetic 
behaviour to specific permeabilities, and though the order of permeability 
may be established, no precise figures for that property are of general appli- 
cation ; the possibilities of magnetic separation in any particular instance 
must await determination by actual test. 

Eledro- magnetic Circuils^—'lh.e induction of an ordinary permanent 
magnet is about 800 , this figure being obtainable from the measured lifting 
force of magnets, by the ap})lication of the formula 

F, the lifting force in dynes 1 

OTT 

where S is the cross section of the magnet and 0^6 the "induction, that is, 
the number of lines of force per square centimetre. 

Such a low induction is impotent in modem magnetic separation, where 
both the nature of the separations effected and the considerations of 
economy demand the higher figures readily obtainable by the electro- 
magnet. The electro-magnet is an iron or steel core upon which an 
insulated conducting wire is closely wound, layer up<m layer. The length 
of this core is generally substantially greater than its transverse dimension, 
so that the wire-envelope approximates the geometric figure of a solenoid. . 

The field of a solenoid is given by the formula 

Jf, the solenoid field =^iTrnl 10 "^ 

where n is the number of wire-turns per centimetre of the core length and 
I the number of amperes of current passing. 

The field of a 'flat or ring coil, with transverse dimension great relatively 
to its length, is proportional to the total number of turns, and invenjdy 
proportional to the coil radius, thus 

KfiMnngfim^ — 



620 


ORE-DRESSING 


CHAP. 


Accordingly, since A’/2f, the ratio between these two fields, would 
invariably be less than unity, the field of a ring coil is shbstantially 
less than that of a solenoid coil. 

Applying the formula for the solenoid to a magnet wound 250 turns 
per centimetre, then for each ampere of current passing, the field would 
be 1-25 X 250 = 312. In such a field the permeability would be about 
70 for a perfect iron-circuit such as would 'be formed by a complete 
annular core, and say about 35 for a straight core necessitating a 
return circuit through the air. With this latter design the induction 
would accordingly be of the order of 10,000. Employing 500 turns and 
10 amperes, the field would be 1-25x500x4-2500. In a field of that 
strength the permeability of a perfect iron-circuit would be say 12, and 
that of a straight core about 6, at which latter figure the induction would 
be about 15,000. 

The foregoing considerations illustrate the effect of the nature of the 
circuit upon the permeability of the circuit, and consequently upon the 
induction. The specific permeability of a substance is that obtaining when 
the circuit is homogeneously and completely of the particular substance. 
The average permeability of a heterogeneous circuit, say of iron and air, 
is calculable by ‘ weighting ’ the permeabilities of the different media with 
the lengths of the traverses through those media, respectively. 

Approaching this subject from the circuit instead of from the field, the 
force compelling the circuit, that is, the ‘magneto-motive force,’ is 
proportional to the total number of turns and also to the intensity of the 
current passing ; thus with the current expressed in amperes 

th mogneto-'^notiveforce^iTNI 10'^. 

The force resisting the circuit, the ‘ reluctance,’ is directly proportional 
to the length of the circuit, inversely proportional to the section, and 
inversely proportional to the average permeability of the circuit. 

oR, the reluctance = ljuS. 

Finally, the magnetic flux around the circuit is the quotient of the 
magneto-motive force divided by the reluctance, 


, the flux 


? Magneto-fmtive fores 
cS* Reluctance 


But flux is the product of induction multiplied by section, or c8jS ; therefore 

iirNI 10-1 


whence 






uS 


^ « w47r-j 1 10“i ; or, uiiml 10“!. 
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That is to say c8, the induction, is equal to the product of the mag- 
netizing field multiplied by the average permeability of the circuit. 


Accordingly, the induction may be increased either by increasing 
the permeability of the circuit, or by increasing the strength of the exciting 
field, and doubly by increasing both. 

It is obvious, therefore, that the induction is largely dependent upon 
the character of the exterior circuit. In magnetic separation there are 
broadly three dispositions of this exterior circuit : The first, where a single 
pole radiates its lines of force into space, these eventually returning to the 
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Representative Circuits in Magnetic Separation. — diagram. A rcproBents 
the circuit larg(‘ly completed in air, when there will bo considerable dispersal of the 
lines of force. B represents the circuit completed by an iron bridge which concen- 
trates the lines of force and diminishes leakage. 0 represents the circuit when 
the place of the iron bridge is taken by a second electro -magnet, the windings of 
which confine the lines of force. The jmrmcability of the heterogeneous iron -air 
circuit of A is considerably less than that of B, where consequently the induction 
'and the field at the air-gap are stronger. In C, leakage of linos of force through the 
windings of the second magnet being impossible, the induction in that circuit and 
the field in the air-gaps arc stronger than in B, and stronger still than in A (p. 521). 


pole of opposite polarity some distance away ; such a disposition is only 
rational with ferro-magnetic materials, where high induction is not required 
(Fig. 353). The second, where the exterior circuit is of iron except for an 
air-crossing or ‘ gap * at either pole ; such a disposition secures an induction 
strong enough to attract feebly-magnetic materials. And thirdly, where 
the exterior circuit is through another primary magnet wound to an 
opposite polarity ; such a disposition, by confining the lines, of force for 
much of the exterior circuit, prevents leakage at the sides and secures 
maximum induction at the poles. 

Given a winding long enough to approach the solenoid figure, extre^ 
length, though it would create greater magneto-motive force, \!^uld 
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create a proportionally greater reluctance; flux and induction accord- 
ingly would not be increased. But, ordinarily, the winding falls short " 
of solenoid length, and the field strength is less than the solenoid would 
give; where, then, greater induction is required, the length of winding is in- 
creiised with advantage. Similarly, extra layers upon the winding, though 
they increase the magneto-motive force and consequently the induction, 
do so at the low rate* of a ring coil ; moreover, 

'' f on account of their greater diameter, such outside 

/ layers take greater length of wire for the same 

/ number of -turns. Nevertheless, when great induc- 

I tion is required the winding must be relatively deep, 

C Ordinarily the length of winding varies from 

\\. 10 to 30 in., and the depth from 2 to 4 in. With 

\ X resjiect to the size of wire, experience shows that 

,, \ with insulated wire not more than 2-5 amptos can 

be carried per square millimetre of copper section, 

without risk of undue heating (p. 550). 

Attraction of a ^ 

Particle in a Diverg- 
ing Field.— Diagram. Magnetic attraction is 

Under the iuflu('iic(‘ of a disfday of the force which in any system * 
the magnet the particle possessing potential energy works towards the 
Ix'comoH polarized, de- position of equilibrium where that energy is least. 

pole at its near end response to that force a magnetized particle m 
where th(^ held m a magnetic field moves in the direction of greater 
stronger, and a nqiul- field strength, the system thereby doing w^ork 
sivc pole at its far a^jjy outside reaction tending to stop that 

weaker. In a radiat- niovemeiit. Particle attraction connotes movement 
ing field there is uni- ill the direction in wliich the lines of force converge ; 
fonn and regular di- repulsion, movement in the opposite direction oh 
vergiMice ; but any divergence (Fig. 354). 

.mnd inZZl "" variation of the field strength exists, 

would ri'sult in attrac- where the field being uniform the lines of 

tion (p. 522). force are parallel, thougli the particle may become 

strongly magnetized it will not move except to 
align itself with the lines of force ; the terrestrial magnetism at any 
one place is an example of such a field (Fig. 355). This non- 
movement of a particle results from the equal and opposite forces acting 
hpon the t^o poles. A single pole woidd move even in a unifortn 
field. 

The force attracting particles is in fact proportional to the rate of; 
change of the field strength in respect to distance ; it is, in addition, also ^ 
proportional to the magnetic susceptibility of the particle and to 
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votene of the particle, the whole position being represented by the 
expression ‘ . 

F.KV^‘. 

08 

In certain cases all the terms of this expression are known. In a nor- 
mally radiating field the strength of the field varies inversely as the square 
of the distance from the 
pole, and the force acting 
between two masse-s of 
magnetism m and m', with a 
distance r between them, is 
given by Coulomb’s Law- 


^ mm m 
F = . or wi . 


This law may be applied 
to the determination of the 
lifting force of a magnet of 
a given ’ induction c6 and 
section S. From con- 
siderations of the rate of 
change of the field strength 
as the pole is approached, 
namely, 1/r^, the strength 
of the field at a point 
situated very close to the 
pole is 'lira, where a is the 
density of the magnetic 
mass. But since ^ is 
equal t<i 47rcr, a is equal 
to oB/47r,this density exist- 
ing both on the magnet 
and on the face of the iron 



Radiating and Uniform Fields. -Seeing that 
the total flux crossing a closed surface containing 
a iK)le is constant whaUwer the distance from the 
pole, it is easy from considerations of a spherical 
surface to deduce that in a radiating field the 
strength of the field varies inversely as the square 
of the distance from the pole. A particle in such 
a field would have its nearer pole more strongly ' 
attracted than the farther pole was repelled, and 
consequently would move. In a imiform field the ^ 
lines of force have all the same direction and in- 
tensity, and accordingly in such a field a polarized 
particle does not move, one pole is as much attracted 
as the other is repelled ; a single pole would, of ’ 
course, move (p. 522). 


lifted ; the two magnetic masses are accordingly each equal to 
The force of attraction between them is the product of one mass multiplied 
by the nonnally radiating field of the other, the magnetic masses on the ! 
distant poles being too far away to interfere. 


47r 47r 


Stt 


A paramagnetic particle placed between two plane poles not far api^ 
is, however, in a different position, and no possibilities of useful calcfilafiMi 
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exist. Such a particle is completely enveloped in a field where the 
divergence of the lines of force, that is, the rate of change of field strength 
with distance, is small ; indeed, across a medial plane the’ rate of change 
is nil and the lines of force arc parallel ; the field is uniform (Fig. 356). 
Further, upon the ])article two equal and opposite masses of magnetism 
are induced, both of which are in the field, the one being attracted, the 
other repelled ; in consequence, any remaining force of attraction is the 
excess over a nearly equal repulsion. A particle precisely balanced across 
the medial plane where the diverging fines of force from one plane change 

their direction to converge upon the 
other, would experience no attraction 
however strong the field and how- 
ever completely the particle were 
magnetized. On either side of that 
plane, however, the particle would 
move in the direction of the con- 
verging lines of force, finally coming 
into contact with the pole. 

From the foregoing considera- 
tions it is clear tliat though a strong 
induction makes for attraction by 
more strongly magnetizing the j)ar- 
ticle, it is ineffective unless at the 
same time the field clianges strength 
with distance, the particle will not 
move except towards greater field- 
strength. The greater attraction of 
diverging fines of force is seen in the 
bunching of iron filings upon the 
edges of a magnet. 

Accordingly, in magnetic separation plane poles are not set facing one 
another but are used alone or facing wedge-shaped poles; the latter 
disposition gives the greatest rate of change of the field strength, since the 
lines of force rapidly converge from the plane to the wedge pole, or rapidly 
diverge if regarded as proceeding in the opposite direction (Fig. 357). 
Wedge poles also give the greatest field strength since they concentrate 
the lines of force, in the one case those coming from the iron, and in the 
other those opming across the air ; for this reason poles of wedge shape 
arq used surgically, to withdraw iron splinters which have penetrated the 
eye or other delicate member. In magnetic separation wedge-shaped 
^es have also been used facing one another, the material being presented 
to one side and not actually between the poles (Fig. 369), 



Uniform Field medially between 
Two Plane Poles.—Diagram. As the 

lines of force div('rging from one ))olo 
change direction to converge upon an 
equal and opposite jwle, they are 
momentarily parallel to one another; 
that being so, the field crossing the 
medial plane between two poles, theoretic- 
ally speaking, is uniform (p. 524). 
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Time apparently does not enter the question of magnetization, at least 
that would* be the inference from the fact that in alternating current, 
with alternaticths as high as 600,000 per second in laminated iron, the 
limit to the speed of magnetization is not reached. Since, however, the 
attraction for the mineral particles must be strong enough to cause them 
to leave the path in which they are travelling, the speed of travel through 
the field must be adjusted to the attractive force. In this connection 
particular experiments showed that, of a mixture containing magnetite, 
rhodonite, and blende, when using a current of say 5 
amperes, only magnetite was withdrawn at a speed of 
100 metres per minute, whereas at 50 metres the 
rhodonite was removed, and finally, at 30 metres, the 
blende. On the other hand, when at a standstill all 
these minerals were removed by a current of say 0-166 
amperes. 

In respect to particle size, since the attractive force 
in a given field would ayipear to be projiortioiiate to 
particle volume, that is, to mass, and the forces cap- 
able of resisting attraction, namely, gravity, friction, 
momentum, vary in the same proportion, the field and 
circumstance suitable for a large particle might also 
appear suitable for a small particle. It is the experi- 
ence, however, that while a large particle will readily 
free itself from a bed of particles and fly upward to a Wedge Pole, 
the magnet, a smaller particle at the bottom of the bed ^ 

may not get through ; this experience may be expli- pop, not only con- 
cable by the weight of overburden pressing on the centrates the lines 
small particle. But the observed fact that when con- 

movement is necessary to reach the magnet large them upon 

particles move before the smaller, is explicable by tides arc attracted 
the greater relative nearness of the attractive end to it (p. 524). 
of the particle and the greater relative distance 
of its repulsive end; the greater the ratio of the particle dimension 
to the distance from the pole, or, equally, to the width of the air gap, 
the greater the force of attraction. 

When, however, the particles are fed to come in contact with a naked 
magnet, a revolving magnetic cylinder, for instance, the position is different, 
the smaller particle is attracted as strongly in relation to it§ m a s s as th^ 
large particle ; indeed in the turmoil of passage the small particle, clingipg 
more closely than the large particle, is more securely held. In such 
circumstances, experience shows that the larger p“ 
magnet, that is, greater intensity of current. 
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Scope and Preparation 

Concentration and Separation . — ^With magnetite, the most permeable of 
minerals, the crude ore may be treated magnetically to separate the mineral 
from the gangue ; such a treatment, which may be described as ‘ mag- 
netic concentration,’ is commonly undertaken in the Mineville district of 
New York, in New Jersey, in Scandinavia,* and elsewhere. Similarly, 
worthless pyrrhotite may be withdrawn magnetically, leaving a product 
enriclied in valuable non-magnetic sulphides ; such a treatment was 
devised for the ore at the Sullivan Mine, British Columbia, though after- 
wards abandoned in favour of flotation. Finally, a unique magnetic 
concentration of crude ore takes place at Franklin, New Jersey, where 
franklinite is magnetically separated from zincite, willemite, etc., asnd 
gangue. In this last instance both the magnetic and the non-magnetic 
products are valuable, the latter being further concentrated by water. 

Of all other minerals the permeability is so low that magnetic con- 
centration from the crude ore is economically impossible. With these, 
magnetic separation becomes limited to the treatment of a concentrate 
obtained by water ; such a treatment may be described as ‘ magnetic 
separation ’ in its narrow sense. So described, common magnetic separa- 
tions are : blende from roasted ppite, marcasite, etc., this being widely 
practised, and jiarticularly in the Mis8issip])i Valley ; siderite from blende, 
this being practised on the Continent, Sardinia, etc. ; calcined siderite 
from gangue on the Continent ; wolframite from cassiterite, in Cornwall, 
Bolivia, Australia ; monazite from ilmenite and zircon, in India, Ceylon, 
and Brazil. Exceptionally, magnetic blende is separated from pyrite, at 
Leadville, Colorado ; smithsonite, zinc carbonate, from limonite ; mag- 
netite from bornite, chalcopyrite, etc. 

Preparation for Magnetic Trealment . — The first essential to separation 
is that the magnetic mineral should be released from attachment to non- 
magnetic mineral, generally by crushing. Where the material treated is 
the concentrate from a previous treatment by water, that release will 
already have been effected. Where, however, the concentration of the 
crude ore is achieved magnetically, release by crushing will be a necessary 
preparation for that treatment itself ; in this respect magnetic concentra- 
tion does not differ from either water concentration or flotation. 

• The extei^t to which crushing is carried depends upon the distribution 
of^ the magnetic mineral in the ore, and the grain of the mineral ; where 
the aggregation is coarse, concentration will begin earlier and less material 
i«^ll be submitted to fine grindii^. On the Eastern Mesabi, Minnesota, 
concentration is planned to begin after the ore has been broken to 2 in. 
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and to end after ball-mill grinding to 100 m^psh. At Mineville, New York, 
and in New Jersey, concentration begins variously from 2 in. to J in, and 
ends after crushing to 20 mesh, further comminution not being required 
(Fig. 383). At Herrang, Sweden, concentration does not begin till the ore 
has been reduced to 2 mm. ; at Sydvaranger, Norway, till comminution 
has been completed in ball-mills to 20 mesh ; while at Pitkaranta, 
Finland, sliming is necessaiy. These are all magnetites. At Franldin, 
New Jersey, on the other hand, franklinite is not released and magnetic 
separation does not begin till the ore has been reduced to 60 mesh. 

In general, taking advantage of the coarseness of the magnetite and 
waste, stage crushing is a feature of the magnetic dressing plants treating 
the North American magnetites ; associated with stage concentration, the 
finar rolls are relieved of much work, both by the reduction in quantity of 
material and by the elimination of particularly hard rock. On the other 
hand, where, as in Scandinavia, all the ore must be reduced to a fine size, 
dry crushing and separation are excluded because much dust is not only 
harmful to fast-running machinery but also contaminates the resultant 
concentrate. 

Next to comminution, pro})er sizing is essential to successful magnetic 
separation, not only because of its assistance in stage crushing but also 
because magnetic separators do not function satisfactorily upon material 
possessing a wide range of size. In general, the lower the permeability of 
the magnetic mineral, and the smaller the difference in permeability between 
two magnetic minerals to be separated, the closer the necessary sizing. 
Even, however, with magnetite, close sizing often secures greater efficiency 
of the whole plant, particularly where the quantity treated is large enough 
to add its sanction to this differentiation. 

At Mineville, New York, the following sizes are made and treated 
separately: 2— | in.; J—f in.; J in.; J in.— 20 mesh, and 
20 mesh— 0. At the Replogle Mine, New Jersey, there are five sizes, 

J — 3/1 G in. ; 3/16 — 5/32 in. ; 5/32 in. — 6 mesh ; 6 mesh — 8 mesh ; and 
8 mesh — 0. At Moose Mountain, Ontario, on the other hand, ^the ore 
after being broken to pass a 12 in. aperture, was treated unsized, 
though admittedly at the expense of the recovery of fine magnetite. 

In Sardinia, separating siderite from blende the water concentrate is 
divided into three sizes, namely, 7 — i mm. ; 4 — 2 mm. ; and 2 mm.— 0, 
^ch size being treated on its own separator. At the Launceston Works, 
Tasmania, separating wolframite from cassiterite and bismuthinite, four 
sizes are made from 1/8 in. downward. In Cornwall, as a rule, coarse 
and fine concentrate are treated separately, the general fineness of the ' 
cas^terite not warranting any greater subdivision. 

^y where the material is ground fine and the magnetic mineiial is 
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pronouncedly permeable may treatment take place without sizmg, yet with 
satisfactory recovery. At Franklin, for instance, the ore is ground to 
60 mesh and treated in that one size. In Sweden and Finland magnetite 
ores are gi'ound fine and treated wet without sizing. In general with mag- 
netite, material finer than about 12 mesh requires no sizing. 

Finally, an adequate preparation generally includes the drying of at 
least a proportion of the material treated ; anck often includes a magnetizing 
roast. 

The drying of crude magnetite ore in preparation for magnetic con- 
centration is generally limited to the smalls which after preliminary 
breaking are separated by, say, a 1| in. screen ; in that portion of the 
ore the moisture is usually concentrated, the small amount remaining with 
the larger material being insufficient to affect freedom of movement 
among the pieces. Being necessary for the finer dry -separation, such 
drying is undertaken even if the finest separation is effected in a wet 
separator and after wet grinding; it finds no place, however, where 
all the se})aration is wet. In the concentration of zinc ores at Franklin 
Furnace, New Jersey, all the ore after being crushed to | in. is dried, and 
then crushed to 60 mesh for separation. 

Magnetic separation applied to a water concentrate demands that all 
the material be dry. This dry condition may be reached by special drying, 
or it is achieved concomitantly with such roasting as may be necessary to 
develop magnetism. 

In magnetic separation roasting is imdertaken to convert non-magnetic 
or feebly-magnetic iron minerals into ferro-magnetic iron compounds. By 
a slight roast, pyrite, FeBg, which is non-magnetic, may be converted into 
a ferro-magnetic sulphide, Fe..S^, and by a somewhat longer roast to the 
magnetic oxide, FeO, FcgOs ; but over-roasted in the presence of abundant 
air, the ferrous oxide combines with more oxygen till the whole consists 
of ferric oxide, FegOg, a feebly-magnetic substance. The iron of chalco- 
pyrite, CugS, FcgSg, bomite, SCugS, FcgSg, mispickel, FeAsS, etc., under- 
goes similar changes to become magnetic. Similarly, siderite, the natural 
♦ iron carbonate, FeCOg, under the action of heat disengages carbonic acid, 
a short roast in a closed furnace tending to the production of the magnetic 
oxide, while a longer roast with abundant air again produces the feebly- 
magnetic ferric oxide. 

Where much of the ore is crushed dry to a relatively fine size the 
' preparation for magnetic separation often includes the separation of the 
impalpable dust by an ‘ exhauster.* The dust arising in roasting is also 
sometimes similarly drawn away. 

The operations of drying, roasting, and subsequent cooling,, are 
^desodbed in a later chapter. 
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Magnetic Separators 

The machine*s which accomplish magnetic separation must provide the 
necessary magnetic field ; must present a proper stream of ore into and 
through the field ; and must remove the magnetic minerals, the non- 
magnetic continuing with the stream. If that stream be dry, such 
machines are ‘dry separators, * whereas if the material be water-borne 
and in the condition of a pulp they are ‘ wet separators * ; mostly, 
magnetic separators are dry, wet separators being only practicable with 
finely - crushed ferro - mag- 
netic material. 

Separators may also be 
dei^ribed as drum, pulley, 
belt, ring, disc, armature, 
and motor separators respec- 
tively, after some prominent 
* feature in the design. 

Finally, though no differ- 
ence in principle exists, it is 
convenient to differentiate 
between Ferro-magnetic and 
Feebly-magnetic separators. 

Ferro-magnetic Se'paraiors. 

The simplest magnetic 
separators are those par- 
ticularly applied to the re- 
covery of magnetite, namely : 

Ball-Nortm Drum Separ- 
ator , — This separator, used 
largely in North America, consists of a drum of non-magnetic metal, 
manganese-steel, or rubber-covered brass, 24r— 36 in. diameter and 
28 in. face, making 50—60 revolutions per minute around a fixed vertical 
yoke occupying roughly one vertical half of the circle. Iii that yoke are 
held about a dozen radial magnets so woimd that opposite poles follow 
one another close under the inner surface of the drum. Such alternate 
polarity, in continually breaking and remaking the magnetic Joops, gives^ 
opportunity for entangled waste to clear itself ; moreover, the juxtaposi- 
tion of opposite poles strengthens the field. On the top of the drum the 
material to be treated is delivered in the direction of rotation and over^ 
the magnets. Carried forward, the non-magnetic material drops strcGght 

2u 




BaO-Korton Drum Separator.— Diagram. 
For ferro-magnetio and coarso material, coarse 
magnetite for instance {p. 629 ). 
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ofi, while the magnetic material is held against gravity and centrifugal 
force till the magnets are passed, when it is flung off (Fig, 358). 

With 4—5 amptes of current and treating per hour 20 — 30 tons of ore 
crushed to 2 in., this machine separates clean magnetite in what is 
described as a cobbing operation, the bulk of the material remaining to 
be further treated. With somewhat poorer ores, or with material crushed 
to 1 in., a stronger current, say, of 7 amp'^res, would be required to 
make a similar quantitative division of the material. 

Wemlrom iScpandor — The Wenstrom, one of the earliest separators'to 

receive extended use and still 
largely employed in Sweden, is 
likewise a drum separator (Fig. 
359). Inside a cylindrical drum 
built of alternate wood and 
iron bars laid along the face, 
magnets of circular shape are 
fixed independently of the drum 
and eccentrically to it. Pole 
extensions from these magnets, 
shaped to the drum curvature, 
carry the magnetic flux to the 
iron bars of one vertical half of 
the drum, the other half being 
relatively removed from the 
magnetic field. The windings" 
around the magnets are such 
that alternate extensions have 
opposite polarity, this disposi- 

Wengtrom Separator.-Diagram. A dnmi securmg 

separator uaed largely ill Scandinavia wherever x’ • -x j 

the magnetite i, wa^ enough (p. 530 ). « "“gnetic circuit and ■ 

consequently a high induction. 
A drum of 30 in. diameter and 24 in. face, making 30 revolutions per 
minute, and supplied with, say, 15 amperes of current has a capacity of 
5 — 10 tons of coarse ore per hour. 

Ball-Norton Pulley Separator , — With this separator the field is obtained 
by radially-disposed magnets filling the inside of a pulley, around which 
and around an idler pulley about four feet away, centre to centre, runs 
a rubber belt on to which the ore is fed. These pulleys are about 30 in. 
diameter and 24 in. face, and make about 50 r.p.m., the magnets, of which 
there are usually about twenty-four, revolving with them. As before, the 
, magnets are wound so that poles of opposite polarity follow one another 
(Fig: 360). 
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Energized with 20—25 amp^es, these separators have for their par- 
ticular province the treatment of lean ores, or the middling from a 
previous cobbiilg operation. Treating 20—30 tons of such material per 
hour, they produce an enriched middling for further treatment and a 
tailing assaying, say, 8 per cent of iron. Such further treatment of the 
middling would generally consist of crushing by rolls to 1 in., followed 
by treatment on a cobbing drum. 

Ball-Norfon BeU Separatar . — The belt separator is applied to the treat- ^ 
ment of material crushed to J in. and less ; for instance, the middling 



Magnetic 
Fig. 360. 


Ball-Norton Pulley Separator.— Diagram (p. 530). 


from the cobbing drum just mentioned. With it, a rectangular battery of 
ft dozen magnets of alternately opposite polarity is contained between the 
upper and lower stretches of an 18—24 in. belt running at a speed of about 
360 ft. per minute around two pulleys, the poles facing downwards close 
ftbove the lower stretch (Fig. 361). Close below this belt a second and 
similar belt, set a little back yet between the same side-planes, runs at 
the slower speed of about 200 ft. per minute in the same direction. This 
lecond belt is the feed belt by which the material is brought into the 
magnetic field. Arrived there, the magnetite, fl}dng upward toward the 
magnets, is caught by the fast-moving upper or ‘ take-off * belt, to be 
ixe^ped when the magnets are passed, at a point well beyon4 the'end e( 
lie feed belt, that is, beyond the falling point of the non-magitetics, 
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Usually these non-magnetics are retreated by another belt machine below, 
tliis second machine producing middling to be recrushed and retreated, 
and a tailing poor enough to be discarded. Two machines so placed in 
regard to one another would be working in retreatment series (Fig. 383). 
With still smaller material,, from which the taking of a middling to be 
recrushed might be unwarranted, the treatment in series would not be 
applied, but where more than one machine ‘was required the machines 
would work in parallel, each taking an aliquot portion of the material and 
making finished products, concentrate and final tailing. 

Supplied with about 25 ampkes of current and treating J in. material, 
a belt machine will treat about 20 tons per hour, making its particular 
products, finished or otherwise ; the effective capacity of machines working 



Ball-Korton Belt Separator.—Diagram (p. 531). 

in series is that obtained by numerically dividing the tonnage between 
the machines in the series. Treating finer material in parallel, say, material 
smaller than 2 mm., the capacity of a belt machine of normal size is sub- 
stantially less and about 1-5 — ^2 tons per hour. 

Grdndal Wtt Separator . — The fine crushing of dry material creates con- 
siderable dust, which is objectionable not only around the crushers but 
eventually also aromid the magnetic separators ; moreover, treating suclt 
material dry, experience shows that some gangue dust becomes so attached 
to the magnetite particles as noticeably to diminish the value of the 
resultant cqncentrate, WTiere, therefore, fine grinding is necessary by 
r^son of the intimate mixture of magnetite and gangue, dry separation 
loses its advantages and wet separation is better. 

In Scandinavia many of the magnetites are fine-grained, so that, in 
addition to coarse and dry separation, w^et grinding in ball-mills and sub- 
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sequent wet magnetic-separation are practised. The ball-mills employed 
are of the Grondal and Herberle types, and grinding is taken to 1-5 mm., 
or, say, 8 mesh* and finer. The resultant pulp, having a consistency of 
about 4 of water to 1 of ore, is then treated in wet separators, mostly of 
Grondal design (Fig. 362), 

The Grondal wet-separator commonly consists of a non-magiietic drum 
revolving around a fixed magnet with a wedge pole pointed downwards. 
Upon the exterior of this drum, strips of iron are laid along the face at 
close intervals around the circle, these strips becoming magnetized as they 
revolve past the pole. Such revolution takes place at the rate of about 
75 revolutions i)er minute, over a pointed box into which the pulp is fed 
and maintained at such a level that the drum just breaks the water sur- 
face. Arrived in tliis box 
the solid particles in the 
pulp are lifted upwards over 
a central baffle by water 
entering below\ Above the 
baffle they come into the 
magnetic field, the mag- 
netite i»articles attaching 
themselves to the magnet- 
ized strips, the non-mag- 
netics falling to a bottom 
discharge. Rising out of the 
water the magnetics are 
carried out of the field, till, 
the strips losing their mag- 
netism, the particles drop, 
the middling first and the 
cleaner particles afterwards, water being used to complete the detach- 
ment of the latter. By trays suitably placed, these two products 
may be collected separately, but generally they are collected together 
as a middling to be retreated by a second machine in series. Such 
macliines are used at Grangesberg, Dannemora, and elsewhere in 
Sweden. 

In America the Grondal wet-separator is modified in that the pointed 
pole gives place to a battery of magnets arranged within the drum on its 
rising side, the drum itself having no iron strips on its face. , • 

The property of magnetite slime in suspension to become selectively 
flocculated in a magnetic field permits its separation from gangue slime 
by descent through a rising current strong enough to cany^ the gangue^ 
slime to the overflow. Such a separation of the gangue sMe may be 



Grondal Wet Separator —Diagram (p. 533). 
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carried out beforehand to the greater cleanliness of the concentrate, or in 
the magnetic separator itself. 

Magnetic Log-imsher ard Magiuiic Dnig-rlassifier . — By placing magnets 
close under tlie sloping bottom of a log-washer, a wet magnetic-separator 
suitable to the treatment of finely-ground magnetite ore, and of large 
capacity, is obtained. Recently, in the Eastern Mesabi, Minnesota, such 
a magnetic log-washer was used with technical success in treating 
magnetite ore previously ground in wet ball -mills to 100 mesh and finer. 
The fine magnetite, bunched together over the magnets, becomes involved in 

the upward-conveying effect 
exercised by the spiral-flighted 
logs, while the gangue is 
washed downwards eventually 
to overflew. 

It has also been suggested 
that the drag-classifier may be 
converted to a similar use. 

Edison Deflex^tion Separ- 
ator. -Edison designed and 
put into use upon finely- 
crushed dry magnetite ore, a 
separator consisting solely of 
a battery of horizontal mag- 
nets, four or five in number, 
placed at regular intervals 
one above the other (Fig. 363). 
So placed, each end of each 
magnet becomes a separating 
field, in which the magnetic 
particles of a falling sheet of 
ore arc deflected towards the 
magnet sufficiently to be withdrawn from the falling stream. This 
happening in succession from top to bottom, the material which main- 
tains a straight fall will be fairly clean gangue. That this shall be so, 
however, the catch plates must be so placed that lean material is caught 
with the concentrate. To clean this rough concentrate, a second battery 
of magnets is arranged, with the catch plates suitably disposed to separate 
' a portion of the lean mineral each time, the enriched mineral alone being ^ 
directed past the jmles in succession. 

Such a separator includes no moving parts and is remarkably simple. 

„ it demands, however, that the material shall be dry, of uniform size, say 
cru^ed to 8—25 mesh, and contain a minimum of dust. With pol^ 


Feed Feed 

\ 1 



Edison Deflection Separator— Diagrams of 
roughuig and cU'aning machines (p. .534). 
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flattened to accommodate a stream about four feet wide, and using 
10—16 amperes, a single separator will treat about 10 tons per hour. 
In the roughing machine the windings are arranged that the fields 
increase in strength downw^ards, whereas in the cleaning machine the 
strongest field is at the top. The magnets, being enclosed, are not naked 
to the stream. 

This separator was trie<l both at Edison, New Jersey, and at Dunder- 
lahd, Norway. 

The separators for magnetite just described were distinguished by 
simplicity, robustness, and capacity, rather than by perfect work. More 
highly developed are those applied to the treatment of a roasted pyritic- 



DingS Rougher Separator. — ^Diagram. Thc^ studded rovolving-amatureB have 
a diameter of about 26 inchea, so that tiiey overhang and throw the magnetics to 
either side of the table, this latter being about 21 inches wide (p. r)3o). 


concentrate, generally to leniove pyritic impurities from blende ; such 
. separators are : 

Dings Sefamtor . — In the Wisconsin zinc-district of the Upper Missis- 
sippi valley, two types of Dings.separator are used, a rougher and a finishing 
machine. The rougher machine consists of a vibrating table about 21 in. 
wide and 8 ft. long, shaken endwise by two eccentrics making about 450 
revolutions per minute, and set at an inclination of about 4 in. per foot 
(Fig. 364). This table has a pressed-asbestos top to accommodate the 
still -warm material which it treats. Above, and aligned with it, are 
two pairs of magnets, the first pair having a shallower. winding th&n 
the second, all being about 20 in. in length. The poles of each gair, 
extending downwards and outwards to end in wedges, follow the circle 
of an armafure ring revolving in a plane parallel to the tab^e. At regu^jir 
intervals of about IJ in. around this ring, which otherwise is of brass. 
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are small vertical iron-studs which extend to within | in.—| in. of the 
table surface. These studs when under the poles become the effective 
thoiigli secondary magnets of the separator ; to conserve the magnetic 
flux of the primary poles, they branch upwards to form a fork by which the 
primary pole is ein braced. Revolving from under the poles, the diameter 
of the ring is such tliat at the neutral axis of the magnets these studs 
dro]) the magnetics clear of the table, into appropriate chutes. Employ- 
ing 2 amperes of current in the first pair and 3 amperes in the second, 
this separator is capable of treating 2- -2 -5 tons of concentrate per hour, 



Fi«. 3r»r>. 

Dings High-Intensity Separator, - General view. The illuntration shows two 
short feed-ln^lts moving inwards towards the centric of the machine, one from either 
end. Over each Ixdt is a large magnet, the poles of which extend downward to 
energize an iron-studde^d revolving armature by whicli the magnetics are lift(‘d from 
the belt and dropped at th(‘ side. In addition, a solid armature revolves over the 
discharge-ends of the two belts to rcmove a imignetic middling from each ; this 
armature is energized by magnets below the belt. The two non-magnetic discharges 
are caught Indow on a small Indt which cames them ch'ar of the machhie (p. 536 ). 

removing magnetic sulphide principally, but also some magnetic oxide. In 
the place of the vibrating table a conveyor belt is sometimes used, the 
other items of design remaining the same. 

The Dings finishing separator is a belt machine with a field strong 
chough to renmve a magnetic middling from the non-magnetic product of 
the rougher machine. The magnets now are placed below the belt, the 
revolving armature remaining above, with an air-gap of about | in. between 
(Fig. 366). The armature being a solid steel disc, except for the air-gap 
tie magnetic circuit is completely through iron, and the induction is high ; 
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moreover, the magnets have deep windings and are supplied with 7 — 15 
ampkes of •current. Doing its particular work a common capacity for 
this type of separator is about one ton per hour. 

A Dings wet-separator has also been developed. Such a separator 
was used at Trail, British Columbia, to remove pyrrhotite from galena 
and blende, the ore treated being that from the Sullivan mine. Dry 
magnetic separation having* failed because of adhering dust, the ore was 
ground wet in ball-mills to 100 mesh, and then treated in the condition 
of a 4 : 1 pulp, on a flanged endless belt 4 ft. in wddth and about 6 ft. in 
length. Over this belt and aligned with it was a wound magnet, the two 
poles of which spanned the belt, one in an upstream ajid the other in a 
downstream position. Running between each pole and the table was a 

Axes (if 



Clevdland-Knowles Separator. Diagram. The uoro of the first magnet is of 
cast-iron and the windings are light ; the core of the second magnet is of steel and 
the windings are heavy (p. TiST). 

transverse take-off belt. Below' the main belt an iron bridge-bar completed 
the magnetic circuit. In addition to permitting the use of wet ball-mills, 
water was found to be of benefit in the actual separation, in that it secured 
an even stream across the belt, and washed the magnetic particles free 
of adhering gangue as they flew out of the water to the take-off belt. At 
the Sullivan mine, five of these separators, 4 ft. in width, shared the 
primaty stream of ore coming from the ball-mills, each machine treating 
about 100 — 120 tons per day. In retreatment thirteen similar machines 
were employed for a total capacity of 600 tons per day. ^ • 

Ckvehnd- Knowles Separatm . — ^This separator, again a belt machine, is 
likewise much used in the Wisconsin district. Over an endless belt moving 
about 100 ft. per minute, two disc-shaped magnets, of greater diameter 
than the belt width, revolve at a speed of about 40 revolutions per minute 
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(Fig. 366). Tliese magnets consist of an inner wound-core and an outer 
shell, shell and core being separated by the windings and a wooden filling. 
On the bottom, however, shell and core meet except for an annular gap 
of half an inch, filled with metallic zinc. Across this gap the magnetic 
circuit completes itself, and here the magnetic field obtains. From 
the belt about 1 in. below, the properly-roasted marcasite and pyrite 
rise to the magnet and particularly to the annular ga]), across wliich they 



Fkj. 3(i7. 

Campbell Separator.— General View. The illustration shows an in(;lill(^d table 
shaken by two (‘oeentries behind. The three cross belts serve three magnets, re« 
sjxjotively. The eleetric-control fittings of these three* magnets are 8t‘en in the fore- 
ground (p. 538). 

bridge themselves, this attachment being broken as the magnet revolves 
against a scraper beyond the belt. The first magnet is wound lighter* 
and given le^s current, say 2 amperes, its duty being to remove the 
strongly magnetic particles ; the second magnet is wound heavier and 
given say 4 — 10 ampkes, to remove a less magnetic product. Treating 
'Ordinary blende-concentrate, this separator has a capacity of about 1 ton 
per hour with a 12 in. belt and 2 tons with a 21 in. belt. 

Campbell Separator, separator, like the Dings roughing machine, 
Ijas a chaking inclined-bed ; the magnetic products are, however, remove^ 
‘by cross belts (Fig. 367). 


XI MAGNETIC SEPARATION 6» 

4 


Where an enriched product from water concentration contains as 
preponderating impurity a mineral which by roasting may be made strongly 
magnetic, a w^ separator, without sizing, may satisfactorily treat material 
containing all sizes below say 8 mesh. Such conditions obtain, for in- 
stance, with the pyritic middling from jigs and tables at the Llallagua 
tin mine, Bolivia, this middling consisting of about two-thirds of pyrite, 
the remaining third being • 
largely of cassiterite ; no 
wolframite is present, and 
scheelite but in unim- 
portant amount. 

Stern Separator . — This 
separator has six mag- 
nets disposed as though 
around three parts of the 
face of a cylinder, the re- 
maining quadrant being 
clear and open. In that 
position they are held 
by cast-iron end-plates, 
between which and them- 
selves a trough about 3 
feet long is contained. 

These end- plates become 
the pole plates of the 
machine. Revolving be- 
tween them and concen- 
tric with the cylindrically 
disposed magnets is an 
iron core which at its 
ends throws out radial 
arms to form star-shaped 
flanges. Between these 
star flanges, which have 
an outside diameter of about 24 in., and the pole plates, are the two 
magnetic fields, one at each end. Admitted through the open quadrant 
into these fields, the roasted ore, suitably borne in about three times its 
weight of water, comes under treatment, the magnetics flying to the points 
of the star while the non-magnetic cassiterite drops to a spigot discharge. 
Attached to the star points, the magnetics in the course of revolution 
arrive above water-level where, in the open quadrant, they meet* a water 
j^t which projects them into the discharge chute. « ^ 



Non-magnetic 


Fw. m. 

Stem Wet Separator.- 1 )iagram. Six oy lindriciU 
magnets arranged }mrallel to one another are dis- 
|)ost‘d three parts round a circle, the other quadrant 
remaining unoccupied. The magnets arc fixed, their 
poles ending in the two end-})late8 of the machine. 
Within the internal space thus provided revolves an- 
iron core having starred ends ; bedween these starred 
ends and the end-plates are the two fields or separat- 
ing chambers. Fed midway between the end-plates, 
the pulp flows into the separating chambers, where 
the magnetics attach themselves to the star points, 
bridging the gap between these {wints and the ond- 
plates, while the non-magnetics fall to a bottom 
discharge. Carried upwards and out of the water 
by the rotation of the iron core, the magnetics 
arc detached by a jet of water (p. 639). 
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At a speed of about 15 revolutions per minute and using about 6 amperes 
of current, this separator treats about 1 ton of ore per hour.^ ' 

Finally, before leaving the description of ferro-magnetic separation, it 
deserves mention that, until recent years, siderite, commonly occurring as 
a gangue-inineral in blende ores on the Continent, was removed from the 
water concentrate in which it accompanied the blende, by a magnetic treat- 
ment after roasting, the separators employed being generally of the drum 
type. To-day, this separation is made in fields of such strength that no 
roasting is necessary ; and the separators providing these fields come 
witliin the description of fcebly-magnetic separators. 


Fecbly-mngnetic Separators, 

The earliest machines of this class were those designed by Wctherill to 



treat the manganiferous zinc ores of Franklin Furnace, New tlersey. These 
machines, which came into successful operation about the year 1895, 
embodied the discovery of Wctherill, that, in the strongly attractive field 
around a pointed pole, a nuniber of minerals previously not considered by 
the miner to be magnetic, could readily and surely be withdrawn from a 
passing stream of dry fine material. 

Wetherill Separator . — In early types of these separators, the field was 
formed by two pointed south-poles bent round almost to meet a pointed 
north-pole centrally disposed between them and common to them both 
(Fig. 369). Around this magnetic system ran an endless belt which bore 
upon the outward faces of the south poles and turned around three pulleys 
triangularly disposed, one being a tension pulley. The system was also 
so reclined that the stretch of belt bearing upon the poles moved down- 
* Copeland and Hollister. E. d; Id.J., September 25, 1915, p. 513. 
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wards at an inclination through the field. So canted, the feed was carried 
into the field by another endless belt running-in beneath, which belt, turning 
over to return elnpty, left the material for magnetism and gravity to dispute 
control. The magnetic material, defying gravity and flying towards the 
poles, met and travelled with the intervening belt, to be dropped when out 
of the field ; the non-magnetic material on the other hand dropped early. 
In this design the material* treated did not pass between, but to one side 
of the poles. 

The present designs of Wetherill separator all include passage between 
opposing poles, the lower of which is flat and gives support to the 
loaded belt, the upper pole being pointed (Figs. 370, 371). To the 
development of this design Rowand contributed. The feed moves for- 
ward on a flat belt 10 in. -18 in. wide running around two end pulleys, 
by one of which it is driven at a speed of 30—1 00 ft. })er minute. Down 
the length of this feed belt, two or more rarely three pairs of magnets 
follow one another, each pair consisting of a magnet below the material 
facing another above, the magnet below having two flat poles turned 
upwards, that above having two pointed poles turned downwards. As the 
two magnets of a pair are wound so that poles of opposite polarity face 
one another, and as also the air-gap between these poles can be brought 
as low as I in. — |- in., the magnetic circuit is well favoured and induction 
is high. With two pairs of magnets, the second pair arc wound to 
obtain a higher field, that is to say the number of wire turns per centi- 
metre is greater ; in addition, while the iron core of the first magnet is 
15 in.™ 18 in. long, that of the second is usually 18 in. — 24 in., this 
diflerence intensifying the field. All the poles extend across the stream, 
their length in this direction being about an inch less than the belt width. 

Between each upper pole and the material on the feed belt is a narrow 
belt running transversely to the stream ; against this belt the magnetics 
strike as they fly upward to the pointed pole, and by it they are carried 
out of the field to be deposited at the side. These belts are described as 
cross or ‘ take-off ’ belts ; they are usually 4 in.— 6 in, in width and run 
at a speed of 100 ft, — 300 ft. per minute, each around three pulleys 
triangularly disposed, two of which are in the horizontal plane of the pole. 
Where there are two pairs of magnets, it is usual to have the same air-gap 
at either field of each pair, so that the two cross belts serving such a pair 
remove a similar product. By lowering the downstream end of the upper 
magnet it is possible, however, to obtain a stronger field and a different 
product at that end. This is also true of the second pair of magnets, the 
upper magnet being again so hung that the air-gap at either end may 
be adjusted. With but a single pair of magnets, that is^ a two-field 
machine, a smaller air-gap at the downstream end would be necessary 5 
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two different magnetic products were desired ; on the other hand, where 
there were three pairs of magnets, that is, a six-field machine, any 
necessity to vary the two air-gaps of any pair would be eliminated. 

Concerning capacity, the rate of feed is largely determined by the size 
of the material treated, i1.s permeability, and the proportion of magnetics 
contained. With fine material, say below 40 mesh, a fast speed of the 
feed belt would necessitate fast speed of the cross belts, and loss and 
irregular working by dust would result ; the depth of material upon the 




Longitudinal Section 

Non-magnetic ' ' 

Fig. 370. 

Weiherill Separator.—Diagram. Transverse and longitudinal sections 
of a four-field macliinc, this being the common type (p. 541 ). 

belt must also be less with fine material. Accordingly, and for the further 
reason that fine gangue tends to stick to the belt, there is difficulty in 
treating material finer than 150 mesh. The most suitable size appears to 
be 20 mesh ; coarser material appears to demand a slower speed. With 
greater permeability, the belt speed may be greater, since there is greater 
attractive force to set against the greater momentum of the faster-moving., 
material. With a larger proportion of magnetics, the rate of feed would 
be limited by the capacity of the cross belts. With the cross belts running 
at the maximum speed possible with the particular size of the material, 
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a relatively slow speed of the feed belt or a narrow feed belt would be 
proper wlier^ the proportion of magnetics w'as high, say 40 per cent ; on 
the other hand; a wide belt or higher speed would be justified with a 
lower percentage of magnetics, say 5—15 per cent. All Wetherill 
separators are provided with step pulleys so that the speed of the feed 
belt may be adjusted to the capacity of the cross belts. Common 
figures of capacity appear to vary around one ton per hour with 
an 18 in. belt and material above say 30 mesh, this capacity falling 
to about one quarter when treating 60-mesh material. 



¥ig. 371. 


Wetherill Separator, Side Elevation.— The iiluBtration gives an idea of the 
depth of the coils and the form they asButne for t-heir better ventilation. It is seen 
that the feeder contains a revolving sector (pp. 541, 550). 

• Wetherill separators have a wide use. At Franklin Furnace, New 
Jersey, to remove franklinite from willemite and zincite ; in Cornwall, 
Tasmania, New South Wales, Bolivia, and elsewhere, to remove wolframite 
from cassiterite ; in India, Ceylon, and Brazil, to remove monazite from 
beach sands containing zincon, quartz, etc. ; on the Continent, to remove 
siderite from blende. ^ • 

Bapd Separator.— ImiedA of employing a cross belt to take the mag- 
netics out of the field, the magnet above the feed belt may be used for ttis 
pu^ose, provided it be in the form of an iron disc rotating about a vertical 
axis over fixed magnets beneath : such, in general, is the design of the Rapicl ' 
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magnetic separator (Figs. 372, 373). The disc of this machine is not 
massive like that of the Cleveland-Knowles, nor studded like that of the 
Dings, but in the shape of an inverted saucer, the rim of \(^hich, extending 
downward, picks up the magnetic material to carry it off and drop it out 
of the field, at the side. Such a disc has an advantage in that it is stiff 
and cannot develop slackness ; accordingly, and also because there is no 
intervening cross-belt, the air-gap may be smaller ; on the other hand, 
being a rotating member it is not conveniently wound, and therefore not 
separately energized. The disc being wider than the feed belt, its rim 



Elevation Nor-magnetic 



Rapid Separator. — Diagram. Of a S-dlsc maohino Huitablo, say, 
for monazite sands, etc. (p. 544). 

during rotation crosses that belt twice, the second crossing being made 
in an opposite direction to the first ; at each crossing it is operative, 
discharging a product first to one side and then to the other. If, 
instead of being set normally, the disc be slightly canted endwise, a 
departure which its support allows, more-strongly magnetic material may 
ie separated at the first crossing, and less-strongly magnetic material at 
the second. The separation of minerals of different magnetic penneability 
is, however, more surely obtained by placing two or three discs in series 
oyer magnets successively stronger. These magnets are usually so disposed 
that a pole comes between two discs, serving them both, while an additional 
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pole serves the downstream side of the last disc ; more rarely another 
serves the tfpstream side of the first disc. All these poles are flat, the 
lines of force converging from them to the disc-rims, which thereby become 
strong secondary poles. 

Separating wolframite from cassiterite with this machine, coarse wolf- 
ramite Is removed by the first disc, the fine remaining till the last. Treating 
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Bapid Separator. ~ General View of a S-disc machine. The feeder of this 
maohine consists of a metal bin, with a glass funnel below. The bin has a conical 
bottom with a relatively large di8charge-at)erture at the apex. The smaller aperture 
of the funnel not being able to pass all the material which would freely run out of the 
bin, the material builds up in the funnel till the discharge from the bin is restrained. 
By changing the funnel for another with different aperture, the rate of feed is 
altered (p. 544). 

Brazilian monazite sands, a spectacular separation is made of black ilmenite, 
red garnet, yellow monazite, and white quartz. 

The feed belts of these machines are 6 in. — 15 in. wide, the current 
2—12 amperes, and the capacity 0'05— 0*25 ton per hour. 

, UUrich Employing the same idea of flat poles ))eneath an(^ 

pointed poles above, the Ullrich separator differs from the two* first 

2k 
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described in that all the pointed poles are over one flat pole, the difierent 
field strengths being obtained by arranging the succeeding pointed-poles 
successively lower (Fig. 374). With this compact assembl}' of the poles the 
path of the material through this machine is short, so short that many 
separating zones, six or eight for instance, may be arranged radially around 
a circle of, say, 8 ft. diameter (Fig. 375). In such a design only the flat 
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Ullrich Separator. — Diagram. 
The magnetics are caught as they 
stream off the rotating rings. The 
air-gap of each pointed ring may bo 
adjusted sepanitely (]>. 645). 




Fig. 376. 

Ullrich Separator.— Plan and eleva- 
tion of a six-zone machine. These views 
showthcj arrangement of six zones around 
the circle, and the centra] feed suitable for 
wet and dry material. The figures given 
arc dimensions in millimetres (p. 545). 


poles are energized, the two at the ends of a common diameter to an 
opposite polarity; these magnets and their windings are fixed. The 
pointed poles, on the other hand, are rings of soft iron rotating around 
the circle, their support completing the magnetic circuit across the circle ; 
above each flat pole, the pointed poles, becoming energized, pick up their 
.bad, Which they carry ofl but quickly drop, a wiper at the neutral zone 
half-way to the next separating zone, ensuring complete detachment. 
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Meanwhile, the non-magnetic material moves radially inwards to fall into 
a central chute, its progression being effected either by a short endless 
belt or by a staking tray. The ordinary width of the stream is 6—8 
inches, and the length perhaps a foot. 

The Ullrich separator is largely used on the Continent to separate 
siderite from blende ; treating 5-mesh material it has a capacity of about 
0-2 ton per scparating-zoife per hour. It will also satisfactorily treat 
monazite sands at the rate of about 0*05 ton per zone per hour. 

By arranging a flow of water down the rings, on to the sloping tray 
along which the pulp is 
streaming, this separator 
has also boon applied to 
the treatment of an ore- 
pulp, fine magnetite, for 
instance ; the water being 
continuous across the air- 
gap it is considered that 
the material in flying to 
the magnet is under no necessity to 
break the water surface, and that 
therefore its flight is not hindered 
by the surface tension of the water. 

This design has not, however, led 
to the wider ado})tion of wet mag- 
netic separation (Fig. 370). 

Mcclicrnich Se parator . — ^Another 
design giving a strong and concen- 
trated field is that which includes 
two magnetized cylinders placed 
'parallel and close to one another, 
the lines of force being thereby 
concentrated in the plane containing the axes of the two cylinders. This 
design is embodied in the Mechernich separator, which has two magnetized 
drums laid parallel, and with the plane containing their axes inclined a 
little from the vertical (Fig. 377). Of these two magnets, the magnetic 
circuit of which is completed through their end supports, the upper re- 
volves. Against the lower surface of this magnet and in contact with it, 
the material to be treated arrives from the over-lying ^ide. Frofi 
that position the non-magnetics drop to the lower cylinder, from off whiph 
they fall on the over-hanging side. The magnetics, on the other hand, 
attaching themselves to the upper cylinder, are held against that cylinder 
till carried out of the field, when they fall, to be caught on suitably 
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Ullrich Wet Separator.—Diagram. 

The use of this separator is only possible 
with ferro-mognctic mahTial ; the air-gap 
is constant though five rings are shown 
(p. r47). 
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disposed aprons. This separator has been largely used on the Continent ; 

it was also tried' at Broken 
Hill, N.S.W., to remove rhodo- 
nite from blende. It possesses 
the advantage of permitting 
direct contact of the material 
wit'h the naked pole, but has 
the disadvantage of a revolving 
magnet. On mines where other 
separators are also in use, the 
fine material has sometimes 
been apportioned to this 
separator. 

Motor Separator . — A some- 
what similar separator, but 
one with stationary magnets, 
is that known as the Motor 
separator, because between two 
magnetic poles a cylindrical 
armature suitably wound is 
rotated by the passage of current (Figs. 378, 379). This armature, bemg 
inductively magnetized by the stationary magnets, takes the place of the 
revolving magnet of the Mech- 
emich separator, separation 
proceeding similarly ; to en- 
sure attachment to the arma- 
ture in preference to the 
fixed pole beneath, the arma- 
ture is built of alternate discs 
of iron and non-magnetic 
material, the former project- 
ing. This machine, requiring 
no mechanical drive, is con- 
venient. It is used on the 
Continent to separate siderite 
from blende, in Nigeria to 
remove iron - minerals from 
alluvial tin^ ore, and else- 
where. At Broken Hill it 
separated rhodonite in a 
l^re magnetio product, blende in a less magnetic, and galena and quartz" 
m iM non-magnetio product. 



Motor Separator.—Diagram (p. 648). 



Mechemich Separator.— Biagram (p. 547). 



xt . m 

IfUernational Lines of force will also concentrate upon a 

cylindrical anxmture placed between two poles if the surface of that 



Fig. 379. 

Motor Separator.— -General View. This view, which is from the feed side, shows 
*very well the magnetic poles with the armature between. The striped appearance 
of the latter indicates the alternation of discs of iron with discs of non-magnetio 
material, the iron discs forming ridges (p. 648). 


armature be studded with points. An array of such points is the feature 
of the International separator the 
armature of which is mechanically 


revolved aroimd a horizontal axis 
between two oppositely-magnetized 
poles (Fig. 380). The pole on 
one side is recessed to envelop the 
armature above and below its axis, 
while that on the other side is 
cut away below the axis. Fed 
from on top, the material is carried 
by rotation to this other side, 
whence it passes in a thin stream 
between armature and pole. Reach- 
ing the level of the axis the non- 
magnetics fall vertically ; the mag- 
netics, sticking to the points, fall or 


N 



Hagnetto Non-magnetio 
Fio. 380. 

International Separatol.— Diagram 
(p.649). 


D^e thrown-off later. 

This parfcioular separator was tried at Leadville, Coloijido, and 
B^ken Hill, to separate magnetic blende ; arid elsewhere. 
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The current used in magnetic separators is direct current of a pressure 
variously from 70 to 250 volts ; that in use for lighting can generally be 
conveniently used for magnetic separation. Low voltage may be used 
when the windings are of thick wire. When the windings are enclosed, 
as they often are, a large wire is necessary to prevent undue heating. 
A large wire is also necessary when the separator has to work 
continuously, since continuous running causes the temperature to mount 
(p. 522, Fig. 371). 

Neither in voltage nor in amount of current does there appear to be 
any difference in the respective provisions for ferro-magnetic and feebly- 
magnetic separators ; the stronger fields of the latter are obtained by 
making the magnetic circuit completely of iron — except for the air-gaps 
(Fig. 353) ; by pointing one pole or providing it with points ; and by 
longer or by deeper windings. 

Regulation of the field strength of individual separators may be, 
however, made by adjusting the amount of current ; for this purpose all 
separators, and sometimes each magnetic circuit of a multi-circuited 
separator, are provided with ammeter and rheostat (Fig. 367). In 
addition, the mechanism of the separator may also be adjusted to a 
particular separation ; thus, the air-gap may be opened wider or made 
more narrow ; the feed belt or drum may be run faster or slower, as also 
may the take-off devices where such exist. Finally, the depth of the 
stream of ore brought into the field may be suitably varied. 

Alternating-current Magnetic Separation 

Investigation of the possible use of alternating current in magnetic 
separation, either in the direction of obtaining a rotary field by polyphase 
currents, or otherwise, has hitherto not resulted in any useful discovery. 
Recently, however, W. M. Mordey, by arranging poles energized by two- 
phase currents to follow one another across the stream, has succeeded in 
driving iron minerals and iron compounds in that direction (Fig. 381 ).i 
This effect is not one of simple magnetic attraction and repulsion, but 
apparently a display of a ‘hysteretic repulsion,* consequent upon the 
magnetism residual after each alternation, this repulsion being made con- 
tinuous by the moving field contributed by polyphase current 

A Iwninated alternating-current magnet behaves towards magnetite or 
ton-filings much like a direct-current magnet, in that tufts of these materials 
" collect at the poles, from which poles lines of force radiate. On the other 
hand, towards such a feebly-magnetio mineral as haematite no attraction 
^peats to be exercised, but a decided repulsion, manifested, for instance, 
f Mordey, Tmnt^ South African IncUtuU of Ekctrieal Engineers^ December 1921. 
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when a dish containing powdered haematite is laid upon an upturned pole; 
and made continuous when the dish spans a number of poles energized 
by polyphase current. Similar repulsion of magnetite occurs at a lower 
excitation, or when the dish is lifted sensibly off the poles. 

From these phenomena it seems probable that with alternating current 
ordinary magnetic attraction and hysteretic repulsion together determine 
the behaviour of particles J)resent in the field ; of these two factors the 
former has already been discussed, it remains to indicate one or two 
features of the latter. Hysteretic repulsion is low and attraction 
relatively high when the frequency of alternation is low, and vice versa ; 
Mordey found that with increase of frequency from 25 to 76 periods the 
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Fig. 381. 

Alternating-Current Separation. — Diagram. A design which carries Mordey’s 
method of magnetic separation into effect, is illustrated. The magnetics can be 
made to move up a slight incline transversely to the stream. A fairly long trough 
or launder would be required (pp. 650, 662). 

speed at which the material was repelled increased approximately as Hie 
square of the increase in frequency. At higher frequencies, however, 
repulsion again appears to be inactive ; Mordey, for instance, found that 
both at 150 periods and at 360 periods attraction was pronounced, even 
haematite remaining over the poles. He used relatively low inductions, 660 
to 2000, th^e being more proper to alternating current than the higher 
inductions associated with direct current in ordinary magnetic separation. 

The continuous repulsion of the ferriferous particles across the streath 
is forceful and unhesitating, whether these be irj or borne in water ; ij is 
assisted by an upward repulsion which frees those particles from entangle- 
ment with associated gangue, and gives them power to clinqb an*[ncliaf- 
tion, or even the sides of the containing vessel. At the same time, hotrever^ 
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these* particles, and particularly those of magnetite, tend to be strongly 
held in the plane of their movement, so that, unless the field 'be properly 
adjusted, transverse walls or banks will form, and the removal of the 
gangue downstream will be hindered. 

To make use of this discovery Mordey has in mind a shallow inclined 
launder down which the material would flow in the condition of an ore 
pulp (Fig. 381). With poles running the length of this launder the ferri- 
ferous particles would be driven to one side, so that they could be separately 
collected at the bottom, the gangue keeping a straight path. 

It is interesting that, while simple iron-minerals have shown them- 
selves capable of making the transverse movement, such moderately- 
magnetic complex iron-minerals as ilmenite and wolframite do not move ; 

also that, though magnetite moves 
more strongly, haematite can hardly 
be said to be outclassed ; and that a 
small contamination with iron oxide 
causes other minerals to move, wol- 
framite and cassiterite, for instance. 

Obviously, therefore, 
though magnetic sus- 
ceptibility is doubtless 
involved, it does not 
enter unfettered ; as 
already stated, probably 
it is associated with hys- 
teretic repulsion. TW 
the repulsion may be due 


From Dry Magnetic Separator 

Demagnetizer 



m Mesh 

-—^ToWet 
Magnetic Separator 

Fio. 382. 

Alternatmg-Current Demagnetizer. — Diagram. 
Tho position of such a demagnetizer, in the closed 
circuit between ball-mill and drag classifier, is 
indicated (p. 562). 


to eddy currents set up in the particles appears to be excluded, from the fact 
that the conductivity of haematite is not high enough to permit any 
pronounced development of such currents ; moreover, particles of metallic 
aluminium, the conductivity of which is very high, are not repelled. 

It is the hope that this process of magnetic separation may so develop, 
that deposits, such as that at Dunderland, Norway, which contain much 
haematite in addition to magnetite, and others consisting largely of granular 
haematite, may be successfully beneficiated. In view of the many deposits 
coming within these descriptions, and of the fact that the pr^ent means 
of magffetic separation, good as they are for dry work, entirely fail to . 
separate feebjy-magnetic minerals from a water-borne pulp, such a simple 
pr^ess would have a wide field. 


l)mngnet^z<ai(m,--'Vf hen. regrinding in a wet ball-mill material whidi 

has iindAr0nnA a TnAflmAfio froafimAnf 
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experienced in the circuit-classifier by reason of the magnetic particles 
bunching together and sinking, to be returned to the mill. This difficulty 
is removed if the material before it enters the classifier is demagnetized. 
Such demagnetization may be achieved by passing the pulp through a pipe 
having around it a wire coil served with alternating current. Such a coil 
is deep at its upstreani end and shallow at the other, so that as fixed 
around the pipe it is of conical outline (Fig. 382). Experience shows that 
with 50-mesh material demagnetization is hardly necessary, but that with 
material finer than 100 mesh it may be essential to good work.^ 


Application and Results 

In respect to toimage, the greatest use of magnetic separation is in the 
concentration of low-grade magnetite ores. Such use is made at Mineville 
on the eastern slopes of the Adirondacks, New York ; in New Jersey ; at 
Moose Mountain, Ontario ; in the Eastern Mesabi district, Minnesota, and 
elsewhere in northern America ; and in northern Norway, in Sweden, in 
Finland. Roughly about two million tons of ore are treated annually in 
each of the three principal districts, Mineville, Norway, and Sweden. 

When purely concentrating these ores, the ratio of concentration is 
generally of the order of 2 : 1. But when magnetic treatment also breaks 
an undesirable association with apatite, ppite, etc., the ratio of concen- 
tration may be lower and yet be associated with an abundant recompense ; 
apatite so separated may indeed be a source of revenue as a fertilizer, as at 
Mineville, New York, in Sweden, and elsewhere. 

Some magnetite ores are Bessemer ores both in the crude and in the 
concentrate ; others will yield a Bessemer concentrate by any magnetic 
separation ; while others, again, require finer grinding and wet separation 
Tor the production of this material. Non-Bessemer concentrate is common ; 
treated in the basic-lined converter such concentrate gives up its phos- 
phorus, the resultant slag being valuable as a fertilizer. All these different 
classes of ore may exist in the same field. 

At Mineville, typical results of magnetic treatment of material from 
the * Old Bed ’ show an increase of the iron from 59 per cent to 67 per 
^ cent and a concomitant decrease of the phosphorus from 1*7 to 0*6 per 
cent. At the Witherbee-Sherman No. 4 Mill, treating the leanest ore in 
'the district, the iron content is increased froiq 32 to 64 per cent VIrhile lie 
phosphorus is decreased from 0*1 to 0*025 per cent (Fig. 388).* This ore 

• 

^ E. W. Davis, ‘ The Ifagnetio Concentration of Iron Ore/ BvJktin of the University 
Minnesota, Vol. XXIV., 1921 ; or BvUeiin No. 9, Minnesota School of Mines 
StuHon. 

' * Pellett, E. <9 MJ„ Maich 14, 1914, p. 549. . 
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ag it comes to the mill consists of clean magnetite, lean milling ore, quartzose 
rock, quartz, and hornblende gneiss. On broad lines, the treatment given 
consists of breaking to 1^ in., drying the fines, close-sizing, removal of 
clean magnetite on the one hand and waste rock on the other, as early 



Magnetio Concentration at Mineville, New York.-'Flow-shoet. The material 
after crushing to IJ' — 2' is divided into five sizes. Of these sizes only the first and 
the last are treated by separators in parallel, the coarse material being divided into 
a middling and a tailbg, the fine material into a concentrate and a tailing. All the 
three intermediate sizes are treated by separators in series, the first separator of 
each series making a concentrate, the second making a middling. All the middlings 
after recrushing by rolls are returned to the head of the circuit. Drum separators 
ore used for coarse cobbing, pulley separators to discard a worthless tailing, and 
belt machines to treat the fine material. The block figures indicate the numbers 
of the different machines employed to treat 1000 tons daily (pp. 527, 533, 553, 656). 

V 

aft possible, bj drum, pulley, and belt separators, in succession ; further 
crushing by rolls and retreatment of the middlings, the final crushing being 
to about 20 mesh. The resultant tailing contains 6 per cent of iron, the 
reQovery is about 90 per cent, and the milling cost about 12d. per ton, 
Aen treating about 1000 tons per day. 
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At Mount Hope, New Jersey,^ the ore treated in a mill having a capacity 
of about 600 tons per shift of eight hours, contains about 46 per cent 
of iron, while* the concentrate produced contains 00 per cent, and 
the tailing discarded 10 per cent. The ore is dried in a tower, broken, 
crushed, and screened, then treated successively on drum, pulley, and belt 
separators, material finer than 8 mesh not being re-crushed. 

At the Replogle mine, n^ar Wharton, New Jersey,^ working a magnetite 
lens in gneiss, magnetic separation alone was unsatisfactory because of the 
martite present, for the recovery of which water separation was added. 
At another mine such martite was recovered by dry-gravity, that is, 
pneumatic separation. 

To-day an endeavour is being made to treat magnetically the low- 
grade magnetites of the Eastern Mesabi, Minnesota, containing but 26 per 
cent of iron. This ore is broken to 3 in. when worthless material is dis- 
carded ; then broken to 2 in. to make a second discard, and so on down 
to J in., after which practically only half the original weight of ore remains. 
This J in. material is then ground to about 100 mesh in ball-mills, the pro- 
duct being treated in magnetic log-washers. From these washers the 
concentrate is dewatered by Oliver filters, then sintered, the fines being 
subsequently removed by screening; sintering, while essential to the produc- 
tion of material in the proper physical condition for the blast furnace, also' 
removes much of the sulphur from any remaining pyrite. This treatment, 
while successful technically, has not yet become established commercially, 
the total mining and milling cost being about $2 per ton of ore milled 
instead of about $1, as was hoped ; had it been so, there would have been 
reasonable hope that the comparatively soft haematite containing 35 
per cent of iron, of which haematite there is an abundance, would reward 
a roast-magnetic treatment. 

At Sydvaranger, Norway, the ore, which contains 35 per cent of iron, is 
broken and then crushed to 20 mesh in baU-tubemills to be treated in 
Grondal wet-separators for a concentrate containing 66 per cent of iron. 
Further grinding and retreatment of this concentrate brings the iron con- 
tent to about 69 per cent, when it is briquetted. At Herrang crushing is 
taken to 2 mm., and at Pitkaranta in Finland to slime, separation being 
made in wet separators. 

At Dunderland the large proportion of haematite precluded wet mag- 
netic separation ; an attempt was accordingly made to crush and concen- 
trate dry, but the fine crushing found to be necessary \^a8 product^e 
of so much dust that work was eventually stopped. 

In the Rhineland and Westphalia, magnetic separation is employed 

^ Sh&pira, E. ds M.J., March 27, 1916, p. 559. 

* Hubbell, E. <b M.J,, October 2, 1920, p. 668. 
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to separate, after roasting, siderite from its gangue. The roasted raw ore 
is crushed, and then treated generally in two sizes, say, f in.^ in., and 
J in. — 0 in. by magnetic separators often of the Ullrich type. * The roasted ore 
generally contains about 36 per cent of iron and 6 per cent of manganese, 
the corresponding figures for the concentrate being 50 per cent and 10 per 
cent respectively ; this concentrate contains approximately 90 per cent of 
the iron and manganese originally in the roasted ore. In making the 
separation a middling is produced which undergoes further reduction in rolls 
and retreatment on the separator. The cost of this magnetic treatment 
is about lOd. per ton ; that of roasting and crushing is additional. 

However important magnetic concentration may be in the beneficiation 
of iron ores, it is perhaps more important in connection with zinc ores, 
that is, in separating pyrite and marcasite on the one hand and siderite 
on the other, from blende concentrate. 

In the Upper Mississippi zinc-field, a roast-magnetic treatment is 
the adopted means of removing marcasite and pyrite from blende con- 
centrate, such treatment being generally given at custom plants. At 
Wisconsin, 1 this concentrate, which in greatest part is a water concentrate, 
contains about 35 per cent of zinc and 20 per cent of iron, both in com- 
‘ bination with sulpliur. This concentrate, after lightly roasting and cooling, 
is magnetically treated, whereby the zinc content is first raised to 55 per 
cent of zinc, and then to 60 per cent, or higher ; the magnetics from the 
first treatment contain sufficient sulphur to make them of value for the 
production of sulphuric acid, while those from the second treatment are 
returned to the roaster. The cost of this roast-magnetic treatment is 
approximately : 

, S. D. 

Roasting and separation . 6 0 per ton of green concentrate. 

Receiving and shipping .46 „ „ 

General .... 4 0 „ „ 

Total . . . 14 6 

In Sardinia, representative of European circumstance, the material 
treated is a blende-siderite middling from jigs. This middling, which 
contains about 30 per cent of zinc and 33 per cent of iron, is screened 
into three sizes, namely, 7—4 mm., 4—2, and 2—0 mm., each size bring 
treated en its own separator. The resultant concentrate assays about 
5? per cent zinc and 45 per cent iron.* At the Victoria mine, Westphalia, 
to ^void drying, a similar middling is treated by the Ullrich wet separator, 
no sizing being necessary as all the material is finer than 3 mm. 

I ^ Boatman, S, tb MJ.t June 28, 1919, p. 1107. 

* a W. Wright, E, A MJ„ Booember 4, 1915, p. 911. 
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""Of special interat is iilie magnetic treatment at Franklin Furnace, New ■ 
Jersey, where frankUnite and tephroite are separated from zincite, willemite, 
and non-magne'tic gangue. The ore there is broken to 0-5 in., dried in 
Edison towers, crushed to 60 mesh, and then separated on Wetherill 
machines. The magnetics, which contain iron, manganese, and zinc, are 
used for the production of zinc oxide and spiegeleisen, while the non- 
magnetics are jigged to remdve calcite, etc., giving zinc concentrate suitable 
for the production of spelter. 

Another exceptional application of magnetic separation to zinc ores is 
that at Hanover, New Mexico, where the ore is a hard dense mixture of 
blende, pyrite, and galena, with typical contact-minerals and limestone, all 
of these constituents, with the exception of the galena and limestone, being 
magnetic, more or less. There, after crushing, the sulphide ore is divided 
into eight different sizes between 10 and 150 mesh, the material still finer 
being removed by the dust separator, and then treated on Wetherill 
machines. The resultant products appear far from clean. 

Before the advent of flotation, magnetic separation was also applied 
to the treatment of zinc middlings at Broken Hill, New South Wales, these 
middlings containing rhodonite, garnet, blende, etc. Results, however, were 
far from satisfactory ; the rhodonite and garnet were roughly separated as 
the most magnetic product ; then the blende as a less magnetic product ; 
and finally the remaining sulphides and gangue as a mixed non-magnetic 
product. 

Magnetic separation has also rendered invaluable service in recovering 
wolframite and other valuable minerals from tin concentrate, the cas- 
siterite becoming cleaned in the process. In Cornwall, where the ore 
is crushed by stamps to 12—30 mesh, the concentrates obtained by water 
treatment are roughly in three sizes, known respectively as coarse crop, 
hne crop, and slime. These three sizes are roasted separately, or at least 
the ‘ crop ’ tin separately from the slime tin, most of this latter being finer 
than 200 mesh. Associated with the cassiterite and wolframite there is 
’ always some pyrite, mispickel, and a little chalcopyrite. Roasting is 
usually continued till practically all the arsenic and sulphur have been 
driven off, though abundant air is excluded that the iron may not be 
entirelj converted to ferric oxide, which, passing into the same magnetic 
product, would cause a contamination of the wolframite. • 

Upon this roasted material Wetherill separators are used, ipachines with 
two pairs of magnets for the crop tin, and others with three pairs for the slime 
tin. Treating the crop tin, the first magnets with 6 amperes of current re- 
move the bulk of the iron oxide, while the second magnets usin^ 15 amp^r^ 
remove at the first field a mi^ed iion-wolframite product and at the 



558 


ORl-DBESSING 


CHAP. 


second a fairly clean wolframite, the cassiterite passing on. The iron oxide 
so removed usually contains a little tin and wolfram, to recover which it is 
reground and water-treated again. The wolframite may likewise be con- 
taminated with iron and contain some entangled tin ; to remove such iron 
and recover such tin, this product is pickled for a number of days in a hot 
sulphuric-acid solution of about 15 per cent strength, after which it is 
dried and passed again over the separator ; any copper in the spent liquor 
is precipitated on iron. 

With slime tin, if there be three pairs of magnets these will be energized 
with about 6 , 12 , and 18 amperes respectively, or if two pairs with 6 and 
18 arap^.res respectively ; it is the experience in this separation that fine 
material requires stronger current. The necessary adjustment of the air- 
gap is readily obtained by placing shims upon the flat poles under 
the belt. 

The capacities of the Wetherill separators in Cornwall vary from 3 to 
8 tons per day of 24 hours, according to the size of the machine and the 
grain of the material.^ 

At the Launceston Works, Tasmania, ^ the concentrate treated mag- 
netically contains cassiterite, bismuthinite, wolframite, together with 
pyrite, magnetite, and pyrrhotite. Of this material four sizes are made 
from J in. downwards, each size being treated separately on a four-field 
Wetherill machine with 20 amperes available. The magnetite and much 
of the pyrrhotite are removed at the first and second fields, the wolframite 
at the third and fourth, leaving the other minerals in the non-magnetic 
product. This last product is roasted to render the pyrite magnetic and 
then retreated to remove the iron ; the wolframite, when contaminated 
with pyrite, receives a similar but separate treatment. Eventually the 
clean wolframite assays about 70 per cent WO 3 , while the cassiterite- 
bismuthinite product is likewise clean enough to market. 

Again, at Ancia, Bolivia, wolframite is separated from a middling 
containing cassiterite, pyrrhotite, P 3 n’ite, etc., by Wetherill separators, 
4 amperes being used on the first pair of magnets and 12 amperes on the 
second. This middling, of size 8 mm. downwards, is first ground to 2 mm., 
and then treated apparently without sizing. The first magnet separates 
pyrrhotite, which is ground again to release 5 per cent of contained 
tin ; the second magnet moves material containing about 50 per cent 
of WOj and 20 per cent of iron sulphide. This second product is 
reasted to render the pyrite removable by a separate treatment using 
only 2 amperes, the second magnet then making a shipping concentrate 
assa 3 dng about 60 per cent WOj. 

< * ’ •* 1 Dietszch, Tram, I.M.M. Vol. XV., 1906, p. 10. 

**Hitohcook And Pound, 7Van«. IM.E. AbsL M. is S.P.f March 13, 1920. 
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The magnetic treatment of a tin concentrate or middling is not only of 
benefit when there is marketable wolframite to recover, but also when 
there is fine pyitte to separate from fine cassiterite, much tedious treatment 
and retreatment by water being thereby avoided. At Llallagua, for instance, 
from which district a substantial proportion of the Bolivian tin comes, 
dead-roasting and subsequent huddling of the pyrite-cassiterite middling 
has given place to magnetic roasting and magnetic separation. This 
middling, the particles of which are about 1 mm. in size, assays about 
15 per cent of tin and contains about 27 per cent of sulphur in the form 
of pyrite. With such an amount of sulphur little or no fuel is required 
to roast to the magnetic sulphide, the burning of just over half the sulphur 
present being sufficient to keep the temperature above the ignition tem- 
perature of pyrite. The roasted material, lustrous, black, and containing 
10 — 12 per cent of sulphur, is borne by water to Stern separators which 
separate a magnetic portion still containing about 22 per cent of sulphur, 
and a non-magnetic portion containing but 1 — 2 per cent, the former being 
reground and tabled, the latter being relatively-clean tin concentrate.^ 

Similarly, magnetic separation has been employed with great advantage 
in the Malay States to clean alluvial tin concentrate contaminated with 
ilmenite ; and in Nigeria to remove ilrnenite, columbite, monazite, etc. 

Another application of magnetic separation, illustrating its wide use, is 
that at the scheelite-gold mines near Otago, New Zealand. There the gold 
is largely recovered by amalgamation and cyanidation. But between these 
two treatments a scheelite-pyrite concentrate is made by tables, which, 
being roasted, is magnetically separated into a magnetic product contain- 
ing about 5 oz, of gold per ton, and a non-magnetic scheelite which after 
retreatment by water is clean enough for the market. 

Magnetic separation has also been of signal service in the recovery 
of monazite from the resistant minerals found with it in beach 
deposits. Such monazite sands on the shores of Southern India and 
Ceylon contain about 3 per cent of monazite. Brought by water concen- 
tration on tables or otherwise to about 12 per cent, these sands are treated 
on magnetic separators. Rapid or Wetherill, the accompan 3 dng ilmenite 
being separated in the weaker fields, the yellow and valuable monazite in 
the stronger fields, leaving a non-magnetic product consisting largely of 
•zircon and quartz. A similar procedure is followed in Brazil, , 

Finally, but without exhausting the possible applications, magnetic 
separation is sometimes applied to the recovery of magnesite. Roasted 
magnesite is often magnetic by reason of contained iron, while {he 
calcareous and argillaceous gangue is non-magnetic. 

^ Copeland and Hollister, E, ds M,J,f 1915, September 25, p. 573* 
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ELECTROSTATIC, PNEUMATIC, AND CENTRIFUGAL SEPARATIONS 

Electrostatic Separation 

If a particle be brought into contact with an electrically-charged body, 
the (charge will diffuse over the surface and through the substance, until 
finally it will reside wholly upon the surface and the particle and the body 
will be at the same potential. This diffusion may be instantaneous* or it 
may take time, even days. During such time the particle is subjected 
to the inductive influence of the charged body and, at first, is attracted ; 
but this attraction is gradually annulled by an increasing repulsion, 
which finally prevails, and the particle is repelled. Each particle has a 
specific time-element in which, under given conditions, it reaches a given 
j)otential, this time-element depending upon its conductivity and capacity. 
The conductivity of particles depends chiefly upon the nature of the 
surface ; the capacity depends upon the size and shape of the particle, 
and also upon the character and number of the neighbouring particles. 

In particular, if a pith ball suspended by a conducting thread be , 
brought near a body charged with electricity, it is attracted to that 
body ; such a system constitutes the simplest of electroscopes. With 
contact made, if the body be a conductor, its charge is immediately 
discharged and the ball falls away; but if it be a non-conductor, ^ 
immediate discharge takes place only at the point of contact, the 
remaining charge being still sufficient to hold the ball. Dr, if the pith 
ball be suspended by a non-conducting thread, it is first attracted and 
then after contact sharply repelled, the ball becoming charged. 

In these phenomena, the pith ball, by reason of atmospheric moisture 
absorbe^d on its exterior, is a conductor, that is to say, it readily conducts 
electricity. Relatively to conductors, materials described as non-con- 
ductors are in reality bad conductors, there being no non-conductors in an 
absolute sense and irrespective of time. 

^ Nea’‘er to the subject of ore-dressing, if a mixed mass of conducting 
find non-cofiducting mineral particles, placed upon a conductor,, 
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appioiMShea Dy a tjaarged body, the conducting particles pass on to the 
conductor their induced charge of the same sign, and with their charge of 
►pposite sign leap upwards toward the charged body. In their upward 
novement they reach the body, when if that body be a conductor they 
)6Come charged and are repelled, whereas if it be a non-conductor and not 
ixcessively charged they are held.^ The non-conducting particles, on the 
ither hand, taking time to become polarized make no movement. 

Such differences in attraction and repulsion, recognizable as the efiects 
if specific conductivities, determine the different paths taken by conductors 
^nd non-conductors in electrostatic separation. 


Feed Feed 



Electrostatic SciHiration. — ^Diagrams. That to the left represents separation 
by repulsion upon contact with a charged roller, as originally suggested by Blake- * 
Morscher. That to the right represents separation by attraction from a grounded 
roller towards a charged electrode, as applied in the Huff Separator (pp. 561, 663). 


If a mass of mixed particles be fed on to a revolving cylinder charged 
to a high potential the conducting particles become charg^ and repelled, 
while the non-conductors fall undeflected. This principle was first applied 
commercially in the separation of minerals by Blake and Morscher at 
Denver, Colorado, in 1901, under potentials at first as high as 250,000 
volts, but afterwards as low as 20,000 volts (Fig. 384). 

^ Again, if a mass of particles sliding over a grounded conductor passes, 
into the field of a charged electrode, the conducting particles, being atWite^ 
by that electrode, are deflected from the path in which the non-conducting 
particles continue to move under their momentum and gravity. This 
method of separation was first applied on a commercial scale by the 
^ Crook, MineraJof/kal Mag>, 1909, vol^xr. p. 260, * 
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Hufi Electrostatic Company of Boston, Massachusetts, in 1908, using 
1 0,000-25,000 volts (Fig. 384).i 

In general, under such treatment, opaque minerals with metallic lustre 
declare themselves good conductors ; those with submetallic lustre, moderate 
conductors ; while clear minerals with vitreous lustre are bad conductors. 
In particular, important minerals group themselves as follows : 


Good Conductors. 

Malcrate 

(lonductors. 

Bad Conductors. 

Chalcopyrito 

Pyrito 

Gttloria 

Molybdenite 

Magnetite 

llpienite 

Graphite 

Most sulphides, etc. 

Wolframite 
Cassiteritc 
Sphalerite, etc. 

Galcito 

Quartz 

Fluorite 

Garnet 

Monazite 

Most silicates, carbonates, 
sulphates, etc. 


Impure minerals behave irregularly ; blende containing much iron or 
manganese may, for instance, be a relatively good conductor. The con- 
dition of the surface may also greatly alter the conductivity ; if there be 
condensed moisture upon the surface, non-conductors will behave as 
conductors, for wliich reason electrostatic separation is only possible when 
the ore is dry, and is best achieved when the ore is warm enough to keep 
atmospheric moisture away. Or, if the surface be covered with an incipient 
deposit of a conductor, it will behave as such ; a weak solution of copper 
sulphate will, for instance, quickly deposit such a film of copper sulphide 
upon blende, that blende can be separated as a conductor from, say, 
barite, a non-conductor. Apparently, also, heat tends to increase the 
conductivity of some carbonates. 

In view of these facts, the possibility of applying electrostatic separation 
to any given ore in any given atmosphere, must be made the subject of 
special test. 

Though conductivity in respect to dynamic electricity may have no 
absolute pertinence in respect to static electricity, the following figures 
of relative conductivity are not misleading in their order : 



Relative Conductivities 


Silver 

. 681,000 

Chalcocite . 

. 910 

Copper . 

. 6,34,000 

Pyrite 

. 41-7 

Go4 . 

. 466,000 

Magnetite . 

1-24 

Iron 

. 113,000 

Chalcopyrite 

. 0-983 

Covellite , 

8,000 

Cuprite 

. 0-026 

Galena . 

3,360 

Sidorite 

. 0-00014 

Graphite 

700 

Quartz 

. 0-84 + 10-i‘ 

Pyrrhotite 

s 

119 




» Wentworth, frane. AXM.E,, 1912, Vol. XLIII. p. 411. 
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Greater conductivity means greater static charge in a given time, 
whether induced or communicated by contact. Separation demands such 
forces of repulsion or attraction as shall sufficiently deflect the conducting 
particle from its path. These forces are between electric charges ; electric 
charges reside on the particle surface, and are proportional to the ejctent of 
surface. Deflection from the path requires the exercise of force proportional 
to the mass, that is, to the volume. Accordingly, larger particles having 
relatively little surface in respect to mass, are deflected less than smaller 
particles ; and for effective separation there must be close sizing. Close 
sizing also avoids the entrainment of fine particles by attachment to, or by 
the bombardment of, the coarse particles. Practice sanctions the division 
of the material into the sizes : 8 to 12 mesh, 12 to 20 mesh, 20 to 60 mesh, 
and the material finer than 50 mesh, after elimination of the dust. Material 
larger than 8 mesh requires greater forces of deflection than provided by 
the ordinary design of machine. 


Electrostatic Separators 

The Blake-Morscher separator employed a roller statically charged to 
a high potential by a frictional machine, generally a mica-plate generator. 
The framework of the machine was of wood, and not electrically grounded. 
Fed on top of the roller, which was a dozen feet in length and about 
6 in. diameter, the conductors were repelled, while the non-conductors 
either fell right away or were carried round by the roller till scraped off 
(Fig. 384). The material treated was usually a water concentrate from 
zinc ore, this concentrate containing blende and marcasite principally, 
say, 35 per cent of zinc and 20 per cent of iron. Treating such material, 
the zinc content would be raised to 50 per cent and the iron reduced to 
about 7 per cent. Though such a result would be satisfactory if regularly 
obtained, it was not possible to avoid fluctuations of the potential and 
irregular work ; not only were dust and moisture fatal to the proper 
functioning of the generator, but fluctuations also occurred even when 
these were eliminated. In consequence the use of this separator, instead 
.of extending, was eventually given up, 

Huf Separator.— ThiB separator employs a grounded roller for fine 
material and grounded plates for such coarser sizes as require no roller to 
maintain a steady stream ; the supports for these parts are of metal. 
Facing them are insulated electrodes charged to the requisite potential, 
10,000--25,000 volts, by the use of an ordinary electromagnetic generator 
and transformer. Alternate current being generated, a rectifier is used in 
order that the electrodes may receive only a positive charge. on to 
the grounded roller or plate, which, about 6 ft. in length •and of smAl 
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Grounded 

iectrode 


Charged 

Electrode 




transverse dimensions, constitutes the neutral electrode, the conducting 

particles are attracted towards the positive 
electrode ; falling by the way, they never- 
theless are deflected from the path along 
which the non-conducting particles con- 
tinue (Fig. 385). In another design, used 
principally to separate graphite and mica, 
the material falls first on to a negatively- 
charged plate, whence the conductors are 
repelled, to be attracted and then repelled 
again, by a positively-charged plate which 
the non-conducting particles never reach. 

Whatever the design, no single passage 
between electrodes suffices to disentangle 
the particles of even the shallowest stream, 
and in general there are five or six of such 
fields in a falling series (Fig. 386). In 
turn, the two products of such a series 
become the respective feeds to two finish- 
ing series below, whence finally three pro- 
ducts emerge, non-conducting particles, 
conducting particles, and middling. 

Compared with the Blake-Morscher 
machine, the Hufl separator has the 
advantage of a generator giving a steady 
potential and easy to control. A 3-h.p. 
motor is capable of generating sufficient 
charge for a number of these machines. 
Being almost entirely of grounded metal, 
this separator is relatively free from electric 
disturbance and safe to operate. It is at 
the moment the only electrostatic separator ' 
available. 



Vo/hConduotors Conductors 

Fio. 386. 

Huff Eleotrostatio Separator. 

— ^Diagram. The grounded elec- 
trode is shown as a fixed rod and 
not as a roller, this design being 
suitable to material which runs 
freely; this fixed rod is en- 
veloped by a metal sheath 
which, extending above the 
roller, guides the falling stream. 
Three fields in series are shown, 
usually there are six, Tlie normal 
design places throe full scries to 
make a complete machine, the 
first being a roughing series, pro- 
ducing two products which are 
fed respectively to two finishing 
series. Of these two finishing 
series, one makes a separation 
between non-conducting particles 
and middlings,' while the other 
separates middlings and conduct- 
ing particles (p. 563). 


As 


Practice and Results 
already indicated, electrostatic 


separation requires the material to be per- 
fectly dry, sometimes, indeed, to be warm 
and dry ; accordingly, an adequate drier, 
say of the cylindrical type 20 ft. long by 
^ ^ 4 ft. diameter, is generally included in a 

typical plant.' It also requires the material to be closely sized, say into 



m BLBCTBOSTATIC SEPARATION 8W 


four sizes, 8 to 12 mesh, 12 to 20 mesh, 20 to 50 mesh, and below 60 
mesh. The material treated being generally a concentrate obtained by 
water does not, even at the outset, contain much impalpable material, 


but the amount of such material is 
exhausting through the drier. The 
finest size will nevertheless contain 
much material which will pass 120 
mesh, some even passing 200 mesh ; 
where there is relatively much of such 
fine material, the dust around the 
machine will be drawn away by an 
exhaust fan, sometimes to be collected 
in a bag-house. 

The Huf! separator was first used 
in 1908 in Wisconsin, to separate 
marcasite from a blende concentrate, 
the material treated containing about 
28 per cent of zinc and 24 per cent of 
iron, and the resulting product about 
48 per cent of zinc and 4 per cent of 
iron. 

In 1909 at Midvale, Utah, it was 
ised to treat a complex concentrate 
jontaining zinc, lead, copper, gold, 
ind silver, from which it made a zinc 
)roduct and a lead-smelting product, 
)oth of which were marketable. 

In turn, at Cananea, Mexico, it 
ireated a zinc-copper middling assay- 
ng 7 per cent copper, 15 per cent 
ron, and 30 per cent zinc, making a 
dne product containing 65 per cent 
md 5 per cent iron, and a copper 
)roduct containing 15 per cent copper 
md 10 per cent zinc, in addition to 
ron. 


further reduced by a suction fan 
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Huff Eleciroitatic Separator.-* 

General View. A rougher series serving 
two finishing series below, the final 
products being mineral, middling, and 
tailing. This machine weighs about a 
ton and is stated to have a capacity of 
about 5 tons per day (p. 564). 


At Ouray, CJolorado, it separated 

)lende from heavy gangue contaminating a water concentrate, affor 
mmersion of this concentrate in a 0*5 per cent copper-sulphate solu^on 
or about fifteen minutes, the consumption of copper sulphate* being 
ibout 1*5 lb., per ton. By this treatment the zinc content wSb raisfd 
torn 40 per cent to 50 per cent. • 
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Tests made recently at RoUa, Minnesota, upon a blende-fluorite ore 
from southern Illinois, such ore containing 7 per cent le£^4> 28 per cent 
zinc, 36 per cent fluorite, 10 per cent silica, and 5 per cent calcite, showed 
that, after crushing to 10 mesh and removing the galena and light gangue 
by water and treating the blende-fluorite middling with copper sulphate, 
it was possible to obtain electrostatically a marketable blende and a 
marketable fluorite. The recovery of blende was, however, not nearly so 
high as could be obtained by flotation after grinding to 65 mesh ; on the 
other hand, the recovery of the fluorite was excellent, and the product 
cleaner and coarser than was possible by flotation. 

In Australia the Huff process was tried upon a molybdenite ore. 

Compared with magnetic separation, electrostatic separation avoids 
a preliminary roast, and by retaining the sulphur, delivers an iron product 
valuable for sulphuric-acid manufacture ; where also galena is present 
with blende these two are separated. Nevertheless, the roast-magnetic 
treatment, because of the cleaner zinc-product it makes, and because of its 
more certain operation, prevails. Even at its best, electrostatic separation 
makes relatively much middling. Such middling is returned for retreat- 
ment, beginning at the drier. 

It seems probable that the most fruitful field for electrostatic separation 
will be the removal of mica from graphite. 


Dielectric Separation 


Electrostatic separation may also be accomplished by an appeal to the 
dielectric properties of minerals. A process based on these properties 
is being developed by Dr. H. S. Hatfield, London, from whom much 
information concerning it was obtained. . 

A dielectric is a medium which, though non-conducting or insulating, 
is capable of propagating electric inductive forces ; the degree in which it 
accomplishes this propagation, measured in respect to propagation through 
air as unity, constitutes the specific dielectric property, or, in other words, 
the ‘ dielectric constant ’ of the medium. 

Dielectric properties come under notice particularly in electric con- 
densers such as the Leyden jar, the elements of which are two conducting 
armatures separated by a dielectric medium, glass, for instance. The 
capacity of such a condenser will depend upon the dielectric property of 
the medium .employed, and the ratio of the capacity with a given medium 
to*, the capacity with air, is known as the * specific inductive capacity * 
of the substance employed as medium, that is to say : 


K (specific inductive capacity) 


Cj (capacity with medium) 
C (capacity air) 
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Watson (T^-hook of Physics, 4th ed. p. 639) gives the following values 
for jff: 


Air 


. 10 

Shollao 



. 3-3 

Turpentine . 


. 2-2 

Glass . 



. 60 

Benzene 


. 23 

Mica . 



. 8‘0 

Ebonite 


. 2-5 

Alcohol 



. 260 

Sulphur 

Petroleum 


. 30 

. • . 31 

Water . 



. 760 


The specific inductive capacity is a particular range of the more general 
dielectric constant, but generally the two expressions are used synonym- 
ously. The latter may be determined by the time taken to discharge an 
electroscope, or by the Wheatstone bridge ; for quartz it is about 6, for 
clean cassiterite about*2(V —30, and for cassiterite contaminated with iron, 
about 50 ; conductors, such as pyrite, galena, etc., behave as if their 
dielectric constant were infinitely great. Of liquids, the constant for 
kerosene is about 2—3 ; those of aniline, nitro-benzene, about 36, while 
those of amyl-alcohol, acetylene tetrachloride, etc., are similarly high. 
The low constant of kerosene may be stepped up even to 36 in the end, by 
successive small additions of nitro-benzene, this latter material even in small 
quantities profoundly modifying the dielectric properties of kerosene ; similar 
stepping-up of other mediums with low constants may doubtless be made. 

This method of dielectric separation consists in suspending the material 
in an insulating liquid medium, the dielectric constant of which lies between 
those of the two minerals to be separated. So suspended, the material falls 
between electrodes connected to an alternating supply, whereupon those 
particles of higher dielectric constant than the liquid are attracted to the 
electrodes while those of lower constant are repelled. Alternating current 
is used because with direct current the ultra-fine particles by reason of 
their own electric charges would move towards and attach themselves to 
one electrode or the other, that is to say, there would be a d^play of 
icataphoresis ; the larger particles, on the other hand, would be attracted 
to the electrodes to receive a charge and be repelled. 

Ordinary electrostatic separation depends upon the particles receiving 
effective charges and being repelled, high voltages are therefore necessary. 
In dielectric separation the force of attraction or repulsion depends rather 
upon the rate at which the strength of the field varies ; accordingly, an 
ordinary voltage of about 200—250 suffices, the requisite strengl^ of field 
being obtained by bringing the electrodes very close together, say^to 
within about J in., and the requisite divergence by using fine panallel 
wires as electrodes. 

In such a static field the force of attraction or repulsiqn, ai^the esse 
might be, is given by the formula 
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ZUK,-K^ dF^ 

8w(Kt+2ki) ds’ 

where is the dielectric constant of the liquid, 
)j ^2 >> )5 sol%d, 

„ F „ strength of the ekclric jicUy 
„ „ distance from the, electrode. 


For a given substance and a given liquid this formula becomes 


F^KV 


dF^ 

ds' 


which it is seen is identical to that pertaining to a magnetic field (p. 623). 
There is, however, this difference between the two fields, that whereas 
in the magnetic field K, which is the magnetic susceptibility, varies 
extremely, in the electric field it is a function involving a subtraction, and 
though the range of dielectric constants is infinite the range of attractive 
force is very narrow ; if, for instance, the dielectric constant of the liquid 
be 2, and three minerals have constants of 5, 30, and infinity, respectively, 
the values of K will be 0*08, 0*19, and 0*25, respectively. Conducting par- 
ticles accordingly move with much the same force as poor conductors. 

A difficulty with conducting particles is, however, that these may cause 
sparking and consequent rupture of the electrodes ; but this can be avoided 
by insulating one set of the electrodes. In this connection it should be 
remembered that though the generated voltage be only 200 — 250, the 
voltage in the intense field between the electrodes will be very much 
higher and of the order of 1000—2000 volts. 

Arrived at the electrodes the particles of high constant attach them- 
selves, others filing behind till the gap between the electrodes is bridged, 
and the field is loaded ; the attached mineral may then be dropped by 
breaking the circuit. The particles of low constant have in the meantime 
settled freely to the bottom, whence they have passed out. 

Though the medium be non-conducting, and in consequence the current 
passing be little, there is, when the frequency of the current is low, some 
' evidence of an ‘ electric wind ’ such as might keep the very fine particles 
from attachment. This effect is not sufficiently pronounced at ordinary 
frequencies of 60—60 periods to be detrimental, while at very high 
frequencies it ceases. 

^‘Qther thaj\.this, there are no forces opposing separation, and the material, 
eve^ the finest, moves with precision, the mmeral one way, the gangue » 
the other, a difference of one unit in the dielectric constant being sufficient 
to, maker, a pronounced separation. This method of separation should 
accordingly suited to the recovery of slime mineraL 
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It has, l^wever, only been applied in the laboratory and on a laboratory 
scale. The liquid medium used has been variously atiiline, nitro-benzene, 
amyl-alcohol, acetylene-tetrachloride, and kerosene contaminated with 
nitro-benzene. Aniline was used because, while non-volatile at ordinary ^ 
temperatures, it could be subsequently recovered by heating the products, 
but it is very expensive ; acetylene-tetrachloride is poisonous and expen- 
sive ; kerosene contaminated with nitro-benzene has the advantage of being 
much less-conducting than aniline, and much cheaper. Probably the best 
medium would be some volatile liquid requiring little heat for its eventual 
recovery ; the operation would, however, then require to be conducted 
in a closed chamber. To ensure 
complete freedom of movement for 
the particles in the necessarily non- 
aqueous suspension an appropriate 
deflocculent, oleic acid, neatsfoot 
oil, etc., must be added. 

A cell in which this separation 
could be effected has for its sides 
two insulated plates set about 2 in. 
apart, each plate having rows of 
projecting pins upon it, the rows 
upon one plate fitting in between 
those upon the other. With these 
two plates connected respectively 
to the two terminals of a circuit, 
and with the space between them 
filled with the non-conducting 
medium, electrostatic fields would 
exist between adjacent pins (Fig. 

387). Feeding the ' powdered 
material on top, the particles of higher dielectric constant than the 
medium would cling to the pins, while those of lower constant would sink 
to the bottom, whence they could be withdrawn. 

For continuous work a coiled electrode around a straight electrode, the 
* two forming a unit electric pair, is suggested. The dimensions of this 
unit would be small enough that the pair when lifted out of the medium 
would, by surface tension, carry its fill of medium, to the maintenance of 
the electric field. Arrived over a proper place for discharge, .the attached 
particles would then be dropped by breaking the circuit. Messrs. Sandy 
of Chester have in hand the making of a commercial machine on these lines. 

For making small tests upon powdered ore, dielectric^ pliefs ha^ 
proved useful, these pliers consisting of two wires, attached at orfe end 


+ 
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Cross Section 
Fio. 387. 

Hatfield Dielectric Separator.--l)ia- 

gram. The design illustrated is that of 
a cell for a discontinuous machine ; when 
such a cell has become loaded, the mineral 
is detached by breaking the circuit, and 
collected by flushing with water. The 
gangue passes continually away during 
the period of loading (p. 569). * 
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respectively to the two terminals of a circuit, and at %e other end 
brought to approach one another (Fig. 388). These pliers ^re manipulated 
in the depression of a watch glass containing the medium and a portion 
of the mineral powder. Should there be present a conducting mineral 
such as pyrite, one wire is completely insulated with paper. Around the 
working end of such pliers the particles of high dielectric constant are 
seen to align themselves with the lines of force. 

Tests made upon the finest portion of a crushed Cornish tin ore gave a 
recovery of 86 per cent of the cassiterite in an enriched but far from clean 
concentrate. Cobalt and nickel oxides, pitchblende, roscoelite, the last 
a complex vanadium mineral, have all been separated from gangue. 
Camotite, an ore containing vanadium, uranium, and radium, can easily 
be separated after a slight chemical reduction. 

This dielectric process would appear to have great possibilities with 
rare ores : the separation of vanadium minerals, for instance. In mineral 
separation it appears an entirely new application of the particular physical 
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Dieleotrio Testing Pliers. — Diagram. Such pliers have been found very useful in 
making laboratory separations of minerals which could not be separated otherwise, and 
in testing the i) 08 sibilities of dielectric separation with given ores. The electrostatic 
field is between the curved end of one wire and the straight end of another (p. 569). 

property. It differs on the one hand from ordinary electrostatic separation 
in that it is not operative by reason of charges acquired by contact ; 
and on the other from ordinary ‘ cataphoresis,’ in that this latter is a 
migration of colloidal particles towards an electrode by reason of charges 
they possess of themselves. 

The Sutton-Steele Company in the United States advertise a dielectric 
separator which operates on what they call the Dielectric Hysteretic 
Impedance in the particles. This machine possesses a number of rollers, 
and in appearance resembles the ordinary electrostatic separator. Working 
dry in air, its principles obviously differ from those of the process just 
described. No records of results obtained have been noticed. 

Pneumatic Sepakation 

In discussing water concentration it was seen that the medium in 
rhich ^part^tion takes place is, by reason of the discriminating resistance 
it off^, a large factor in securing that differential movement betweeu 
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particles w^jch eventually results in separation. So much is this the 
case that separation in water is also largely separation by water, and the 
process is deservedly described as water concentration. Similarly, when 
the medium in which, and largely by which, separation is effected is air, 
such separation is described as air- or pneumatic separation. 

The resistance of the medium is responsible for mineral particles falling 
in water faster than those of gangue ; when no resistance exists, as in a 
vacuum, all things fall together. Reciprocally, it is also the measure of 
the drag exercised upon particles exposed to a stream of the medium. 
This resistance is proportional to the density of the medium ; accordingly, 
a dense medium favours separation and vice versa, witness the perfect 
separation when the medium is heavier than the gangue. That being so, 
pneumatic separation, functioning in and by a light and tenuous medium, 
is at a disadvantage ; wherefore it demands closer sizing than does water 
concentration (p. 255). 

The resistance of the medium also determines the absolute terminal 
velocities of falling particles, or, reciprocally, the rising velocities of the 
medium necessary to suspend them ; where the medium is light, resistance 
is less and velocities are greater. Here again air separation is at a dis- 
advantage ; even with a moderate range of size the air velocity appro- 
priate for the coarse particles would project the fine particles beyond the 
confines of the appliance. Further, very fine material, say finer than 
300 mesh, readily diffuses in air, defying separation and submitting only 
to undivided collection ; and, at the other end, particles larger than 
about 5 mesh require a greater volume of air than usually could be 
afforded. 

Other disadvantages are : the necessity, if the ore be not dry of itself, 
to dry the ore ; the necessity to dry-crush the ore ; to dry-screen it ; and 
Jx) mechanically convey the products, since a stream of air, unlike one 
of water, cannot be confined in launders. 

A point decidedly in favour of pneumatic separation is that air 
keeps the bed of powdered ore loose, permitting the particles to move 
readily to their respective positions under density ; water, on the other 
hand, as it drains away, tends to compact the bed, cramping the necessary 
freedom of movement. Another favourable point is that the impalpable 
material unavoidably made in crushing, is more readily settled as dust 
than as slime from a water suspension. Air also is present evtfrjrwhere 
and does not require to be conserved. . * 

The balance of disadvantage is, however, such that pneumatic con- 
centration is only used when water is not available, as in the arid regions 
of the United States, Mexico, Western Australia, South-we§t Affica, cmd 
elsewhere ; or when a light and flaky material, such as graphite, is 
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to be separated; or where, in crushing, the valuable n^neral, being 
friable, goes to dust while the gangue remains granular^ as with some 
uranium and vanadium ores. 


Pneumatic Separators 


Pneumatic separation being, like that adhieved by water, a density 
separation, the appliances used have many resemblances to those employed 


with water : jigs, inclined tables, and 
In addition, there are types peculiar 
separate by the differential deflection 
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Plumb Pneumatic Jig.— Diagrammatio 
Cross-section (p. 672). 


a lip running along this side of the 


shaking tables, are all represented, 
to air separation: blowers, which 
of the falling particles ; and some 
accessory appliances, such as- 
de-dusters and dust collectors. 
Centrifugal separators are de- 
scribed under a separate heading. 

Plumb Pneumatic Jig , — ^In this 
jig, as with all jigs, there is an 
ore-box having a sieve for bottom; 
unlike ordinary jigs, however, this 
box is long and narrow, namely, 
24—36 in. long and 3 in. in width 
(Fig. 389). Close to one side and 
along the whole length, a vertical 
gate extends downward to within 
a measured distance of the sieve ; 
under this gate the concentrate 
creeps to be discharged over 
box. The material to be treated 


is fed on the other side of this gate into the main portion of the 
• box, the tailing being discharged over a lip running along that side. 
This discharge lip for the tailing is at a somewhat higher level than that 
for the concentrate, the two columns on either side of the gate balancing 
one another like two liquid columns, a heavy liquid within the gate, a 
lighter liquid without. Into the necessary mobile condition the particles 
are brought by the pulsation of air up through the sieve, pulsation being 
obtained by a rotary valve upon the air main. The number of these 
pidsations is ^bout 400—500 per minute and their strength that of 10~-30 
Ib.^ pressure at the valve, the higher pressure being for larger material* 
The ore-box sits on a hutch with sloping sides ; along one side at the 
l^qttom)if th^ hutch the air arrives through two entries ; below this again 
are discharges through which from time to time any hutch-work may be 
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removed. The whole body is of casiriioii, with steel and brass fittincs 
(Fig. 390). ^ ® 

The material treated by these jigs is generally a rough water-con- 
centrate or middling, containing but little very-fine material. For 
successful treatment such material requires to be closely sized, say between 
12 mesh, 20 mesh, 50 mesh, and 120 mesh screens ; dust cannot be success- 
fully treated ; nor materiaLcoarser than 5 mesh. Treating such material 
so prepared, the capacity is about 10 tons per day per square foot of 
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Plumb Jigs at the Suxmyside Bline, Colorado.--General View. The long length 
and narrow width of these jigs is noticeable. The hand-wheels at either end regulate 
the rate of feed, by moving the feed spout to widen or to narrow the feed slit. 
The double air-entry to the upper jigs is clearly seen (p. 572). 

sieve area for the coarser sizes, and less for the fine. The power consump- 
tion for air-compression is about 10 h.p. hour per ton treat^. 

The pneumatic jig does not appear, however, to have a wide application. 
It has been tried at Bunker Hill, Idaho, upon lead ores ; at the ^Yellow 
Pine district, Arizona, upon zinc-lead ores ; in Alabama, upon graphite,; 
and elsewhere. * 

* 

Sutton-Stede Ptteu$n<Uie TaMe . — This appliance lesenibles the ordinaiy 
wet-concentrating table (Fig. 391). Its deck, which is 8 ft. Icftg aitd 
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6 ft. wide, is smooth ;*it has no riffles, but is covered with pervious cloth, 
This deck is mounted on a shallow wind-chest which receives atr of 1 — 4 oz. 
pressure from a special blower. This chest in turn is supported upon a 
number of lath-like springs which lean over towards the head motion, 
after the manner of the Ferraris table. This head motion consists of a 
cam which operates a bell-crank lever to bring the table back, compress- 
ing at the same time a spring which then tal^es the table forward. This 
movement, which itself is differential, is made still more differential by the 
table support, which carries the table upward as it moves forward, and 
vice versa. From the wind-chest the air passing out by the pervious deck 
stratifies the ore fed at the back comer ; the gangue particles, forced to a 



Sutton-Steele Pneumatic Table.— General View. The motion communicated to 
the table gives such a strong fon^ard impulse that the material may be fed at the 
back comer, no long feed-box being necessary. The many pockets along the discharge 
indicate the many producte which can be made. The table is seen to be supported, 
like the Ferraris table, on laths (p. 673). 

riding position on top, roll down the table inclination to be quickly dis- 
charged along the lower edge ; the mineral particles, descending to the 
table surface, are carried forward by every impulse, and their arrival 
at the lower edge is delayed. Between these two positions any desired 
middling may be separated. 

The number of strokes is about 400 per minute, and the amplitude about 
one-quarter of an inch. Treating dry and closely-sized material the 
capacity of these tables is much the same as that of wet tables ; the 
separation of mineral from gangue is good. They have been used in the 
arid districts of the United States to separate galena from calcite and from 
blende ^ in India, to separate monazite from shore sands ; and elsewhere. 
• * St^ns Piieumatic Table , — This table, which is about 9 J ft. long by 3 ft. 
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wide, also resembles an ordinary water-table. Its ’deck is of sheet metal 
and is riffle(^the riffles being about 1 in. apart. This deck is mounted on 
a shallow wind-chest served with a continuous blast. In the bed and 
between the riffles are slotted perforations equal to about 20—30 mesh. 
These perforations are placed with their length at an angle of about 46° 
Feed 
\ 



Hooper Pneumatic Table— Diagrams. The section shows a universal joint 
around which the inclination of the table may be varied. The plan shows the cross 
slats of two frames, one suj^rimposed upon the other. The slats of the lower frame 
direct the concentrate to its discharge, those of the upper frame performing the 
same service for the tailing (p. 676 ). 


to the riffles ; their form is such that the issuing air moves down the table, 
assisting thereby the discharge of the tailing. The concentrate moves 
forward with each table-movement, to be eventually discharged at the iar 
end. This table has been used to treat placer gravel after removal of the 
boulders and coarse material ; it has also been used to concentrate lead 
and lead-zinc ores. The self-contained blower with which it is providSbd 
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requires^bout 6 h.p., *the whole installation requiring about 10 h.p. For 
dust removal a hood and exhaust fan are provided. € 

Hoojper Table . — This table is relatively long in the direction of the 
stream and of small dimension across (Fig. 392). Its deck consists of a fine 
grid over which a stout broadcloth is stretched ; the slats of the grid are 
laid obliquely across the stream. This deck is supported on a wind-chest 
having a pulsating diaphragm for bottom, pqlsation being accomplished 
at the rate of 350 — 400 per minute, by eccentrics upon a shaft beneath. 
Progression of the material down the table is the joint efiect of an 
inclination of about 10° and the air "pulsations. Under these pulsations 
the mineral sinks while the gangue comes to the top. To discharge these 

two products separately 
two frames are laid upon 
the deck, the lower one 
having its bars parallel to 
those of the grid beneath, 
the upper one having its 
bars crossing those of the 
grid ; the lower frame 
directs the concentrate to 
one side of the table, 
while the upper frame 
directs the tailing to the 
other side, Treating sized 
material, this table has a 
capacity similar to that 
expected from a water 
table. It has been used in 
the various districts of the United States to separate galena, blende, etc. ; 
and has satisfactorily separated corundum from quartz, the difierence in 
specific gravity between these two minerals being only 1*3. 

Dry-Washer . — This is the general name for the various simple appliances, 
the design of which includes a porous inclined table up through which 
air is forced by a bellows, the inclination and the air pulsation effecting the 
progression and eventual discharge of the gangue, while the valuable 
mineral, generally gold, is caught by and collected behind riffles (Fig. 393). 
The incfined table takes the form of a tray 2 — 3 ft. long, about Id in. wide, 
and a couple of inches deep, with a bottom of stout muslin or of thin 
metal-sheet pierced with holes about 0*05 in. diameter ; spaced at regular 
intervals dowm the length are riffles. This tray is wedged firmly, but in"^ 
a^fhannSr pelmitting ready removal, into the top of a wind-chest served 


Feed 
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either by a single or a double bellows. Above thi tray is a sci;een with 
J“in. holes reject the coarser material, and a plate to guide the undersize 
back to the head of Jhe tray. Sometimes to assist progression, the effort 
involved in working the bellows also imparts a side -to -side rocking 
motion to the tray. When it is judged that the space behind the riffles 
has become reasonably loaded with valuable concentrate, the tray is lifted 
and the concentrate is removed. 

The dry-washer has been largely used to recover gold from auriferous 



Fig. 394. 


Dry*washer. — Washer in operation in Western Australia. On top is a hopper ; 
midway is a screen ; below is the washer proper. The riffles on the washer show 
plainly ; the tray is seen mounted on top of ordinary bellows apparently worked 
from behind (p. 577). (if. tfc 8.P., August 21, 1915.) 

gravel deposits in New Mexico, Arizona, Western Australia, and elsewhere 
where water is lacking (Fig, 394). 

Dry Blower . — So may be described all those appliances wherein a hOTi- 
zontal current of air causes the differential deflection of falling particles of 
ore, a greater deflection of the light particles, and a smaller deflection of 
the heavy ; among such blowers, some suck the air across the Ming streiA, 

2*P 
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while others blowit acAw. The necessary current of air 
centrifugal fan working in a casmg or by a screw fan rotating ip an enclosed 

Feed 



r M introduction of 

magnetic Bcparatioi. such a blower waa gometimea uBcd to clean alluvial tin-con- 
centrate, blowing ilincnitc, garnet, etc., away from cassiteritc. The air-way is about 
a foot deo]) and across (p. 577). 

opening (Figs. 396, SOfi). For the successful working of the appliance this 
current must be maintained uniformly across the plane of the falling ore ; 

Feed addition, the ore must be 

completely dry and regu- 
larly fed in a thin stream, 
generally by a roller feeder. 

Dry-blowers have now 
their principal use in the 
refining of graphite concen- 
trate, this flaky and light 
mineral being deflected 
clear of the more vertical 
path taken by the equi- 
j’jQ 390 dimensional and somewhat 

Dry- blower. — Diagram of the Exhausting ^ 

Type. The design Ulustrated is largely used in V . ““ elsewhere 

finishing graphite -concentrate in Alabama and * Wowing for the re- 
Ontario. Such air-classifiers are about 12 feet covery of alluvial gold is 
long. 6 feet high, and 3 feet wide (p. 677). also achieved in a moderate 

j ” 1 f , . breeze as the material is 

dropped from one washmg pan to another; and in a similar way for the re- 
Oswry or diamonds from the desert alluvialsof South-west and South Africa. 
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, Where it is required to separate dust, either to get rid 

of it, or belng^ valuable to collect it, an exhausting fan is used to raise and 
carry it away*. Such fans are often used to draw the hot gases through 
revolving driers, the current thus set up taking the dust with it ; ' or to 
suck away the dust arising in process 
of grinding ; or they may work in 
connection with special • de-dusters * 

(Fig. 397). Exceptionally, in one type 
of concentrator, consisting of an 
inclined and slowly-rotating cylinder, 
so strong a suction is designedly 
created that the lighter gangue is re- 
moved in an upward direction, while 
the heavy mineral gradually descends 
to be delivered at the bottom. 

• Such aspiration is employed to re- 
move the dust to which, for instance, 
the mineral carnotite is reduced when 
the sandstone containing it is crushed, 
this dust being recovered in ‘ cyclone ’ 
dust-collectors, the finest in bag-houses 
(Fig. 398). It was also the basis of the 
Goltra process tried on a commercial 
scale at Waukon, Idaho, in the bene- 
ficiation of an ironstone deposit consist- 
ing of nodules of haematite embedded in 
clay. Fed into the upper end of a large 
slightly-inclined revolving cylinder, the 
clay, becoming dried by the hot blast 
from a flame burning at the lower end, 
and falling then to powder, was carried 
away by that blast, the haematite 
alone travelling downward. 



Application of Pneumatic Con- 
centration 


J^'ia. 397. 

Dust Separator or Do-Duster.— 

Diagram. The dry material is fed cen- 
trally into the cylindrical portion of a 
steel shell with steep conical bottom. 
There it is distributed centrifugally by 
a rapidly-rotating disc into a zone com- 
manded by an air-current created by 
fan-blades moving with the disc. Sub- 
mitted to this air-purrent the coarser 
particles fall directly into an interior 
shell, while the fine is carried up- 
wards to fall between the two shells, ^ 
This dust separator, which in fact is 
an air-sizing appliance, is largely used 
in the preparation of cem^rit (p. 679 ). 


Pneumatic concentration to-day is 
used ^efly in the recovery of gold and diamonds from desert alluvial- 
depdsite ; in the refining of graphite concentrate obtained by flotation or 
otiierwise ; in the recovery of asbestos fibre which in process of crushing 
becomes fldfiy while the enclosing rock goes to powdet; and itfithe 



680 


ORE-DRESSING 


CfHAF. 


beneficiation of rare-metal ores--camotite, for instance, and, formerly, 
molybdenite. Only to an unimportant extent has it ever beefii employed 
in the treatment of base-metal ores. 

Dry-washing for gold has been largely, and still to some extent is, 
practised in Western Australia ; in Sonora, Mexico ; in Yuma County, 
California ; in Oregon ; in Arizona, and elsewhere. Generally, the material 
treated is loose enough to be at once screened tind dry- washed, but some- 
times, being cemented, it requires a previous disintegration. Satisfactory 


Air 




Plan 


Cyclone Dust Collector. — Diagram. This- apparatus consists of a short 
cyliiulrioal slioll wit li a sUu'pl y conical bottom ; it is 3 — 9 feet diameter and 
6—20 feet in height. Into the upj)er cylindrical portion the dust-laden air or gases 
are blown tangentially, developing a whirling motion ; in their course they encounter 
deflecting plates, the whole effect being that the dust particles are thrown outward 
and downward, while the de-dusU'd air escapes upward at the centre (p. 579). 


disintegration of such material is accomplished in the hammer type of mill, 
the Quenner mill, for instance, which so breaks up the valuable cement that 
it passes out through the barred walls, while the worthless boulders are 
thrown out stripped and smooth at the discharge end, a rim holding 
back any gold nuggets. It may also be accomphshed in drum mills like 
concrete mixers, the larger boulders of the cement then becoming the crush- 
ing media (Fig. 399). After such dry-crushing, the fine material is, as a 
rule? treated on a pneumatic table, the Stebbins table, for instance. 
Where no- such disintegration is required, and the fine gravel, after screen- 
ing,* has been treated on an ordinary dry- washer, the concentrate recovered 
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is usually^ cleaned from associated heavy sands, magnetite, ilmenite, 
garnet, etc., ]^y dry-blowing in pans. 

In the beneficiation of graphite ores, common practice in Alabama is as 
follows : ^ the ore containing, say, 2-25 per cent of carbon is broken and, after 
the necessary drying, crushed by rolls to about 16 mesh. This dry- 
crushed material is then screened or air-classified into sand containing 
1-33 per cent, which gofes to the waste dump; middling containing 
3*5 per cent, which, after grinding, goes to the main flotation cells ; 
and dust, whicli goes to separate flotation cells. The concentrate 
resulting from flotation, containing 40--G0 per cent of carbon, is then 



Fig. .399. 

Dry-washing Plant at Baker, Oregon. — General View. Tlie illustration shows 
drum disintegrator, grizzly, and gas-engine ; in addition a half -inch screen and a 
Stebbins table were included. JVom a cubic yard of gravel about 15 lb. of con- 
centrate was obtained (p. 580) {M. t£? 5.P.), 


sent to the finishing plant. In that plant the dried concentrate is 
usually fed to a dry-blower, which separates the flaky graphite by blow- 
ing it away from the associated impurities. This flake graphite in turn 
is carefully screened to separate the higher grades from the lower grades, % 
and both from any remaining sand. 

The gradual development in the treatment of graphite ores is well 
illustrated by the experience in Quebec, Canada.® In the e^rly days, 
before 1900, the millin g scheme included breaking, stamping, and budding, 
llie resulting concentrate being dried, ground between buhr-stones, and then 

^ Dub, Pamphlet No. 3, War-Minerals Investigation Series, Abai. if. and»8.P., Mar, 1, 
1919, p. 283. ^ 

* Bromeil, E. db M.J., Feb. 28, 1920, p. 548. 
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screened to remove sand and divide into grades. In that wq-y a coarse 
flake containing 92—95 per cent of carbon was obtained, ^ fine flake of 
90 — 92 per cent, and dust of 60 — 72 per cent, but the recovery was only 
30 per cent of the graphite originally in the ore. In 1901 the Brumell 
j ‘ skin-flotation ’ classifier was introduced, which gave a 55-per-cent con- 
i' centrate to be cleaned and graded, and a recovery of 50 per cent. Then 
' the Hooper table was applied to remove the eoArse flake, the tailing being 
submitted to skin flotation ; by this practice the milling concentrate 
contained 60 per cent of carbon, and the recovery was 70 per cent. In 
1908 the Sutton-Steele table increased the grade of the concentrate to 64 
per cent and the recovery to 85 per cent. Finally, in 1918 froth flotation 
in pneumatic ccUs increased the recovery to about 90 per cent, in grades 
varying from 40 per cent to 90 per cent of carbon. The milling plant 
then included breakers, rolls, conical mills, pneumatic flotation cells ; and 
the finishing j)lant, shaking tables, drier, polishing rolls, mill-stones, and 
screens. 

The pneumatic recovery of carnotite from the sandstone containing it, 
is made possible by its pronounced friability. This radium-uranium 
mineral occurs in South-west Colorado and South-east Utah, as the 
binder between sand grains.^ Crushed to the size of these grains, most 
of the carnotite goes to dust while the sand yet remains granular. 
After this crushing the fine material, which may be recovered wet in 
the form of settled slime or dry in the form of collected dust, is the 
concentrate. 

Recovered dry, the complete treatment is as follows : the ore is hand- 
broken and sorted, then machine-broken to J in., dried in rotary drier, 
the dust from breaker and drier being sucked away by fan and blown into 
a cyclone dust-collector, the finest dust passing thence through a bag- 
house before escaping to the atmosphere. From the drier the hot ore is 
screened over 10 mesh, the oversize going to rolls and then over the screen 
again, the undersize going directly to Raymond mills. In these mills, 
which grind to 80 mesh, the carnotite is released, a fan drawing it away, 
while the granular product remains impoverished. The dust so drawn 
» away is settled in a second cyclone collector, whence the finest dust passes 
to a tubular dust-collector (Fig. 400). 

Treating ore containing 0-85 per cent of UgOg, the average value of the 
four separate dust collections was about 3 per cent ; the sandy tailing, on 
the» other hand, contained but 0*37 per cent. The dust drawn away from 
the ^[rinding mill and collected in the second cyclone, constituted the 
great bulk of the valuable product. 

^ 'Kithil and Jones, Bull 103, Mineral Technology 11, U.S. Bureau of Mines, 1917 ; 
Abft. M. d 5.P., July 13, 1018, p. 55. 
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In 1917%at the tungsten mine, Hill Gty, South Dakota, the ore crushed 
‘by rolls to a jjroper size went to a pneumatic jig for the removal of mica, 
after which it was concentrated by water. 

The concentration of molybdenite in Ontario was, till the advent of 
flotation, accomplished dry in a scheme which included sorting, breaking, 
rolling to 20 mesh, drying, screening over 60 mesh, and treatment on 
pneumatic tables. 

Other interesting applications of pneumatic separation occur in asso- 
ciation with dry magnetic- 
separation. At Mineville, 

New York, tailing from mag- 
netic concentration, consist- 
ing mostly of hornblende and 
quartz, is treated on Hooper 
and on Sutton-Steele tables 
to recover the apatite ; mixed 
with barium sulphate this apa- 
tite forms a first-class fertilizer 
marketed as ‘ barium phos- 
phate.’ At the Ringwood 
iron mine, New Jersey, dry- 
jigging has been employed to 
recover martite, the haematite 
pseudomorph of magnetite, 
which, being only feebly mag- 
netic, escaped with the non- 
magnetics. 

Centrifugal Separation 

If dry crushed-material be 
fed on to a rapidly rotating 
horizontal disc, the particles 
are caught by friction, and 
then by centrifugal force thrown off radially. Were there no resistance to 
their flight, all the particles, whatever their size and density, would follow 
the same trajectory, but when flight is at a high velocity, friction with 
the air becomes a discriminating resistance, keeping back the flne and less- 
dense particle. Accordingly, if such a disc be surrounded by concentric 
troughs, the large dense particles will be found in the outermost trough, 
and the small less-dense particles in the innermost, thp inWme^te 
troughs being occupied by small dense particles and large less-dense 


Ore 0-85 % 



Fia. 400. 

Fnenmatio Concentration o! Camotite.— 

Flow-sheet. The ore which assays 0*85 per 
cent of UsOg is crushed to 10 mesh, when the 
dust is withdrawn. The dust amounts to’ about 
20 per cent of the original ore, and it assay^ 
about 3 per cent of UjOg (p. 682). * 
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particles ; there would, in fact, be a classification similar to ^hat result- 
ing from fall in water. , 

Centrifugal separators embodying the above idea, such as the Clarkson- 
Stansfield, failed because the products were not sufficiently clean, and 
because the middling product bulked too largely (Fig. 401). This was so 
even when the air resistance was augmented by a centripetal current, 
which, drawn from the periphery, carried the 'lighter dust inwards, and 
down through a pipe at the centre, as in the Pape-Henneberg separator, 
an appliance some 20 ft. in diameter. 

The similar free projection of water-borne material offers no possibilities 
even of similar separation, since the water would be scattered, the con-, 
tinuity of tlie medium would be broken, and confusion would result ; 
accordingly, the only possible chance of applying centrifugal separation to 
such a pulp lies in confinement. 

If an ore-pulp be confined in a tube so attached to a vertical 

spindle that its lower and closed 
end can swing out horizontally 
when that spindle is rotated 
rapidly, then u]>on such rotation 
the larger and denser particles 
will quickly fly to that end, leav- 
ing the smaller and less-dense par- 
ticles in a more central position, 
Pjq while the open end of the tube 

ClarkKn-Stanafleld Concentrator.- occupied by clear water. 

Diagram (p. 584 ). The laboratory centrifuge 

operating on this idea, con- 
sists of two cups fastened to a horizontal spider fixed on a vertical 
spindle. Into these cups test-tubes are placed, the whole system being 
designed to be driven 1000 — 2000 r.p.m. If into these test-tubes a fine 
suspension of mixed mineral and gangue be placed, and the centrifuge 
be operated, it will be found, after a few moments, that the mineral has 
become tightly packed at the bottom of the tube, with the gangue above 
it, and clear water at the top. Provided all the material were fine, say, 
finer than 200 mesh, the line of demarcation between mineral and 
gangue would be fairly definite, and, by graduating the end of the tube, 
it would ^e possible to read off an approximate figure for the amount 
of mineral present ; but if the range of size were greater, the coarser 
particles of gangue would be packed among the finer particles of mineral, 
and no definite separation would be made. In the absence of any mineral, 
an approximate figure could be obtained for the amount of granular 
soh^s present in the suspension. 
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The serration of mineral and gangue accomplished in a centrifuge, 
nevertheless, ig better than that generally effected by a classifier, or by 
ordinary fall in water. While the force making for settlement is a largf 
multiple of that available in gravity settlement, the resistance to settle . 
ment remains the same, and, accordingly, not only is settlement com- 
pleted in a fraction of the time, but flat mineral-particles such as would 
probably be lifted to the 'overflow of a classifier, would in a centrifugal 
machine be forced to settle ; moreover, in such a machine the eddies and 
backwaters which militate against the close work of classifiers would no 
longer be capable of disturbing an ordered settlement. 

The accelerating forces acting on a particle of diameter D and 
density 3 suspended in water, are, under gravity and centrifugal force, 
respectively, 

TT TT V2 

^D3(8-l)a,, and^D3{S-l)a,^^, 

where V is the linear velocity of the particle around the circle of radius r, 
and Q) is the specific weight of water. Assuming r to be 1 ft. the centri- 
fugal factor would be about 100, at which rate the terminal or settling 
velocity under centrifugal force would be one hundred times that under 
gravity. It will be noted, however, that the relative rates of settlement 
of different minerals and gangue are not altered. 

With the above points in its favour, and with centrifugal force so readily 
invoked, it might appear that centrifugal separation had considerable 
possibilities, particularly in the treatment of slime. The truth, however, 
is, that in the absence even of moderate success, centrifugal separation of 
mineral from gangue was discredited even before the victorious entry of 
flotation. The difficulties encountered were to some extent in the mechan- 
ism necessary for so high a rotative speed, but they lay also in the funda- 
mental disability of the short available flight, from which it resulted that 
the solid particles packed themselves dense and immovable before the 
mineral had become disentangled from the gangue. There is also the 
difficulty of arranging a continuous discharge without breaking the con- 
tinuity of the water. Accordingly, the only field in which centrifugal ^ 
separation appears yet to retain some possibilities, lies in the separation of 
granular suspensions from colloidal material, and from water. Among 
others the following separators have been tried. 

Peck Cevdrifugal /S'eparatof.—This machine consists of two pans with 
slightly sloping sides, set one within the other, upon the same central 
spindle, around which they are independently driven in the same directjjion 
(Fig. 402). Fed into the inner and smaller pan, the aqueous pulp passes 
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through the bottom into the space between the two pans, the lyineral then 
bedding itself upon the inner wall of the outer pan, whil^ the gangue is 
carried by the water to overflow through appropriate nozzles around 
the lip; during the period of settlement the outer pan runs faster 
than the inner. When the bed of mineral is such that the machine 
may be considered to be loaded, the feed is stopped and clear water 
is introduced to wash the collected materi&l, after which the speed 
of the outer pan is lowered to that of the inner, and the mineral is 
removed by strong water -jets. These cyclic alterations are effected 
automatically. 

Peck’s concentrator worked for some years, 1910 — 1912, on trial at 



Peck Centrifugal Concentrator.— Diagram (p. 585). 

Anaconda, Montana, making a commercial concentrate. The results, 
however, were not satisfactory, those from the ordinary round-table being 
better. It was also tried, but not adopted, at Cananea, Mexico. 

Laist Centrifiigal Separator. —Tim machine consists of radial chambers 
mounted on and revolved by a horizontal shaft (Fig. 403). Through one 
hollow end of this shaft the aqueous pulp to be separated is fed into 
the chanjbers, while through the other end the water flows away. Each 
chamber, at ito pointed outer extremity, has a narrow aperture or spigot 
through which the settled material is continuously discharged. Within 
the chamber itself baffles check the flow, and direct the solids' to the 
pojqt of discharge. The speed is 600—1200 r.p.m., and the outside radiul 
of the chamber about 2 ft. Fed with pulp containing about 5 per cent of 
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the ^o^tency of the dwcharge variee with the diameter of the 
^cha^ ape^ure, and with the rate of feed; with an aperture of 
J m. the discharge contains 30 per cent of solids, a percentage which 



Fio. 403. 

La^ Centrifogal Swntor.— Plan and Cross-section. Two chambers in the 
»me ^ametral plane, one on either side of the centre, are shown ; as many as 
nx such pairs could be accommodated (p, 686). ^ 


luickly diminishes as the aperture becomes larger with wear. To reiist 
war these apertures are best made in plugs of sintered alumina This 
a^lune was tried at Anaconda in 191^-1914 as a separator of granular 
dime from coUoidal material and excess water, but was not**dopted, 
[t is a continuous machini^ * 
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Mau88 Centrifii^al FiUer.—Thm separator of granular fr^tn colloidal 
material, consists of two bottomless buckets held diametric|illy to a central 
spindle within an enveloping pan, in such a manner, that while the pan 
and buckets make 500 revolutions per minute around the spindle, the 
buckets also make a slower movement around their own axes ; into these 



Pig. 404, 


Centrifugal Filter. — Half-sectional Elevation. The pan is about 4 feet 
diameter and makes about 600 revolutions per minute. The buckets make 100 revolu- 
tions per minute (p. 688) {E. M.J., September 20, 1913 ; May 17, 1919). 

buckets Jihe suspension is fed (Fig. 404). Bedded by the first moyement 
up<>n what at that moment was the farthest wall of the bucket, the 
packed solids 'are by the second movement gradually brought round to an 
inner position, where, lacking support, they are thrown off and discharged ; 
t^e^ liquid in the meantime continuously climbs the bucket wall and over> 
flows peripherally. This particular continuous machine was used at the 
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Zaaiplaatfl tin mine) Transvaal, to separate granular matejial for treat- 
ment on slSne tables. 

Gee Separator . — This appliance consists of a vertical cylinder about 
3 ft. 6 in. diameter and 4 ft. long, mounted on a vertical spindle driven 
at about 700 revolutions per minute 
(Fig. 405). Through a cpntral opening 
in the top cover of this cylinder the 
pulp is fed ; on the walls the solids 
build up, while the clear water is dis- 
charged centrally through the bottom 
cover. A depth of about 4 in. on the 
walls thus becomes the collecting space ; 
but as the coarser and greater bulk of 
the material settles immediately, the 
upper portion of the collecting space 
becomes filled while the lower portions 
yet have but a light covering (Fig. 405). 

When so filled the machine is stopped 
and the sediment removed. The opera- 
tion accordingly is intermittent and not 
continuous ; under good conditions about 
four charges each of about half a ton 
can be collected per hour. To facilitate 
discharge the collecting space is divided 
by radial vanes held in place by rods, 
while removable liners hug the walls. 

Upon these latter the material packs, 
the vanes dividing the circle into conven- 
ient sections. This separator has been Gee Separator, — Diagram- 
tried in Cornwall for the separation of Section. The hatching in- 
china clay from the watery suspension in dci^osited material. The 

. which It amves from the pit. ; th- 

thin end of the finest clay (p. 689 ] 

Trent Centrifugal Separator. — This 
separator embodies some original ideas. A circular centrifuge on a 
hollow vertical shaft, has a narrow discharge aperture right round 
the periphery. This centrifuge revolves horizontally in a •chamber 
filled with water under a pressure sufficient to force entry into the 
centrifuge at a rate under control by a valve on the ‘water sendee. 
This rate is arranged to permit only the desired particles to pass 
out, while the pulp stream, drawn up the hollow shaft on ^ch *1116 
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centrifuge is fixed, carries the finer particles forward and away (Fig. 
406 ). ^ 



Trent Centrifugal Separator. — Part-soctional Elevations. A is the driving 
pulley, E is the centrifugal pump which sucks the feed up the hollow vertical shaft, 
C is the centrifuge, C' a diaphragm within the centrifuge compelling the entire rising- 
stream to present itself for selection at the aperture &. Through this aperture and 
against water entering from outside, the mineral particles force their way into the 
pressure chamber outside, out from which they eventually pass through the spigot F. 
The use of water inflowing at CT is only made when mineral particles are to be separated 
from ganguo ; otherwise, when it is required only to separate solids from water, no 
water passes into the centrifuge, but some passes out with the solids, the amount 
so passing out being determined by the aperture at F (p. 689). [E, d? if./., June 20, 
1912, p. 1259.) 




CHAPTER XIII 


HEAT TREATMENTS IN ORE-DRESSINa 

Though heat treatments of ores, smelting for instance, generaUy involve 
chemical change and primarily are metallurgical operations, certain specific 
heat treatments may be regarded as coming within the purview of dressing, 
in that they are either preparatory to other purely-dressing operations, 
or are preparatory to despatch to the metallurgical works. Such treat- 
ments are : 

Drying and Dehydrating, to remove water. 

Calcining, to remove carbonic acid, etc. 

Calcining, to release and disintegratti. 

Magnetic-roasting, to make magnetic. 

Fractional-roasting, to deaden the surface. 

Drying and Dehydrating 

Drying of the crude ore is undertaken : to remove excessive moisture 
from iron ores preparatory to shipment, whereby freight is reduced and 
the ore rendered more acceptable to the smelter ; to prepare crude ore, 
chiefly magnetite ore, for dry magnetic separation ; to prepare ores, chiefly 
refractory gold ores, for dry-crushing, previous to roasting and cyanida- 
tion ; and exceptionally to prepare ores for pneumatic separation. Drying 
of flotation concentrate is undertaken to remove excess water, and dryiiig 
of water concentrate in preparation for magnetic or electrostatic separation. 

Drying of Iron Ores for Shijnnent , — ^Much of the ore of the Mesabi and 
Marquette Ranges, Minnesota, contains 15 — ^20 per cent of water. To 
send such ore to the Lake Erie ports for smelting means the payment of 
freight upon the contained water, and a poor market upon arrivftl. Such 
ore, accordingly, is better dried. ’ * ** 

Drying takes place in large cylindrical kilns, slowly revolving round an 
axis slightly inclined to the horizontal (Figs. 407, 410, 413). These kilns are 
perhaps 60 ft. in length and 7-— 8 ft. in diameter ; they are*sup^rted an 
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rollers, and driven at tlie rate of about one revolution per minute by the 
engagement of a pinion with a toothed wheel enveloping the kMat a medial 



Rotary Drier for Crude Ore (ButliKT).— (jicneral View. Tlie ore, fed through 
the hopjK'T at tlie firebox (‘ud, travels with the flame to the discharge end, where it falls 
and is remov(Hi by a screw-conveyor. The draught created by a fan at the discharge 
end blows the gases into a ‘ cyclone ’ dust collector, on their way to the stack (p. 691). 

position. In revolution, the coarsely-broken ore fed at the upper end is raised 
by longitudinal lifters, till as these overturn it falls, arriving at the bottom a 
little forward of the position at which it was picked up, the inclination of 



Fia, 408. 

Rotary Drier.— Cross • section, show- 
ing longitudinal lifters (p. 692). 



Rotary Drier.— Cross-section, showing 
longitudinal diaphragms which increase the 
cascading of the ore (p. &93). 


th^ drier towards the discharge being about three-quarters of an inch per 
foot»(Fig. 408) .‘ Fall takes place in the hot gases coming from a stationary 
firebox at^the same upper-end ; the moist ore is thus exposed to the greatest 
hoait. The fuel used is either ordinary coal, powdered coal, or fuel-oil, 
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the normaj^temperature of combiistion, which would be too high for the 
purpose, being reduced by air dilution to about 800^—900** C. Passing 



Fiv.. 410. 

Rotary Drier for Crude Ore (Rugglps-Cyoles).— Part-soctional Elevation. A 
doiiblc-aliell kiln is illustrated. At the fjir and iipj>cr end is the firebox ; on top of 
the firebox is the fan which sucks the gases from the annular spaoe bc'tween the two 
concentric shells, and delivers them to the stack. Into the same annular space the 
crude ore is fed at the ujjper end, the feed chute not being visible in the illustration. 
It travels down against the up-coming current till at tho^lowcr end it is raised by 
scoops to be discharged (centrally. The up-coming current is the return of tho hot 
gases after their downward flow through the inner shell (pp. 691, 693). 


down the kiln the ore becomes drier and the temperature of the gases 
lower, the temperature at discharge being generally less than 100° C. Tho 
necessary draught is maintained by a suction 
fan, which, if necessary, may blow the gases 
into a dust collector. 

Instead of this simple arrangement the 
interior may be divided by longitudinal dia- 
phragms, from which and on to which, in the 
course of revolution, the ore is continually 
cascading (Fig. 409). Or, the drier may con- 
sist of an inside and outside cylinder with 
lifters externally on the former and internally 
on the latter (Figs. 410, 411). With this last 
arrangement the hot gases pass down the 
inside cylinder, to return between the two 
cylinders, coming there into intimate contact 
with the ore passing down the same annular 
space. The ischarge end then is closed to the gases by an* end 
plate associated with a scoop discharge for the ore. In action to 
securing intimate contact of hot air and ore, this arrangement has*^e 

2 Q 



Rotary Drier. — Cross 
Section of Dtt^ble • shell 
Drier (p.<93). ^ 
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advantage that the exhaust gases pass away cooled after immediate 
contact with moist and cool ore. 

The passage through such driers generally takes about 45 minutes, 
by which time the moisture has been reduced to about per cent, less 
than which would render the ore friable and create too much dust. The 
capacity of such a drier is about 300—500 tons per day, and the total cost 
of drying about 12 — 15d. per ton. Of this cost that of the fuel is about 
. one-third, the efficiency in the use of the fuel varying between 50 and 
75 per cent. 

Drying on the Mesabi is only undertaken during the shipping season, 
when the lakes are ice-free. The dried ore not only has a more, certain 
market and never freezes during transport, but in addition it commands 
about 20— 24d. more per ton, so that there is a decided profit by drying. 
The cost of the necessary plant when on a scale of about 1000 tons per day 
is at the rate of about £10 per ton dried per day, the above figure for 
total cost including interest and amortization on such a figure. 

Similar drying is undertaken on Cuban iron ores for shipment to 
the United States. These ores are not only dried, but to a large extent 
nodulized. The driers are 130 ft. long and 10 ft. diameter ; taking two 
minutes to make a revolution, discharge is delayed, so that their capacity 
is only about 200 tons per day. 

Dryuig of Magnetite Ores for Magnetic Separaiion. — Magnetite ores do 
not as a rule contain much water, nor does ordinary dampness interfere 
with the magnetic separation of coarse magnetite. The drying of magnetite 
ores is therefore limited to the removal of, say, 5 per cent of water from the 
finer portion of the broken ore, that is, material ^er than 1 — 3 in. Being 
a limited operation, the drier usually employed is a simple brick tower 
about 5 ft. square in section and 45 ft. in height. A number of inclined 
baffles fixed in this tower delay the fall of the ore fed at the top ; these 
baffles are of cast-iron bars laid close together, the directions of inclination 
of any two successive baffles being at right angles. At the bottom of 
such a tower the hot gases from a firebox enter and rise ; having fallen 
through these gases the dried material discharges through a gate. At 
the top is the feed inlet, kept filled with ore, and the suction of an 
exhaust fan which carries away the gases and the dust. 

Drying and Dehydration of Gold Ores.— The drying of gold ores in 
preparation f6r dry-crushing and eventual cyanidation is not un- 
common. At Kalgoorlie, Western Australia, and at the Cam-and-Motor, 
Rhodesia, it was necessary, in order to reduce the moisture in the crude ore 
to*^about 1 per cent, or otherwise ball-mill crushing would have suffered 
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by the cm^ns becoming clogged. At the Connemam mine, Rhodesia, the 
Sa^fi portion of the ore, containing a good deal of hydrated iron oxide 
and other hydrates, was dried in a rotary drier to the advantage of 
the subsequent recovery by cyanidation. Tests made at the Buckhom 
mine, Nevada, where the ore was very clayey, showed that by dr 3 dng the 
ore at a temperature sufficient 'to drive ofE the combined moisture, better 
recoveries were possible afterwards ; such drying appears so to altet the 
physical condition of any clay present, that the gelatinous condition does 
not arise to the detriment of subsequent percolation, dissolution, and 
washing. In a drier, combined water appears to be removed just as readily 
as ordinary moisture. 

Drying as a preparation for the pneumatic separation of rare ores 
was instanced when describing the recovery of carnotite by that means of 
separation. 

Drying of Concentrate . — ^As already described under flotation, the 
mineral-laden froth from the flotation boxes is generally settled in mechani- 
cal settlers. From these, if the mineral be not too slimy, a product con- 
taining about 40 per cent of water is readily obtained. It is the practice’ 
now to filter this concentrate by continuous filters and thereby to reduce 
the moisture to about 12 — 15 per cent, in which condition it is delivered 
to the concentrate bins to drain while awaiting shipment. Where, however, 
the concentrate is slimy, the filtered product will still contain as much as 
or more than 25 — 35 per cent of water, and be a sticky material difficult 
to handle; such slimy concentrate is best dried. The Lowden drier, 
already described (p. 464), readily brings the moisture down to about 
12 — 15 per cent ; or, with less slimy flotation concentrate filtered to 
is per cent moisture, readily to 6 per cent, though in transport there 
would then be risk of loss by dusting. Ordinarily, just over a hundred- 
weight of coal per ton of dry concentrate is required. 

On the other hand, a satisfactorily low moisture-content has some- 
times been obtained by directly drying the thickened underflow from the 
mechanical settlers, either in shallow tanks with steam coils in the bottom, 
or upon floors. Suitable tanks are about 15 ft. square and 3 ft. deep ; 
into such the thickened underflow is run and allowed to settle ; the super- 
,natant liquor is decanted, and steam turned on; after 24-~36 hours* 
steaming, the iiioisture will be reduced to 8 — 10 per cent, and the bed of 
dry concentrate, about a foot thick, will be in a condition.to be*dug out. 
Filtration is, however, cheaper. ** 

At the Tul Mi Chung mill, Korea, ^ the flotation concentr&fi, leaving the 
thickener with about 33 per cent moisture, is dried on floors each of which 
1 WeigaU and MitcheU-Roberte, M. ds 8.P., Doc. 0, 1919, p. ^15. * * 
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is 40 ft. long and 15 ft. wide, and has staggered beneath it fljj^es having 
a total length of 300 ft. from firebox to stack. The floor itself is made of 
concrete slabs, in. thick, reinforced with barbed wire, tte joints being 
of* the ship-lap type to prevent concentrate falling between; it slopes 
about J in. per foot towards the stack where the ore is fed, this slope giving 
oj)portunity for w^ater to drain off. As the concentrate dries it is raked 
towards the firebox, the moisture in the finished product being well below 
1 per cent ; drying is continued to such completeness, and such completeness 
is possible without subsequent loss by dusting, because the concentrate 
is bagged for shipment. Each of these floors dries 5 — 6 tons per day of 
flotation concentrates, 97 }>er cent of which is finer than 200 mesh, at a 
cost of 3s. 6d. per ton for drying and bagging. 

Water concentrate must be dried if it is to be submitted to electrostatic 
separation, or unroasted, to dry magnetic separation ; drying is also often 



Rotary Brier for Concentrate. — Diagrammatic Elevation. F(‘('d in at tim stack 
end, discharge at the firebox end ; the materia] travels towards tlie flame (pp. 596, 601). 

undertaken before roasting. Such drying may be done on floors, plates, 
or on the top of the roaster, but the product is more uniform if the operation 
is conducted in a rotary drier. A drier of relatively small dimension, 
say 3 ft. diameter and 30 ft. long, suffices ; in such, it is the common 
practice for the material to progress towards the flame, the moist con- 
centrate being fed at the stack end, and the flnished product being 
, discharged at the firebox end (Fig. 412). 

Exceptionally, at the Braden copper mine, Chili, the flotation con- 
centrate is not only dried, but nodulized in rotary kilns heated by oil burners 
to 950° G. at the feed end. At that temperature the granular concentrate 
beqpmes sticky ^and the rolling motion causes balling ; the sulphur at the 
same time beebmes reduced from 28 per cent to about 18 per cent. 

Finally, driers, like pneumatic concentrators, are largely employed in 
the prepaVation of non-metalliferous minerals, asbestos, graphite, mica, 
bauxite, etc. 



xin HEAT TREATMINTS IN ORE-DRESSING 597 

f 

** Calcinino to remove Carbonic Acid 

c 

Calcining, popularly, is to reduce to quicklime or to render a 
substance friable, by roasting or burning ; lienee, though calcining and 
roasting are used indifferently, in a stricter sense the former is char- 
acterized by the disengagement of carbonic acid, and has a physical 
change in view. As such*it is employed to reduce the weight of siderite 
in preparation for shipment, giving at the same time a material of higher 
iron-content and better physical condition for the blast furnace. This cal- 
cined material, however, gradually absorbs moisture, so that if the delay 
be long, the moisture-content may again be as much as 8 — 10 per cent. 

In a pure state siderite contains 48-3 per cent of iron and 37*9 per cent 
of carbonic acid ; it is, however, generally mixed with the carbonates of 
calcium and magnesium, some alumina and silica. A fair average-figure 
for the iron-content of carbonate ore from the Inferior Oolite in Yorkshire, 
after heating to 100° C. to expel moisture, is about 33 per cent. By calcina- 
tion this figure is increased to just over 45 per cent ; the change is from 
ferrous carbonate, FeCOj,, to ferric oxide, FcgOg, thus: 2FeC03 + 0 
«Fe203 + 2C02. Drying taking place concomitantly with calcination, 
the weight of the raw ore is reduced 25 — 30 per cent. 

Rhodocroisite, the carbonate of manganese, when existing in such 
amount as to warrant exploitation, is also submitted to calcination.^ 

The oxidized ores of zinc, and particularly the carbonate, may likewise 
be calcined with advantage in lower weight and higher zinc-content, the 
combined water being disengaged as well as carbonic acid. At the same 
time any siderite present is rendered magnetic, and removable subsequently 
by magnetic separation. 

Finally, when magnesite, the carbonate of magnesium, is calcined it 
loses about half its weight, becoming then the material for the basic 
linings of steel furnaces. Being at the same time and by reason of 
contained iron, rendered magnetic, it can be magnetically separated from 
any impurities should such separation be desired. 

Calcination to remove carbonic acid is conducted in fixed vertical 
kilns, or in rotating horizontal kilns similar to rotary driers. In the, 
former, progression of the material fed at the top is by direct fall to the 
bottom, the rate of progression being determined by the rate of with- 
drawal below ; .in the latter, progression is down the gentle inclination, this 
progression being promoted by the successive rise and fall of the ma^rial, 
as the cylinder revolves. With the vertical kiln the heat, may be intro- 
duced as hot gases from fireboxes at the side, or arise directly witMn the 
kiln by the combustion of fuel interbedded with the ore, abouf,8 per cent 
» Moreing, Trans , VoL n., 1894, p. 267. 
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of fuel being requiredun either case ; these kilns are about 45 ft. high and 
10 ft. outside diameHr, the firebrick lining being about 15 ip. thick. Witi 
the rotary kilns, as already described, the heat enters with the gases of 
combustion from a fixed firebox or a fixed burner ; the advantage of this 
type is that fine material cannot obstruct the free passage of the hot gases. 

In Great Britain and in Europe generally, vertical Idlns are used; 
in America the rotary kiln (Fig. 413). At the Mdgpie siderite naine, Ontario,^ 
the calcining kilns are 125 ft. long by 8 ft. diameter, lined with 9 in. of fire- 
bricks ; powdered slack is the fuel, and the temperature obtaining within 
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Rotary Kiln for llagnesite.— In process of erootion. This kiln, as will be 
realized readily, is about 130 feet long and 10 feet in diameter. The near end will 
be the feed end and the cool end (pp. 691, 698). 

the first 20 ft. of the kiln is about 1100° C. Tlie ore to be calcined is 
broken to about 3 in. ; in the operation it loses about 30 per cent of its 
weight and something of its size ; the colour also changes from brown ^ 

' nearly black ; coolers are used after calcination. ^ 

Similar, though generally smaller, rotary kilns are used with magne»te. 
Broken to 1 in., this material is fed mto a kiln about 60 ft. long by 6 % 
in diaihel^r, maldng about one revolution per minute ; therein it renu^ 
for ‘ftbout 45 minutes. Travelling slowly to meet the flame, it is discharged 
at a /jherry-red’heat necessitating special cooling. The capacity of such a 
lain is about 60 tons per day. 

* HMaelbring, Tran#. Can. Jf.i., Vol. XX„ 1917, p. 325. 
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Calcininq to Disintegbate and Eelease 

Ages old is the practice in Cornwall to burn the tin concentrate before 
submitting it to the more careful enriching-operations conducted jn the 
tm-yard. This burning breaks up pyrite, mispickel, etc., that these im- 
purities may, in a subsequent water-treatment, be removed in suspension 
or streamed away. At the same time any cassiterite or wolframite held 
by such sulphides is released, becoming to a large extent recoverable by 
water; any cassiterite and wolframite held together by sulphides or 
other cement fall apart, to the more complete magnetic-separation of 
these two minerals afterwards ; and the arsenic, disengaged in the form 
of arsenious oxide, AsjOj, becomes recoverable in appropriate flues, while 
the sulphur fumes escape up the stack. This operation is described as 
calcining, and the appropriate furnaces as calciners. The concentrate 
submitted to the operation contains variously from 7*6 ^er cent to 30 per 
cent of tin, the lower percentage connoting much arsenic or wolframite 
to recover and/or much sulphur to remove. 

Similar calcination is conducted in Bolivia, in the Malay Peninsula, 
and elsewhere, wherever there are impurities to remove from cassiterite, or 
wolframite and cassiterite to separate from one another. 

The temperature in the calciner should not exceed 800® C., particularly 
if wolframite be present, because above that temperature the larger grains 
burst and excessively fine mineral is produced ; incipient fusion will alscr 
develop. The best temperature is 600®-— 700® C.^ Where considerable 
pyrite or mispickel is present, fritting of the mass begins even at a lower 
temperature, so that it then becomes necessary to conduct the calcination 
in two stages, an earlier stage at a lower temperature, and a final stage at 
a higher temperature, the material being dressed between the two stages, 
Deposition of arsenious oxide begins when the temperature of the gases 
in ^e flues has fallen to about 170® 0., and is practically complete at about 
140® C. 

The calciner favoured in Cornwall is one with a revolving hearth, the 
Brunton calciner (Fig. 414). This hearth, about 12 ft. diameter and 
covered with firebrick, is supported upon an iron framework radiating from 
a central driving-spindle ; in shape it is a flat cone, with a slope of abouf 
1 in 10.'^ Revolution, at the rate of about three times per hour, takes place 
in a flrebriclf chamber, the arch of which is about 18 in. above the hearth. 
In the centre of the arch is a feed-cone which conneq^ with a drying 
floor above. This cone is kept filled with material to prevent the &cape 
of fume ; up. through it, the driving spindle extends to h bearing above ; 
witto it, radial stirrers moving with the spindle ensure a regular feed. 

> Taylor, M , Mag ,, Hay 1918. 
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Two fireboxes, spaced mth. a 60° arc between them on the periph^, connect 
directly with the combustion space above the hearth ; at a convenient 
point away from these boxes is the exiiaust flue leading to^ the depositing 
chambers, and eventually, after a traverse of 700 — 1000 ft., to the stack. 
Fixed in the arch are three radial rows of ploughs, which, as the hearth 
revolves, gradually plough the material from the centre to the periphery, 
this passage taking 6—12 hours. At a point, on this periphery opposite 
the fireboxes is a controlled opening for discharge, the calcined material 
being ploughed ofl by the outside plough of the row of ploughs radiating 
to this point. 

Such a calciner roasts about 4 tons of coarse concentrate per day, but 



less of fine, and consumes about 200 lb. of coal per ton of material roasted. 
In tlie first part of the depositing flues some fine cassiterite settles ; the 
arsenic settles later, black with unconsumed carbon and containing about 
76 per cent of arsenious oxide. A subsequent refinement eliminates the 
' carbon and raises the arsenious oxide to 98 per cent, in which condition 
the product is marketable. Where the amount of arsenic is considerable 
the flues are cleaned about once a month. The fine cassiterite recovered 
is generally dressed separately from the milling concentrate. Though 
is but little draught, some of the finest cassiterite undoubtedly is 
lost \^th the escaping gases. 

The Bnmton calciner is favoured in Cornwall probably because of its 
geo^/b opef ation and its suitably low capacity ; several are usually required, 
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the coarse,^oncentrate, the fine, and the material to be re-roasted, all being 
treated separately. The resultant calcine is fairly sweet, but with sparse 
air and quiet rabbling some sulphur and arsenic remain. Such conditions, 
however, render the iron oxide sufficiently magnetic to be removed in a 
weak field, leaving any wolframite to be separated uncontaminated in a strong 
field. This particular furnace, modified to suit local circumstances, has also 
been used for the recovery of arsenic from lead fume at Midvale, Utah, where, 
in the presence of lead, the lower temperature of 475° G. was employed.^ 

The rotating-cylinder type of furnace, represented by the Oxland 
calciner, has also seen considerable use in Cornwall and Devon. This 
calciner, very similar in design to the small rotary drier, is a steel-plate 
cylinder about 30 ft. long and 3 ft. internal diameter, lined with firebricks, 
four longitudinal rows of which project to act as lifters (Fig. 412). This 
cylinder is encircled with tyres which find support on rollers laid to give 
a slight inclination ; it is encircled in a medial position by a toothed 
wheel, through which rotation at the rate of about six revolutions per 
hour is effected. It communicates at its lower end with a firebox 
and at its upper end with flues and stack. The concentrate to be 
calcined is fed through a chute at the upper end, this chute being 
kept filled with green concentrate to prevent the 'escape of fume ; the 
top of the fume-box around this chute makes a good drying-hearth. 
Travelling slowly down the cylinder with every revolution, the calcined 
material at last falls into a vaulted chamber fashioned in brickwork 
alongside the firebox. This calciner has a larger capacity than the Brunton, 
being capable of treating 12—20 tons per day ; it also consumes less fuel 
per ton of material roasted, the amount being only about one hundred- 
weight. The operation is, however, less gentle, dust being created as the 
material falls, so that it was better suited to an earlier day when the ore 
was richer and the mineral-grain coarser. A similar calciner, the White- 
Howell, was used in Canada to recover arsenic from auriferous mispickel. 
In Silesia and Saxony, where a good deal of arsenic is produced, the ordinary 
reverberatory roasting-fumace is used, both for the disengagement of the 
crude arsenic and the subsequent refining ; in Cornwall, the reverberatory 
furnace is only used in the refining. 

Exceptionally, calcining in Cornwall has been accomplished in multi- 
hearth furnaces, a circular furnace such as the Humboldt and a rectangular 
furnace such as the Merton. This use of multi-hearth furnaces in calcina- 
tion is, however, unimportant compared with their ordinarji use as roasters, 
that is to say, furnaces in which heat is applied primarily to effect a chemical 
change in preparation for the final metallurgical operation.* • 

The Humboldt furnace consists of a vertical brickwork-cylind^ enclosed 
i M, Mag., July 1910. 
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ip. a sheet-iron casing, and supported on cast-iron columns (Fig. 415), By 
firebrick arches the interior of this cylinder is divided into^five store}^, the 
bottom of each storey being a flatly-inclined hearth about 10 ft. in diameter. 
Over each hearth two radial rabble-arms are moved round the circle by a 
hollow vertical shaft at the centre. On these arms are rabbles so set that 
while those on the upper hearth plough the ore from the centre to the periphery 
where it drops to the second hearth, those on the second hearth work it to 
the centre again where it drops to the third hearth, and so on, till finally it 

is discharged at the periphery of the fifth. 
A separate firebox outside the cylinder 
furnishes any heat necessary, the hot 
gases being introduced at the fifth 
hearth, or it may be at the third. The 
hollow central shaft 
driven by bevel 
gearing at a speed oi 
about 1*25 revolu- 
tions per minute ; it 
is cooled by cold air 



Bout -Magnetic Plan^ Fierrefitte Mines, 

France,— Tranaverae Section. At the top, a Hum- 
boldt hve-hearth roaator; followed by a rotary 
cooler ; Ferraria shaking screen ; magnetic separa- 
tors ; bins and bagging appliances (pp. 601, 608). 
(Hugon, Trans. LM.M., Vol. XXL, 1912, p. 691.) 


rising through it, this cooling extending to the hollow rabble -arms. 
Working in series with a separate rotary-drier and treating slime concen- 
trate, this furnace in Cornwall had a capacity of about 8 tons per day ; 
where used there was no arsenic to recover, calcination was preparatory 
to a simple treatment on tables and frames. The same roaster working on 
other and coarser material would run quicker and have a greater capacity. 

The Merton furnace is a three-hearth rectangular brickwork-constoction 
with two vertical spindles regularly disposed along the longitudinal axis, 
each spindle working a single rabble-arm on each hearth in such rotation 
and*^th rabbles so set that the ore is worked along the top hearth to 
drop at ^e end on to the second hearth, where it is worked back in the 
reSrbrse (Urection to fall in due course upon the bottom hearth, at die end 
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wkch dkchai^ (Pig. 416). Heated^ases entering at the bottom 
from a ^boxjnove m the opposite direction to the ore, finally leaving the 
fumaw by a flue at the top near the feed hopper. The top of this fiirLce 
like that of the Bnmton calciner, constitutes a useful drying-floor. The 

-rabble-arms and the hollow vertical shafts are cooled by a water 
circulation. 

The application of heafto decrepitate one mineral of a mixed concen- 
trate and thereafter to separate it as the undersize of a screen having appro- 
pnate apertures, affords another instance of disintegration by calfining 



Fio. 416. 

Iteton Roaster.— Diagram. The rabble-arma and spindles are water-cooled 

(p. 802). 

.In tlm Missouri me district many extensive low-grade blende deposits 
rontam much barite. These two minerals have so much the same densi^ 
^t they come together in the concentrate obtained by water. They may, 
however, then be separated by heating the concentrate to no great tem- 
^a^, the brate decrepitating while the blende yet remains whole. At 
the Moma njjne, where such a separation was practised, the concentrate 
was fed into an iron pipe 12 ft. long and 8 in. diameter supportediu a bride 
furnace m a ndtoer pennitting its rotation. At the discl&ige end of, this 
M ** * compound-oversize trommel having sieves 

of 20, 30, 40 and 50 mesh. Arrived at this ttommel the blende berame 
8^^ as the oversize, and the barite as the final undprm^. throi^ 
oQ mesh, 90 per cent of this undersize being small enough to pass 200 mesh, 
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Only about 10 per cent of, the blende went with the baritex. The same 
procedure has been followed at a mine in Houthern Spain. ^ 

Another exceptional use of heat to secure release of a valuable mineral 
is in the liquation of stibnite, the most fusible of minerals, from the rock 
in which it occurs. 

Finally, the release of metallic gold by calcining the pyrite,mispickel, etc., 
with which it occurs mechanically associated," has long been practised in 
many countries. With the pyrite thus disintegrated, the gold is readily re- 
covered by panning, by amalgamation, by chlorination, or by cyanidation. 

The calcining to disintegrate and release which has been described has 
been the application of heat treatment to the concentrate. It is, however, not 
impossible that such a treatment might be advantageously applied to crude 
ore. The disintegrating effect of heat upon ore has long been known ; it 
was indeed applied in winning ore by fire-setting, where it was accompanied 
by quenching. No similar treatment of crude ore directly to assist dis- 
integration and to favour release of the mineral has yet been adopted in 
practice, though attempts have been made to estimate the possible benefit.^ 
It is known, however, that quartz, the most abundant of gangue-minerals, 
suffers important molecular changes under heat, such changes being mostly 
such as lessen its strength ; at 575° C., for instance, ‘ sliding or gliding 
planes ’ so develop, that, after heating and quenching above that tem- 
perature, a quartz crystal can almost be twisted to pieces between the 
fingers. It is the heat and not any subsequent quenching which produces 
this condition ; quenching, though it may introduce secondary cooling- 
strains, serves primarily to fix the condition reached by the heat. If the 
material could be crushed in the hot condition no quenching would be 
necessary. In the ceramic industry these ‘transformation points' of 
siliceous materials have been closely studied with the view to their avoid- 
ance when baking pottery products ; contrariwise, in ore-dressing the study 
would be to meet and use them. 

Conceivably, with ore weakened by such heat treatment, the release oi 
contained minerals would be the more readily effected, and with less damage 
to the mineral-grain. In this direction there are possibilities with granular 
argentite contained in hard chalcedonic quartz, with granular cassiterite 
in silica-cemented ore, etc. 

Magnetic Roasting 

t Magnetic roasting or roasting for magnetism is that heat treatment 
undertaken purposely to create such magnetic properties as shall provide 
a bfcis for mineral separation ; it is particularly applied when differences 
mineral density do not suffice for separation. 

» y*tes, Tran$. LM.M,, Vol. XXVIU., 1918, p. 41. 
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Miners 3 |ere long ago aware that non-magnetic and feebly-magnetic iron 
minerals, such as pyrite, marcasite, mispickel, siderite, etc. , could by roasting 
be rendered strongly magnetic, and of this knowledge advantage has long 
been taken in magnetic separation. They also realized that the magnetic 
properties of the resulting calcine varied widely with the conditions, oxidiz- 
ing or reducing, under which the calcination had been conducted, the 
magnetic oxide preponderating imder reducing conditions and the feebly- 
magnetic ferric oxide under strongly-oxidizing conditions. Nor did it 
escape their notice that by a quick roast pyrite might be converted into 
the magnetic sulphide. These are still the bases of magnetic roasting. 
Similar awakenings of magnetism are observable with minerals which 
though not purely iron minerals yet contain iron, for instance, with 
chalcopyrite, bomite, marmatite (ferruginous blende), etc. 

In this matter the transformation points of pyrite are informative, not 
only because that mineral and its isomer, marcasite, are so frequently the 
minerals concerned, but also because the transformations of the more 
complex sulphides are not dissimilar. The decomposition of j^yrite on 
roasting with excess of air may be taken to be approximately as follows : 
pyrite decrepitates at about 60° C. ; at 400° C. it loses sulphur rapidly, 
becoming the magnetic sulphide, purjde-black and iridescent, the sulphur 
igniting to sulphurous dioxide ; at 500° C. the mass becomes incandescent, 
with the formation of the magnetic oxide, dull and dark in colour, the 
remaining sulphur burning to the dioxide ; at the same temperature, after 
a time, the magnetic oxide by combining with additional oxygen becomes 
the feebly-magnetic ferric oxide, dull and red. Thus : 

TFeSg = Fe-S^ + 6S ; 68 + 120 - 680^ 

3Fe788 + 760 = 7Fe304 + 24802 
2 Fe 304 + 0=3Fe203. 

Roasted without excess of air, the formation of ferric oxide would be so 
delayed that it would be possible to stop the operation more or less at 
the magnetic oxide. Roasted in the presence of a reducing agent, finely- 
divided coal, for instance, the ferric oxide stage would not supervene, but, 
on the contrary, were any ferric oxide present it would be reduced to the 
magnetic oxide ; thus : 

6Fe203+C-4Fe304+C02. 

Pyrrhotite, the magnetic pyrite, first ignites at 500° C.,*the subsequent 
developments being the same as with pyrite. 

The transformation points of siderite, ferrous carbonate, may be Ifeken 
to be as follows : with abundant air and at 300° C., carboifjc acid is 
expelled and oxygen absorbed, with the formation of ferric oxide tBus : 
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2FeC0s+0««Fe209+2b02. With air in moderate amount tl^ magnetic 
oxide is formed ahd the operation may be stopped before the formation, 
of ferric oxide, thus : SFeCO^ + 0 *= Fe304 + SCOj. ^ 

Red haematite, as indicated above, is converted into the magnetic 
oxide by roasting in the presence of a reducing agent ; the same is true of 
brown haematite, the water of hydration being first expelled. 

In practice, magnetic roasting does not nectessarily proceed to the 
complete transformation of the mass, but aims at the development of a 
magnetic film sufficiently deep that in an appropriate field the whole mass 
responds. 

The most important present application of magnetic roasting is in the 
beneficiation of the marcasite-blende concentrate so frequently produced 
by ’'zinc mines. In the Wisconsin zinc district of the United States this 
concentrate contains about 35 per cent of zinc and 25 per cent of iron, both 
combined with sulphur ; such material cannot be retorted. By a magnetic- 
roast and subsequent magnetic-separation the zinc content is raised above 
60 per cent while the iron is reduced to about 3 per cent. In that district 
the magnetic roast is conducted in seven-hearth furnaces about 22 ft. 
diameter and standing about 24 ft. above the floor ; the top of the furnace 
in addition is a useful drying-hearth (Fig. 417).^ Roasting proceeds by 
the burning of a portion of the contained sulphur ; except at starting 
no outside fuel is required. Fed on to the drying hearth, the ore is rabbled 
to the centre to drop on to the first roasting-hearth ; across this hearth it is 
moved to the periphery, whence it drops to the second hearth to be brought 
to the centre again ; and so on, until the discharge takes place from the 
periphery of the seventh hearth ; at this bottom hearth the temperature 
is highest, about 475°— 525° C. The amount of ore roasted by such a 
furnace per day is roughly 125 tons. With the quick passage this tonnage 
connotes, and at the relatively low temperature obtaining, the marcasite, in 
spite of the abundance of air passing, is converted more or less to the 
magnetic sulphide. Evidence of this lies in the fact that the magnetic 
product subsequently obtained from the separator still contains sufficient 
sulphur to make this product valuable for the manufacture of sulphuric 
' acid. The gases of combustion, carrying with them about 1*6 per cent of 
the ore, go through a dust chamber to a Cottrell electrostatic precipitator. 

From the roasting furnace the ore is delivered to four 'rotary coolers, 
§teel-plate cylinders 2 ft. inside diameter and 26 ft. long, cooled by a spray 
of Water pouring directly upon them. No attempt is made to cool the ore 
com|letely,.as the roasted ore has been found not to be so magnetic when 
cool as when somewhat warm. 

^ Beutmui, E. A June 28, 1919, p. 1107* 
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On the 1)^818 of 125 tons of green ore roasted per day the cost of roasting 
and separation was about 5s. per ton, this figure not including general costs. 



Fia. 417. 


Wedge Boaster.— Part-sectional Elevation. The roaster shown has seven 
roasting-hearths and, on top, a drying-hearth. The hollow central shaft is of riveted 
steel plate lagged outside with fire-brick which revolves with it. The draught from 
bottom to top keeps this shaft cool so that a man can enter to attend to the rabble- ^ 
arms* These an:^ revolve with the shaft 15 — 30 revolutions per hour ; they oom- 
mtmioate with a cool-air service on top. The capacity of such a fumi^c ^ feet 
diameter is ordinarily 75—100 tons per day (p. 606). 

In Europe the association of marcasite with blende in ore-deposits is 
not so characteristic as in Wisconsin ; on the other hand, it oceasionalljr 
happens that ordinary pyrite is the contaminant of a blende concentrm^ 
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and in such circumstance both the practice and the means eiipployed are 
very similar to that just described. 

At the Pierrefitte mine, Hautes Pyr4n6eR, France, water-concentration 
separated argentiferous galena and a pyrite-blende middling.^ This 
middling, amounting to about 40 tons per day, was roasted in two Humboldt 
five-hearth mechanical furnaces of about 13 ft. outside diameter, the 
rabbles making 5 revolutions j)er minute ; serving these two furnaces was 
a separate fire-box (Fig. 415). From them the roasted ore passed to a 
rotary cooler about 18 ft. long, 3 ft. 6 in. diameter, borne upon trunnions 
and set at an inclination of about 1 in 6. This cooler contained 16 water- 
jacketed tubes, each with 3 inches clear diameter for the passage of the ore 
and a | in. aimular space for the passage of water. The capacity of this 
cooler was 40—50 tons per day, the j)rovision of cooling water being 
about ten times this weight. The material to be roasted contained about 
30 per cent of zinc and 16 per cent of iron, and the product after roasting 
and magnetic aef)aration about 48 j)er cent of zinc. Apparently, roasting 
of the pyrite was fairly complete ; ordinary fuel was employed, and a 
draught created by an exhaust fan ; the bottom hearth was kept at a 
good cherry-red heat, while the top hearth was black and merely warm. 
The dust was deposited in large sheet-iron V-bottomed chambers. The 
operating cost of this treatment, roasting and magnetic separation in- 
cluded, was about 3s. per ton of material treated, and the recovery about 
94 per cent. 

The association of blende with siderite, more common in Europe, was 
formerly likewise broken by a roast-magnetic treatment, though now this 
separation of siderite is largely accomplished unroasted in fields of high 
intensity. It was common practice in Sardinia, for instance, to calcine 
the blende-siderite middling in Oxland calciners after mixing with about 
2 hundredweight of fine coal per ton of middling. These calciners were 
30—40 ft. long and 2 ft. diameter ; they made 16—24 revolutions per 
hour and had a capacity of about 1’5— 2*5 tons per hour. This practice 
still maintains where the zinc mineral, instead of being wholly blende, is 
largely an oxidized mineral which it is desirable to calcine. 

The calcining of Cernish tin concentrate has already been described; 
such roasting was practised long before magnetic separators were intro- 
duced« primarily to release the cassiterite from attached sulphide, to dis- 
integrate both*the free and the attached sulphide, and to disengage the 
arsenic, so th[»Y by subsequent huddling and rebuddling the cassiterite would 
be dbtained clean. The roasted iron is, however, magnetic, and more readily 
s^parabl^* magnetically w^hen the amount justifies this refinement ; the 
\ Hugon, Trans. LM.M., Vol. XXL p. 691, 1912. 
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restricted wlume of air suitable to the deposition of the arsenic, the quiet 
roast necessary to minimize the loss of fine tin, both favour a product 
which, though svveet in respect to sulphur, is yet largely the magnetic rather 
than the ferric oxide.^ Whatever the option in the absence of wolframite, 
when wolframite is present in commercial amount, not only is magnetic 
separation doubly justified but necessary, since with the iron removed in a 
weaker field, the wolfranr is;ieparately recoverable in a stronger field, leav- 
ing the cassiterite so much the cleaner. For the wolfram to be recovered 
clean, however, much free ferric oxide should not be present, this oxide 
passing into the same magnetic product as the wolframite ; accordingly, 
a light roast makes for clean wolfram. 

At Llallagua, Bolivia, a pyrite-cassitcritc middling obtained from water 
concentration is roasted previously to a wet magnetic-separation. As tliis 
middling contains 25 per cent of sulphur and roasting is only carried to the 
magnetic sulpliide or oxide, no extraneous fuel is required after once the 
furnace has started. Roasting is conducted in multi-hearth mechanical 
furnaces which deliver a product still containing 10 —12 per cent of sulphur. 
Treated in the wet separator the magnetic product contains 50 [)er cent of 
iron and 22 per cent of sulphur, the remainder being largely oxygen, while 
the non-magnetic j)r()duct contains about 2*5 per cent^)f iron and 2 per cent 
of sulphur. Normally the roasted material is bla(!k ; when it incliiles to 
be red the magnetic separator will do poor work, the tbrconcentrate will 
contain much iron. 

Magnetic roasting for the beneficiation of iron ores is not yet practised. 
It has been tried u{)on lean haematite ores from the Mesabi Range, Minnesota ; 
it was also included in the Goltra Process, applied at Waukon, Idaho, to 
the beneficiation of a clay-bed containing nodules of haematite. In this 
process the crude ore was dried in rotary kilns 150 feet long and 10 feet 
diameter, by a hot blast entered at the discharge end, not Ohly to dry but 
to carry away the dust into which the clay fell. The granular material 
normally discharged was plunged into water to permit the sorting of the 
large pieces, whence the undersize entered magnetizing kilns wherein oil- 
fuel was burned to reduce the haematite to magnetite. 

In a reducing atmosphere a temperature something less than 500° C. 
is sufficient to convert haematite to magnetite ; such a temperature and 
such an atmosphere can be obtained by the consumption of an amount of 
coal equal to about 1 0 per cent of the weight of the ore. LJpaonift appears 
to be quite as readily converted as haematite, probably because thdhgh 
there is water to expel, that expulsion leaves the mineral ftiore porous to 
the reducing gases. In either case cooling must take place out of contact 
* Dietzsch, Tram, Vo!. XV., 1905, p. 2. * * ^ 
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with air, or oxygen wtinld be re-absorbed and the mapetite in^part would 
return to haematite. It is considered that a magnetic-roasting of haema- 
tite, icarried to the extent of converting 95 per cent to magnetite, would 
cost on a large scale about 48. per ton. 


Though in this description of magnetic-roasting certain types of roast- 
ing furnaces have been mentioned, any modeyn type of roaster could be 
employed ; much lies in the proper control of the 
air, much also in the duration of the operation. 

I Roasting of pyrite to the magnetic sulphide 

V 1 need take little time if the temperature be 

sufficiently high ; so conducted it is sometimes 
'I described as “ flash roasting.” Such roasting 
|| V ^ is charact;eristically conducted in a shaft 

M I furnace. Fed at the top of such a furnace, 

.0 \ the ore falls to one side of a central dia- 

pliragm, througli heated gases wliich, having 
' risen from a firebox on the other side of the 
diaphragm, are now descending (Fig. 418). 
S , In those gases ignition 

|| ; 1 

g sulphur continuing 

^ ^ in the pocket into which 

Firebox material falls, and from 

M / /""T which by screw - conveyor 

roasted material is 
eventually removed. Flash 
. roasting is, however, liable 

Roasted Product .l ^ j 

to be uncertain and un- 


Roaated Product 


Shatt Putnaoe.-Di.vgram. Kumw™ of this Generally, whennofeebly- 

tyiH) have been used for the ‘flash magnetic. .• . , • \ 

rating of pyrite (p, 910). ”«g"et>« "»“eral 18 present 

to be recovered separately 
but only iron oxide has to be removed, it is better to proceed to com- 
plete expulsion of the sulphur, because there is then the assurance that 
all the iron has been rendered magnetic. That some of the iron by 


over-roasting may have been rendered feebly-magnetic is a relatively small 
matter, since the energy consumed in the excitation of even the intense 
fieih necessary for the removal of such material is relatively low;, in 
addition, fuel lor the roasting is often largely available in the ore its^. 
Where such considerations apply, a good temperature and abundant air 
wifi not he feared but used to quicken the roasting. 
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Fractional Roasting 

Galena is more readily oxidized to the sulphate than blende ; upon 
roasting its conversion to the sulphate takes place at a lower temperature ; 
it is„p 08 sible therefore to roast a mixture of these two sulphides at such a 
temperature that the galena is ‘ sulphatized ’ while the blende remains 
unaltered; this fractioAal. roasting is more readily produced when the 
minerals are in a fine condition ; a sulphatized surface is dull and so 
profoundly different from the lustrous metallic surface of the sulphide, that, 
instead of possessing any tendency to float, the mineral behaves like stony 
material and sinks. These j)henoraena are the bases of the Horwood 
process of differential flotation (p. 444). 

In the Horwood process as applied at Broken Hill the mixed-sulphide 
slime is roasted at a temperature of about 400° C. with free rabbling and 
abundant air, the galena surface being thereby rendered dull and earthy 
while that of the blende remains bright and lustrous. With this alteration 
accomplished, the blende floats in an ordinary flotation-cell and is recover- 
able with the froth, while the galena sinks. The degree of sulphatizing * 
necessary to the commercial success of the operation varies with the size 
of the mineral grain ; with fine material 70 per cent ©r so of the galena will 
be found to have been converted to sulphate ; with coarser material a much 
smaller percentage, since in relation to mass the extent of surface is smaller. 

In practice, roasting is conducted at a temperature of about 400° C., 
by heat supplied partly from a firebox, partly also from the combustion 
of the sulphur.^ Except there be pyrite present, the temperature should 
not be allowed to rise beyond 450° C., or there will be needless risk of 
the blende becoming involved in oxidation ; pure blende by itself does 
not, however, ignite below a temperature of 550° C. With pyrite present 
the temperature may be allowed to climb to 500° C. without risk, since 
this mineral appears to draw the forces of oxidation upon itself ; indeed 
with pyrite present the temperature should be kept high, because until all 
that mineral is oxidized the sulphatizing of the galena is delayed. P 3 rrite 
is oxidized rather than sulphatized. 

A similar fractional -roasting was tried at the Afterthought mine, ^ 
California, in an endeavour to separate chalcopyrite and blende obtained 
together in a collective flotation-concentrate (p. 445). This concentrate 
was roasted i!l a 25 ft. nine-hearth Wedge mechanical furnace, ^herein 
the temperature of the fired hearth was kept at about 47^° C., the hi|{her 
and the lower hearths being cooler, the bottom hearth having a temperature 
of about 200° C. At these temperatures the chalcopyrite was largely con- 
verted to oxide but sbme to sulphate ; so long as the amount ^f sulphate 
^ Clark, Min, January 1910. 
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formed did not represent too great a loss, its presence in the solution was 
beneficial to the subsequent preferential -flotation of the blende while 
keeping down the copper. The properly-roasted materiaf if left to cool 
gradually presented a characteristic brown colour, but if cooled rapidly it 
was black and the copper tended to float. Proper cooling was therefore 
necessary ; this was accomplished by a special cooler in which the material 
remained for about 10 minutes.' r * 

The Ilorwood process was also tried in British Columbia, to separate 



Vuh 419. 

Rotary Cooler (Iron Mask Cooler).— 
Longitudinal and Cross Sections, This cooler, 
norraally 3 feet diameter and 14 feet long, 
is 8tat<*d to have a capacity of about 100 
tons per day (p. 613). 



blende from a middling in which it was associated with pyrrhotite and 
miapickel. Here fractional roasting was best conducted at 350— 375° C., 
this lower temperature being necessary because the blende was largely 
in the form of marmatite, which at a higher temperature would suffer 
oxidation and loss.^ 


Cooling t. 

More ^»han qnce in describing the various heat-treatments cooling has 
beeii mentioned (pp. 598, 606, 608, 612), Drying in rotary kilns where the 
ore moves away from the fire does not necessitate cooling, but when the 

> Heller, M. N.P., Ang. 1919, p. 164. 

' Motherwell, if. dr S.P,, Nov. 29, 1919, p. 769. 
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ore moves^wards the fire some sort of cooler inay be required. Cooling 
is generally required with calcining because the ore moves towards the 
flame and, as it leaves the calciner, is quite hot. Special coolers are more 
necessary when the quantities are great ; when the quantities are small 
the material can be spread out to cool. In many multi-hearth roasting 
furnaces the lowest hearth is a cooling hearth, rabbling taking place in air, 
which thereby becomes heated before entering the main combustion zone. 

In design, coolers as a rule are very much like rotary driers, with 
water passing instead of hot gases (Fig. 419). 



CHAPTER XIV 


TlfE CONTROL OF OPERATIONS 

Sampling and Assay Value ; Weighing and Tonnage ; Recovery 
AND Enrichment 

Whether of the separate operations embraced within a complete dressing- 
scheme or of the complete scheme itself, control is only possible when 
comparison in respect to quality, amount, and total valuable content, 
can be made between the original material and its products. It there- 
fore becomes necessary to know the assay- values and weights of the 
material treated and pf the products obtained, factors obtainable respec- 
tively by sampling and weighing. 

Sampling and Assay Value 

A sample is a conveniently small representative, in the commercial 
sense, of a large and given mass. In dressing, the material to be sampled 
is crushed ore in continuous or interrupted movement through the plant, 
and the given mass is that which passes in a given time. If ore were 
homogeneous any piece or portion would be a sample, the taking of which 
would present no difficulty ; being usually, however, heterogeneous, fluctuat- 
ing and capricious, the sanqding of ore demands the most attentive and 
loyal care, and generally the assistance of machines designed to work 
impartially. 

Samples collected at random never suffice. In the simplest case, say 
, that of iron ore, pieces taken by the hand in accordance with a regular 
procedure may together make a reliable sample. More usually all the ore 
passes through a sampling machine, the sample taken p^ing in turn 
through ofher samplers in series till a proper weight remains. Accord- 
ingly, sampling •may be. conveniently described under hand sampling and 
maeWe samp^ipg. 

Hand Sampling. 

^Hand sampling is taken to include all sampling where the hand 
‘ , 614 
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alone, or tjjie hand manipulating a tool, is the active agency. As such it 
is describe under the following headings : — 

Truck Smnpling.— Where the material passes in trucks, samples may be 
accumulated by taking, generally with the help of a scoop or shovel, a 
small portion from each truck. The reliability of such samples depends 
primarily upon the size of the particular material. With sand, for iastance, 
and particularly wlien by })revious crushing such sand has become 
thoroughly mixed, the results are reliable. A weiglit of 1 — 2 lb. is taken 
from eacli tru(;k containing 1—2 tons, these [)ortioii8 being assembled to 
make a daily sample, which subsequently is cut down by laboratory 
moans to a convenient weight ; each sample-portion is therefore about 
l-2000th of the material treated. Since a weight of 100 — 200 lb. is as high 
as is conveniently handled in the laboratory, the number of portions 
making uj) the daily sample will generally be about 100. 

On the other hand, with broken ore proceeding from the breaker to 
the mill-bins, truck sampling is ernjdoyed with little satisfaction, the range 
of size of this material being too great. 

Ccff Sanijdlng.- In the United States, iron ore is^ometimes sampled by 
taking pieces regularly over the surface of the ore as it lies in railroad 
cars on its way to the furnaces. These cars, as a rule, concain 40 — 50 tons, 
from which amount about 20 pieces are lifted each at a determined point, 
regular spacing being obtained by means of a, rope-net template. The 
ore being of relatively uniform value and broken to furnace size, this 
procedure is satisfactory and agreed between buyer and seller. 

Tank and Bin Sampling —Vnlverized ore collected in tanks for such 
treatment as cyanidation may be sampled by pipes of design recalling the 
familiar cheese-triers. Such pipes are usually 2 inches in diameter and in 
length somewhat longer than the depth of the collected sand, 8 — 10 feet 
being common. At the top a tubular T-piece secures a handle by which 
the pipe is gradually worked down into the sand, and eventually with- 
drawn ; at the bottom the rim is fashioned into a cutting edge ; upwards 
from the bottom a slit extends nearly to the top, this slit giving a certain* 
grip and springiness to the cutter, while permitting the ready entry of the 
sample (Pig. *420). When the pipe is withdrawn this sample is tapped 
out into a convenient receptacle. In an ordinary tank 1^ to 26 such pipe 
samples are put down, all in positions respectively to represent 
portions of the tank tonnage. If the tank be rectangulafthey are i^aced 
regularly over the surface ; if it be circular they are aligned along radii, 
the holes gradually getting closer with distance from the centred In eiflier 
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case a rope template )Hth knots at the proper points, assists^ greatly in 
setting-out tlie pre-deterinined positions. 

With tank sam})ling the number of holes in relation to the tomiage 



will depend upon the quality and character 
of the ore. Generally 100 lb. from 100 tons, 
a ratio of 1 in 2000, would be a fair sample- 
weight. 

(,'oncentrate collected in rectangular bins 
or in railroad cars may likewise be sampled 
by ]>ipes. With such material, however, the 
])ipe is smaller, say IJ- in. diameter, and 
shorter, the dejjtli of collected material being 
less ; moreover, sim^e concentrate ])a.cks and 
is heavy, the pipe has an iron or wooden 
j)lug on top, so that it may be beaten down 
through the collected material (Fig. 420). 
Sometimes, instead of a sim})le pi])e an augur 
is used, around which, when screwed down, 
a pipe is beaten, augur, sheath, and sample 
being then lifted together. 


Fic5. 420. 


Pipe Samplers! — GeiuTal 

OutlinoK. Tii(' an aiplcr wit h 1 he 
cross Imndle is for sampling 
sands ; that plugged at Oh' top 
is for sampling conceiitrato 
(pp. 015, 610). 


Mortar -box Sampling. — Tho, pulj) from 
stamp-crushing, after issuing through the 
screens, flows over a lip which is j)art of the 
mortar-box casting, to droj) into launders 
or on to amalgamated copper plates. 
Inserting at this droj) a miniature trough, 


about 3 in. in section and the length of the mortar-box, the pulp issuing 


for about 3 seconds may be caught 
flowing. Repeating this procedure 
every hour, the whole amount 
collected per day, being about 
l-r200th of the material crushed, 
becomes the daily samjde. Handles 
' suitably disposed permit the sampler 
to be conveniently held in jwsition, 
and afterwards its contents to be 
poured* in^o the sample tank or 
drufk (Fig. 421). 


as a sample portion, nothing over- 



Fio. 421. 


Mortar-box Sampler.— General Out- 
line. The length of tins npniaturo trough 
is the same as that of the mortar-box lip 

(p. 616). 


Mprtar-bo}^ Sampling is largely practised on 'he Rand and elsew^here. 


When loyajly carried out the samples obtained are reliable, particularly 
whten the c^uslmig is fine. Being, however, in thv hands of men whose first 
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duty is toi attend to the stamps, the regularity with which the samples 
are taken ofteji leaves much to be desired. Taken every hour the daily 
sample is an accumulation of 24 contributioiLs. Care must be taken that 
the sampler is not filled to overflowing, and that at the end of the day 
only clear water is decanted. 

FiUer-cake Filter-cake material, even though it may be dry 

enough to transjK)rt on belt-conveyors, is yet generally so sticky as to 
preclude the use of a mechanical sampler. The slime of which such cakes 
consist may, it is true, be sampled mechanically before filtration, and 
while yet in the condition of pulp, since with freely-flowing pulp un- 
cleanliness of the cutter does not develop. But in the absence of 
such mechanical sampling, and also when treatment takes place in the 
interval between the thin and the filtered conditions, it may be necessary 
to sample the filter-cake. Such sampling is done by taking pieces by hand 
at regular intervals. 

Heap Sampling. Heaps of ore or concentrate may be sampled by (a) 
fractional shovelling, (b) coning-and-quartering, (c) riffling. 

“ Fractional shovelling ” consists in making two h(^aps with the shovel, 
one of these new heaps, the sanqde heap, being the accqjnulation of alter- 
nate shovelfuls, or of every '/ith shovelful. Where the mass of the first 
sample-heap is too large, this heap itself, after further crushing if need 
be, is submitted to a second operation, and m on. When the heap 
becomes or is small, and the material has been crushed fine or is fine, the 
shovel gives place to a relatively small scoop. However large the heap, 
fractional shovelling can only be considered for material which has passed 
the ordinary breaker, while for small heaps the fine breaker and, may be, 
the laboratory breaker, must be used. On the other hand, it cannot be 
practised with very fine material because of the dust which would arise. 
Granted a proper material, the procedure, honestly carried out, ensures 
reliability by the large number of cuts involved in the production of the 
final sample ; however, it is laborious, and the continual necessity to 
remember to which heap to turn, is a strain. No special mixing of the ^ 
heap is necessary, but in the piece-meal attack and reconstitution con- 
siderable mixing obtains. 

‘‘ Coning-alid-quartering ’’ consists in building the ore into ji cpne by 
additions at the rising apex ; when complete this cone is cacefi^lly flattejied 
by pressure applied vertically downwards at the apex ; tht; resulting flat 
circular bed is then divided into four quadrants, two alternates of ^hich 
are carefully and completely rejected, leaving the remaining ^wo to Jbe 
built into a second cone, which in turn is quartered. This procedure con- 
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tinues, with any necessary reduction in particle-size, till the twQ remaining 
quadrants are taken as duplicate samples. 

With coning-and-quartering care must be taken that tie cone is built 
symmetrically, the larger pieces rolling downwards equally all around the 
circle, the finer material remaining at the centre ; no mixing in the ordinary 
sense takes place or is necessary. Similar care must be taken that, jn the 
process of flattening, the rich central apex is hot forced into any one 
quadrant, but partly and equally into all. With these attentions the 

results obtained, in spite of the 
small number of cuts entailed, 
are reliable, and the procedure is 
largely practised, if not from 
start to finish, at least in the 
last stages of a sampling opera- 
tion. It is laborious ; but, since 
the cut is made when the hurly- 
burly of shovelling has ceased, 
no mental strain is experienced in 
keeping ‘sample’ and ‘reject’ 
in their proper and separate 
paths. 

“Riffling"’ consists in pour- 
ing the suitably crushed material 
on to a grid so constructed that 
the portion falling on the bars 
Fio. 422. may be collected sepihrately from 

Jones Riffler— Perspective View. This that falling into the spaces 
view of a small riffler well shows six spouts (Fig. 422). The bars of this grid 
leading to one side and six to the othM, with 

two pans into which the products reswctively , , • r i i_ 

foil (p 618) clmtcs With, incliiiecl bottoiUB j 

similarly, the spaces between 
the bars are not bottomless, but have an inclined bottom ; hence, 
other than that the bottoms are inclined oppositely, the bars and 
spacers are identical in figure; they are also of the same dimension. 
Generally, six bars and six spaces make the complete riffler, so that 
the two halves into which the material is divided are the result of 
twelvq cuts. Such rifflers, known as Jones rifflers, are not iSsed with large 
maj^rial ; the upper limit of size is about an inch, this size demanding 
chutes about *two inches wide. Larger than this, the appliance would 
become unwietdy, and the manipulation of the pans into which the 
’ products ^fall would be difficult. In the laboratory, small rifflers are 
muc*h used. 
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Time Sf^mpling . — Samples taken at any moment^around a concentrating 
machine in operation, of the feed and successively of the products, are 
illuminating iJ the light they throw upon the work of the particular 
machine. Though such ^mples are cut from continuous streams, mechan> 
ical sampling is out of place, because the information desired is not such as 
to warrant the complication of a continuous record, being of too internal 
and Jetailed a character. J\loreover, the hand sampling of such streams 
permits each to be sampled for a time suitable to its particular volume, 


Sheet Bridge 



Launder 
Fio. 423 


Stream Diversion for Time Samplixig.—^kctches. At an appropriate spot a gap 
is left in the bottom of a launder, down which gap, if open, the stream would drop. 
Carrying the stream over this gap is a sheet- bridge provided with a handle by which 
it can be withdrawn downstream to open the gap, and bo brought back into position 
after the time-interval. Though this bridge fits the launder closely, tightness of 
the joint is further secured by bringing the bridge uj)stream behind a sheet-slip fixed 
in the launder (p. 619). 

80 that in addition to securing samples for assay, indexes to the respective 
tonnages, treated or produced, are obtained, afld the complete account of 
the work done by the machine may be closed ; hence the description of 
these samples tis ‘ time samples.* 

Time sampling consists in diverting and collecting in % suita1}le vejsel 
the whole of a particular stream for a given time (Fig. 426j. This fime 
depends upmi the size of the stream; it may be anj^hing from 15 
seconds to 150 seconds. A bucket or sheet-iron drum with aj^propri^te 
handles makes a ( 
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to settle till the water can be decant-ed clear, the amount decanted being 
measured ; the remaining dense pulp is then carefully drie^. In the end, 
therefore, both the weight of the water and that of the dried sample are 
available. 

In diverting the stream care must be taken that any accumulations 



Fill. 424. 


Fixed-cutter Sampler.— 

Diagram, llifflors in stepped 
series are indicated (p. 620). 


upstream are not disturbed, and th^it no 
undue portion of the* heavier material moving 
along the bottom empties itself into the 
sample. With these precautions taken, 
time samples are of great help in the intelli- 
gent control of concentrating machines. As 
will be described later, they are sometimes 
used in broader issues, namely, in the de- 
termination of mill tonnages (pp. 030, 634). 

Mechanical Sampling. 

Unlike hand sampling, mechanical 
sampling demands the ore to be moving in 
a continuous stream. In samjiling such a 
stream the procedure may be considered in 
relation to two and opposite .principles, 
namely, either 07ie and the same portion of the 
stream nmg be taken the whole time] or, the 
whole stream mag he taken a portion of tlw 
time. 

Under the first principle, a fixed portion 
of the stream taken the whole time, it is 
obvious that for that fixed portion to have 
any claim to be representative it must be 
substantial, say one-half ; accordingly, there 
must be opportunity for repeated and similar 
subdivision. Further, the distribution of 
the ore across the stream must be uniform 


and the material loose, conditions which are 


not fulfilled by any water-borne stream nor by any stream moving upon 
a flat bottom. Accordingly, this principle of sampling can only be 
applied to a falling stream of dry ore, and by fixed or stationary cutters. 
Mechanical samplers with “fixed cutters” are but a development of rifflers'; 
thew difier from ordinary mechanical samplers in having no moving parts, 
and fromtiftlers in requiring no handling ; gravity is the active force and 
hei^tht the necessity ; cut follows cut in succession, till finally a samfde of 
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convenient size issues at tlie bottom (Fig. 424). With no opportunity for 

intermediate crushing, such samplers are 

only suitable ffcr relatively fine ore. They I 

are little used ; that known as the “ whistle- t 


pipe sampler ” is representative of the type 
(Fig. 425). 

'rte second principle,* namely, the whole 
stream taken a portion of the time, is that 
applied in time-sampling by hand, alretidv 
described. There, however, it Wtas applied, 
not to obtain a representative samjde of 
the mass passing during a long period, say a 
day, but to obtain samples representative 
of the material passing for a short period 
extending equally to either side of the 
actual time of diversion. Wliere the stream 
is small, as would be those around any 
single concentrating machine, the necessary 
diversion of the whole stream is possible 
without splash or scatter, but the similar 
diversion of a main stream is not possible 
with precision. Accordingly, in the 
sampling of a main stream, the stream 
itself is not diverted, but at regular inter- 
vals a cutter moves across it, this cutter 
receiving the stream into itself to lead it 
away. 

Though the edges of such a cutter are 
aligned with the stream, the movement 
across the stream may not be too rapid, or 
there will be splashing and irregularity ; on 
the other hand, if the cutter moves slowly 
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Sample 


Fio. 425. 

Whistle - pipe Sampler. — 

Diagram. In this sampler the 
fixed cutters arc inclined blades 


and is large enough to take the full stream, 
an inconveniently large sample is taken. 
This position is met by dimensioning the 
cutter not to take the full stream at any 
one time, but «nly a fraction of the stream ; 
that is to say, imtecu^^ of taking the whole 
stream a portion of the timCy it is usual to 
take each portion of the stream in succession 
a portion of the time. 

The precise relation between the width 


inserted half-way into the pijw 
down which the stream of ore is 
falling. Each cutter in succes- 
sion rejects one half of the 
stream falling upon it, till event- 
ually the bulk is reduced that 
of a convenient sadlplo! Suc- 
cessive cutters* ar ) arrange<i<0O® 
ahead of one {qiQther round the 
pipe circumference (p. 621)*. 

• 

of the stream ahd t!uit of l!tie ^ 
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cutter will depend upon the speed of movement and the wdghij of sample 
necessary to make it representative ; beyond this, the cutter must have 
such dimensions that the largest pieces enter readily. In so far as chance 
affects the accuracy of practical sampling, according to theory the error 
of any particular sample dimini8he.s as the square root of its weight 
increases, and the error of the average of a number of samples equally 
diminishes with increase in the square root /)f 'the number of samples. 
Both of these errors must be reasonably small ; the individual sample 
must be reasonably representative of the amount passing at the moment ; 
and the number of samples must be such as to make the average reasonably 
representative of the whole mass passing during the particular period. 
These two factors are, however, not on the same plane of importance ; 
perfect correctness of an individual sample cannot be expected to diminish 
error of the average due to insufficiency in the number entering that 
average ; but a large number of samples can be relied upon to mitigate, 
if not to eliminate the effect of the error of the individual sample. 
Accordingly, in sampling, it is rational to accumulate an average sample 
by a relatively large number of cuts, each of relatively small weight, 
rather than by a small number of cuts of large weight. More important 
still, experience teaches that the number of cuts must always be 
relatively high, even though, as ha])pens particularly when sampling 
coarse ore, the*large bulk of the resultant sample necessitates reduc- 
tion by further sam])ling in series. 

Mechanical samplers,, bending to the force of the foregoing considera- 
tions, are now exclusively “ moving-cutter samplers.” These, since the 
stream of ore to \vliich they are applied may either be dry or water- 
borne, it is convenient to describe under dry-stream samplers and pulp 
samplers, respectively. 

Dnj-stream iSamp/cr.v.— Sampling of the crude ore must be undertaken 
before the ore is divided or anything taken from it. All other things being 
equal, the finer the material the more reliable the sample. The introduction 
of water destroys the equality of condition between dry material and water- 
borne pulp. By many it is considered sampling had better be under- 
‘ taken before wet crushing begins; certainly, the sampling of dry ore 
pro|)erly carried out is sufficiently reliable to form the basis of purchase 
and sale. Any dry stream of ore is generally of coarse orfe, say the pro^ 
duct of 'break/^rs. With such material certain samplers have shown 
theffiselves reliable in result and in mechanism. 

The Vezin sampler usually consists of two hollow cone-frustra placed 
base to base with their common axis vertical (Fig. 426). Continuing this 
doifble cone dbove and below, are sections of a hoWow pipe which serves 
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as the by which the cone is supported and rStated, though in some 
designs the double cone is suppressed, the hollow shaft being continuous. 
Emerging fronJ the side of the upper of the two frustra is a radial cutter, 
with vertical sides and horizontal cutting-edges. Rotation of this cone 
and cutter takes place within a cylindrical casing, with a sloping bottom 
pierced by the hollow shaft. The stream to be sampled enters this casing 



Fig. 426. Pio. 427. 

Veadn Sampler. — General View. Ve2dn Duplicate Sampler.— General 
The type illustrated shows the radial View. The cutters of two samplers pass sue* 

cutter standing out from a hollow cessively through the same stream of ore, 

pipe and not a hollow cone ; nor each taking an inde}>endcnt sample, whUe 

does the casing contain the cutter the common reject is assembled by a pyra- 

throughout its revolution, but only midal casing between them. In the illustra- 

through tho segment traversed by tion the cutters are seen standing out from 

the ore>stream (p. 622). hollow cones, this being the standard 

design (pp. 622, 624). 

down an inclined chute, which delivers it over the cutter, tangentially to ^ 
and in the direction of revolution. Rotating under the stream, the cutter 
at each revollition takes of the ore passing during that tevolu+ion, a 
proportion determined by the ratio of the angular magnitg^e of ^he cutter 
to the complete circle. This contribution to the sample enters the hc^ow 
frustra and is discharged at the bottom of the hollow shhft, to acenmu* 
late till the day or shift is done. . • 

The casing is generally about 2 feet diameter; *the Gutter is %fde 
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Feed 


Fid. 428. 

Snyder Sampler. — Gwiernl 
View. A rotating ])an intercojits 
and doficctH the stroarn of ore, 
tho Haniple paHsing through a hole 
in the iwriphery (p. 624). 


enough readily to takd 2 in. pieces ; the angle between the ra^al sides is 
generally 18°, so that one-twentieth of the ore, that is 5 per cent, is taken 
as sainple, this proportion being independ- 
ent of the speed of rotation, which is 
about 20 revolutions per minute. At 
such a speed the material falling down 
the chute drops fairly dead intA the 
cutter ; a higher speed would cause scat- 
tering of the material and damage to 
the cutting edges, (bmmonly, two cutters 
are placed diametrically opposite one 
another, in which case 10 per cent of the 
ore is taken instead of 5 per cent, and 
the machine is better balanced ; excep- 
tionally, two single-cutter samplers follow 
one another under the same stream to take 
duplicate samples (Fig. 427). 

The Snyder sampler consists of a saucer-shaped pan about 3 feet 
diameter, rotated at a speed of about 30 revolutions per minute in a 
vertical jilanc by a Jiorizontal shaft 
carrying the driving pulley (Fig. 428). 

Into the conc^r\rity of this pan an 
incline chute leads the ore in a manner 
to strike the pan near its periphery, 
and, striking there, to be deflected 
backwards. At one point in the 
path of impingement a hole permits 
a portion of the ore to pass clean 
through. The portion so passing is 
the sample, the proportion of which 
is determined by the relation between 
the width of the hole and the length 
of the complete circular path ; ordin- 
arily it is 5—10 per cent of the ore. 

The Bnmton sampler is similar to 
the Snyder, but the pan, instead of 
being whole, is only a minor segment 
of the' ccrtnplete circle, and the move- 
metit, instead q \ rotation, is one of oscillation (Fig. 429). By such a design 
the (gutter, after making its cut, has not to race round the circle before 
making th,e next cut, but moves only through the segmental arc, say 120° ; 

hdiUM^ foT*thft*iaTnfi.Tiiinihp.r nf r.nfx mai4p npr minufA 



Bronton Sampler.—General View 
of the Cutter, A cutter oscillates in 
a falling stream, deflecting all the 
sti'cam forward, except for a fraction 
which it deflects backward (p. 624). 
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is mueli slower, and irregularity by scattering is diminished. Horeover, 
this sampler, on account of its small vertical dimensions, may be inserted 
u^ere other types would not find space. On the other hand, an oscillatory 
motion is neither so simply produced nor maintained as that of rotation. 

The foregoing samplers are standard machines readily obtainable from 
machineiy makers ; provided they are in good order, the samples taken 
are afcept^ as reliable.. They are largely employed in sampling ore for 
purposes of sale ; in sampling ore undergoing treatment in a custom mill 
or concentrator belonging to others ; and in sanuding ore at the smelter. 



Buoket-oonveyor Sampler, — Diagram. An arrangomont for sampling concen- 
trates at the smelting jjiants of the Now-Copjwr (Company, Arizona, is shown (p. 620). 
(MacGregor, Tram. Vol. LV., 1917, p. 783.) 


Foi:, such work the relatively large sample taken by these samplers is 
w&rranted. 

With domestic mill-ore the quantities involved are larger, and the 
values lower and more regular, conditions under which a smaller proportion 
will suffice as sample ; moreover, the samples being taken for domestic 
control and not with a view to wide acceptance, samplers designed by the « 
domestic staff may compete with those of standard design. 

It is common to see mill-ore sampled as it drops from the end of the 
conveyor bringing it from the breaker station. The cutter under such 
circumstances may be a bucket which, moving horizontally round a c^pcle, 
cuts the stream, taking as sample a proportion determined by the 
w^io between the dimension of the bucket, measured along its \on* 
zontal path, and the length of the complete circular path, ^rdin^y, 

is . 



tills proporti(m is lesf than one per cent ; sweeping around a cadib 4}{ 
12 feef ^ameter, for instance, and with a bucket width of four inches, it 
Vould be about a one-hundred-and-twentieth. Such bucketts have a bottojp 
discharge, which at an appropriate place is tripped open and then shut 
again. Or the bucket, instead of moving in a horizontal circle, may be 
carried upon two endless chains, these chains running around pulleys so 
})laced that as the bucket cuts through the stream 
it fills, tipping taking place afterwards (Fig. 430). 
Sometimes, again, a sample is taken by omitting one 
plate of a belt feeder, the sample then falling into 
a pan beneath, its proportion depending upon the 
number of plates making up the complete belt. 

Samplers in Serks.-— On account of the relatively 
large size of the material, the accumulated sample 
taken by dry-stream samplers is usually 
so great as to necessitate its submission to 
a further sampling, this procedure being 
continued till the amount remaining is not 
greater than can be handled by labora- 
■ tory means. To maintain the 
accuracy of the original sample 
through such a reduction in 
amount, the sample must be 
re-crushed before such further 
sampling ; accordingly, the prac- 
tice in sampling is for crushing 
machines and samplers to follow 
one another more or less regu-** 
larly (Fig. 431). Experience 
indicates that the rate of re- 
duction in bulk should not be 
faster than the rate of reduc- 
tion in particle-size. Should 
the reduction in particle-size not be so fast as that in the sample-mass, 
then to maintain the accuracy the proportion taken as sample must 
increase (Fig. 432) ; on the other hand, if particle-size ic reduced the 
fa8ter,'thi' next cut may be smaller. 

'It might even be that the crushing at one stage accomplished a size- 
reduction sufficient for two successive samplers, with considerable simplifica- 
tion in eq\iipment. It would then, however, be advisable to interpos^a 
mkdng drUm between the two samplers, in order that the secxmd sampler 
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0 - 025 % 

( 100 - 20015 ) 


Sampling Equipment at Gananea, 
Meiioo.— Flow-sheet, This sampling equi})- 
ment is for domestic copper ore. The final 
sample (10(1-200 ll>.) is mixed and riffiod to 
4 lb. ; then, after drying and grinding, to 
2 lb., this weight after regrinding to 200 mesh 
being finally divided into 4 lots each of half 
a pound (p. 626). 
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flhodld lia|« a oontiuuous feed. To the same em!*the oxigix^ sample 
such a senes is generally delivered into a pocket from which it is regu- 
larly drawn by% feeder at the head of the sampling equipment. 

Consisting of several stages down through which the respective rejects 
and samples usually fall by gravity, the sampling equipment requires 
considerable height. The ultimate sample deliver^ by this equipment 
will •generally be about 100 lb. in weight. The tonnage represented by 
this sample, and the fineness to which this sample is brought, will depend 
upon the nature of the ore. With domestic 
low-grade copper ores, for instance, a weight ^ 

of 100 lb. of material crushed to 
might well represent the daily tonnage enter- 
ing the mill, even a thousand tons. With 
custom gold-ores, on the other hand, two 
duplicate samples each of 1 00 lb. and crushed 
to 1 mm. might be required to represent 100 
tons, particularly if the ores were spotty in 
character. Accordingly , th e proportion which 
the sample delivered by the mill sampling- 
equipment bears to the tonnage sampled 
varies from l-2000th to 1-20 ,000th. 

In the laboratory the weight and particle- 

size of this sample are still further reduced, 

till eventually two duplicate samples each 

of about half a pound, crushed smaller than ^ 

one-eighth of an inch when of low-grade cutby^iffitr 

ore and smaller than 80 mesh when of high- yiq. 432. 

pade ore, remain for the assayer. Dtan.™-. .1 

Sampling Equipmeiii ai 

Santa OertnidiSy MexloOf’— 

sPulp Samphrs.—The samplers employed piow-sheet. The ore here U 

with pulp streams do not differ in principle a siliceous silver ore fp. 626). 
from those used in the sampling of dry 

ore, nor does any hard-and-fast line exist between the two types. The 
material being very much finer, and generally in the condition of sand 
or slime, the cutter may be much narrower, taking a justifiably 
smaller sample. 

Ordinarily, the cutter moves horizontally across the stream, takirig eacli 
vertj^ portion in succession (Fig. 433), but in some designs it moves in 
a vertical plane, taking each horizontal layer of the stre&pi in Bucotssiofi 
fFig. 434). (Winarily, it is operated by a water-balance t>r tilting box | 
occasionally, by independent motor (Fig. 435) ; and excep^onaliy, by 
* the machi^iy (Fig. 436). 
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When, as with direct flotation and cyanidation, the crude or^ is crushed 
fine before dressmg or treatment begins, pulp samplers may be used 
to determine the assay value of crude ore. Their great^t application, 
however, is in the sampling of mill-products after treatment has begun, 



Pulp Sampler with Cutter moving across the Stream.— Diagram (p. 627). 


and in the sampling of residues flowing away after treatment is complete. 
Exceptionally, as when flotation concentrate is borne by water to de- 
watering appliances, pulp samplers are used to sample concentrate. 



Pulp Sampler with Cutter moving down through the Stream. 

Diagram (pp. 627, 630). 

c 

The^sample accumulated over the given time is generally such as can 
be handled by laboratory means, that is to say, it does not usually exceed 
100 lb., and iir eonsequence need not pass in series through other similar 
samplers. JThe receptacle into which the cuts are directed is large enough 
to contain H;he oampk accumulated per day or per shift, as the case may 
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be. At t]^ end of this penod ttie supernatant clea/ water is decanted, and 
the sabple carefully dried, after which 
it is divided byjquartering or by riffling. 

The proportion taken as sample is 
much the same as that represented by 
the ultimate sample delivered by dry 
sam^ers m series, and it determined 
by similar considerations. On the one 
hand, it must be large enough to 
make the sample reasonably represent- 
ative ; on the other, it should not 
be too bulky. In general, rich and 
spotty ores or products are sampled 
in somewhat larger proportion, and 
poor and regular materials in smaUer 
proportion. In practice, however, it 
will also be foimd that where the 
quantities passing are larger, the pro- 
portion sample is taken as smaller, and 
vic-e versa ; with large quantities and 
low value a proportion of 1 : 5000- 
10,000 might well give a reliable result, 
though probably with ordinary quan- 
tities 1 : 500-1000, and perhaps still 
less, would be the proportion taken. 

As with dry samplers, the propor- 
tion taken by any particular sampler 
is determined by the relation between 
the dimension of the cutter, the width of the stream, the speed of 

and the number of 


Fig. 436. 

Flood Ptilp-Sampler. — Qeneral 
View. The cutter of this sampler is 
actuated by two solenoids under 
control by a switch. A time-piece 
automatically operates this switch at 
desired intervals, closing the circuit 
for 1 — 6 seconds, the cutter being 
moved througli«46° into a position 
to take the whole stream during that 
period ; when the circuit is opened, 
the cutter returns to itsstarting point. 
One second at intervals of an hour 
is usual for regular material; for 
spotty material, half or quarter this 
interval {pp. 627, 630). 



cuts. The minimum width 
given to cutters may be taken 
to be a quarter of an inch 
and the maximum about one 
inch; the speed of passage' 
varies from a measured 
movement by mechanism to 
an accelerated sWhog* under 
Soobef PiilihSampler.“-Ooneral View. The gravity ; and Ahe number of 
cutter of this sampler is mechanically driven flfcm 1 tO 20 per 

hour. ' Jf the cutter take one- 
*tenth of the stream at a time, the passage occupy One sOconSi, and the 
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number of cuts per £our be 10, then the proportion that fhe sample 
bears to the whole will be 1 ; 3600. 

By mechanism the passage may be so relatively slow ahd precise, and 
the errors of entry and exit from the stream so diminished, that the weight 
collected as sample may be accepted as a reliable index to the tonnage 
passing in a given time ; the pulp sampler in effect then becomes a time 
sampler. Where, however, the cutter is driven across the stream by the 
relatively instantaneous tipping of a tilting-box, no reliable index to 
tonnage is afforded (pp. 620, 634). 

To permit the insertion of these pulp samplers the launder carrying 
the stream is broken, and dropped perhaps a foot. Considering the uncon- 
fined stream exposed at this break, it seems likely that the stratification 
set up in the launder will obtain also at the fall, that is to say, the mineral 
grains will be concentrated below, the gangue grains above, whi^e the upper 
layers will contain the slime in suspension. With such a disposition it is 
likely that the cutter which moves horizontally across the stream will take a 
more reliable sample than one which moves down through it ; accordingly, 
the horizontally-moving cutter is the more common design. The sampler 
which moves down through the stream has, however, the advantage of 
traversing the smaller dimension of the stream, and consequently of taking 
a smaller sample ; a common sampler of this type is one having a slotted 
pipe as cutter, the slot facing upstream, and the pipe, while practically hori- 
zontal, yet sufficiently inclined to direct the sample to one side (Fig. 434). 

The difficulty by reason of the stratification set up in the launder is 
sometimes contoured by dropping the stream through the bottom of the 
launder, the cut being taken as it falls (Fig. 435). Across so vertical a 
stream only a cutter moving in the horizontal plane is practicable. 

Finally, it may be said that with the moving-cutter samplers a pre- 
requisite to reliability is that the cutter shall move right across the stream, 
in at one side and out at the other, the stream continuing uninterrupted 
between the two extreme positions of the cutter. All other things being 
equal, it is conceivable that the cutter which, after passing through the 
stream, returns again to make a second cut while moving in the opposite’ 
direction, would give a more reliable sample than one which makes every 
' out in the same direction. 

ReUMUy of SamjAing. --Ihongh there is a specific ^reliability of 
8amplihg,^this pliability is not capable of expression except through the^ 
assoitiatra results of assaying, which themselves are only relatively precise ; 
aooordingly, ihh reliability of sampling is here taken to include that^pf 
assaying, j » 

Assaying ifiay be taken to start from the sample, weighing about h^ 
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a pound* delivered to tho assayer. If this sampfe has been reduced to 
80 — 120 mesh before delivery, then, generally speaking, by no procedure in 
mixing can a |>oorer or richer portion designedly be taken for the actual 
assay. Yet, by pure chance, such might very well happen with precious- 
metal or^, or with material not ground fine enough ; a single mineral 
particle above or below the true average might then make the small portion 
take^ fof the actual asstyr appreciably richer or poorer, respectively, 
than the true average value. For this, and for the reason that separate 
assay determinations can never be conducted under precisely the same 
conditions, the reliability of assaying is not extraordinarily close ; 
assaying is subject to both the errors of chance and those of manipula- 
tion. Speaking of crude ore, the assay determinations of silver ore 
have generally a probable error of 2 j)er cent, the result being generally 
higher than the true value ; those of lead and zinc have much the 
same error ; copper assays are somewhat more precise ; gold assays, 
on the other hand, generally err more widely. 

Like assaying, sampling also is subject to chance errors and constanl 
errors. The errors of chance are those beyond absolution by care or skill 
they are, however, impartial, and in a number of samples tend to annu 
one another. On the other hand, the constant errors, those due to fault) 
working of the sampling device or to irregular mampulation in the labora- 
tory, remain. * • 

Dealing first with the operation of chance, as indicated earlier, th 
probable error of the average of a number of observations— a sample maj 
be regarded as an observation— is inversely proportional to the squaw 
root of the number. This relation, based upon the theories of probability 
is contained in the Gauss formula which reads : 


2) = ±0 6745 

n(n-l) 

where D is the probable departure from truth of the average of n samples 
n being a reasonably large number ; and e, the probable depafture of th< 
individual sample.^ 

^ It may be leoalled that in a number of separate observations conducted with e^ 
oaie then will be a maximum departure or error in the individual observation, this maximui 
as the square root of the number of observations ; a mean error, which wiQ b 
^ simple average of the errors of the separate observations : and a probable error, whio 
will be the envr of the sample situated in a medial position with respect to its error. An 
the mean of a number of observations is more precisely obtain^ from con|aderatioi! 
of the mean squared departure from the mean ob^atkm than by simj^ ariihmetici 
average, that is to say, mote precisely obtained by the appUoation of PouwWs forgftla, 


where F is the mean brror of the mean observation, e tbe'dbpartue of el^h obseryblk) 
from the mean, and fi the number of observations. * * 
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From probability, iSierefore, the assurance is received that bj averaging 
a reasonable number of samples, even though the probable error of the 
individual sample be relatively large, the chance error of &e average can 
readily be brought within a reasonable figure. Assuming, for instance, 
that the mean departure from truth of each cut contributive to a daily 
sample be 25 per cent, and there be 120 cuts per day, then the probable 
error of the daily sample will be about 1-5 j)er centy and that of tlie monthly 
average only a minor fraction of 1 per cent. It is clear, therefore, that 
the chance error in sampling is readily brought below the probable error 
of assaying ; by taking samples as large as ordinary convenience permits 
it may even be considered in a practical sense as elimina^d. 

The constant errors in sampling allow no similar procedure in their 
elimination, but are only reduced by careful attention and checking. If 
a stream of ore has been properly sampled, the sample taken will represent 
the whole not only in value but in composition and mechanical character. 
The sample should, for instance, have the same sizing analysis as the 
whole, the same proportion of sulphides, etc. With pulp samples, the 
proportion of water to ore should likewise be the same as that known 
to obtain in the stream sampled. These are points which can be 
checked either by tinie samples or by bulk figures obtainable from the 
results over regular ])eriod8.. To secure this correct representation the 
cutter must pa^s 'dirough the stream smoothly, regularly, and without 
undue splash or scatter. A relatively large number of cuts is necessary ; 
but an excessive number means the scattering of the larger pieces of a dry 
stream and of the suspended slime of a wet stream, these fractions not 
then being properly represented in the sample. Accordingly, there comes 
a point where increased speed means diramished reliability. 

In sum, it may be said in respect to sampling, that though some ores 
are more difficult to sample than others, and though the error of sampling 
is additive to that of assaying, the assay value of the ore treated in a mill 
may be determined with reasonable accuracy, and usually within an error 
of about 2*5 per cent. Certainly, by an ordinary sampling-equipment 
accuracy in sampling per se is obtained as readily as, and perhaps more 
rqadily than, accuracy in assaying. 

t The necessary sampling-equipment, however, costs money both to 
purchase and erect, and to operate. For a mill of large capacity an 
adequate equipment might cost, say, two or three thousand pounds, while 
the opetatkig cost would be of the order of a penny or two pence per ton 
* of of a milled, though these costs are not great, they must be viewed k 
relation to the‘ benefits they bring ; should these benefits be considered 
doubt^, or should thf. same control be obtainable more simply, to inoui 
eveh nuch ^all costs would be unwarranted. In the milling of gold ores 
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it is, for ipstance, widely held that the value of tie ore entering the miU 
is better obtained by combining the output with the tailing assay. Ad- 
mittedly, the butput divided by the tonnage gives a figure independent 
of the hazards of sampling and those of the eventual assay of a very small 
portion ; admittedly also, the tailing by reason of its low and regular 
value permits reliable determinations of its value in spite of those hazards. 
Yet the losses in the trei^tment of bullion or amalgam, as well as the 
losses by theft, are perhaps hardly as negligible as this composite method 
suggests ; in any event, to ignore them is not only to run the danger of 
their increase, but to rob the control of the stimulus which an endeavour 
to obtain independently the real value of the ore would bring. 

At custom mills and at smelteries the systematic sampling of the ore 
is accepted as being so rational and reliable as to be indisj)en8able. It 
must be said, however, that the higher value of such ore permits the 
installation of a more complete sampling equipment and justifies a greater 
operating cost, this cost being generally about two shillings per ton, and 
sometimes as much as four shillings. 


WEianiNo AND Tonnage 

• 

The weight of the dry ore treated is equally as important as its assay 
value, the product of these two factors giving the total* vftliiable content ; 
the weight of the dressed products must also be obtained, that their total 
valuable content may be computed ; that of ^ the residue discarded is 
taken to be the difference between these two weights. 

The dressed products, being relatively small in amount and high in 
value, are generally weighed directly on platform scales, after which a 
deduction is made for the moisture contained, this moisture being the 
subject of a special determination. Such direct weighing, though simple 
and accurate, is relatively costly, and therefore not generaUy applied to the 
crude ote, which is large in amount and relatively low in value. More- 
over, reliable estimates of the tonnage treated may be made by fractional 
weighing, by continuous and automatic weighing, and even by volumetric 
measurement. These various methods are described below, beginning 
with those applied to roughly broken ore. 

Tntck Joiy.-— Knowing the number of trucks delivering ore during a 
given time, a fair estimate of the tonnage so delivered ^n bd tniwie by 
weighing a reasonable proportion of the truck-loads, say Jl in 20, dAily. 
This method demands a suitable track-scale. The numbesr bf trucks may 
either be obtained by ordinary tally, which requires careful aUention, oi 
*autotnAtica1)v bv a counter. A suitable counter maw be ^Deflated M a 
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weighted lever raised by the loaded truck as it passes over a loo^e rail-end. 
Applied to ore which has been through the breakers, the calculated tonnage 
is accurate to within about 2 per cent, since broken ore illls evenly and 
regularly into the trucks and leaves them clean ; it is necessary, however, 
also to weigh a number of the returning empty trucks in order to get a 
reliable figure for the tare-weight. Applied to lump ore, or applied more 
crudely than described, the results will probabjy not be within o per cent 
of the truth. 

Scale Car . — All the ore may be passed out of bins into a special scale- ^ 
car, running along under the bin gates, each load being weighed before 
being tipped into bins below. This method is correct to within 1-2 per 
cent; and the scale-car itself is cheaper than any automatic weighing 
machine. On the other hand, twa bins and extra height are required. 

Weighbridge .— where the trucks in which the ore arrives 
are large, a self-registering weighbridge is used, the weigher only balancing 
the scale and turning a screw to punch the weight-card. Sometimes two 
or three trucks are weighed at a time. This method, like the scale-car, is 
correct to witliin 1 — 2 per cent. 

Continuous W^htonieier.— Where the ore arrives by belt-conveyor the 
weight may be taken continuously by the pressure of the stretch of loaded 
belt, generally about six-feet, which is in the weighing machine. In the 
Merrick weightometer this pressure is balanced by a float partly suspended 
from the weighing beam and partly immersed in mercury (Fig. 437). By 
* its end this beam operates a totalizing integrator operated at the same 
time by the travel of the conveyor, the product of these two factors being 
indicated as tons. These continuous weighing machines are usually correct 
to within one per cent ; they are cheap ‘to operate, but rather costly to 
' purchase. 

Stream Measurements,— When a dry stream is regularly cut for sampling 
purposes, and tlie time taken by each cut is relatively long and ean be 
calculated with reasonable accuracy, then the weight taken as sample may 
become a reliable index to the total tonnage. Used as a check, this applies-' 
tion of time-sampling has given results in close agreemeift with, direct 
weigbhig ^p. 620). ' 

^ts indicateA earlier, however, it is particulariy with pulp that time- 
sampling becomes serviceable in the estimation of tonnage (p. 630). Th« 
strem of pulp is tur^gd for a given time inta a receptacle.where the amooxd 
which collects can« be accurately measured. To obtain reliable tmmage 
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60tamatefl^ given time ahould ndt^ be less thatf 20 seconds, when the 
mSjdmnm time-error with a stop watch reading to fifths of seconds would 
be one per cedt, and the probable error about one-half per cent. After 
measurement the pulp is agitated that a proper sample to determine its 
specific gravity may be collected in a weighing flwk ; or a separate 
sample for this purpose may be taken from the stream. In the 
knowledges of the specific, gravities of the pulp and the ore respect- 
ively, the weight of solids in the sample, and eventually that of the 
material treated in a given time, may readily be calculated. Where 



Fio. 437. 

Oonveyor-Weightometer. — General View of the Merrick Weightomoter. The 
belt conveyor is seen in the lower portion of the illustration (p. 634). 

• • ^ 
the quantities are small the weight of solids in the sample may be obtained 
after decanting and drying, by direct weighing. 

Where the ore is regular in character and the supply is continuous, a 
determination of this sort undertaken daily will give a fair estimate of the 
tonnage treated. Where, however, the specific gravity of the ore is liable 
to vary, or the ore may vary from being soft to being hard, there is liable 
to bej^nsidftable error. 

. Tctnk MeasuremetUs. — Sand which has been borne oy wai^r luix} wias 
' and there collected is, after draining, in a condition petifutting reliable 
esthnates of the tonnage so collected to be made,*when due care is tak^n. 
^ Wxth the surface carefully levelled the volume ofihis lan^ is reaSily 
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calculated. The othei^factor, the average weight of unit volu^pe, is best 
determined by placing sheet boxes, perforated top and bottom, at various 
heights and places in the filling tank, these boxes being carefully recovered 
as the sand is eventually discharged, their contents being then dried and 
weighed. Several of these boxes are necessary because of local concentra- 
tions of the heavier and of the slimy portions. Such determinations 
should be made at regular intervals. Care must be taken that Ihe results 
obtained are not applied to sand which has collected under other con- 
ditions ; on the Witwatersraiid gold-field, for instance, it was found that 
the sand collected under water weighed about 93 lb. per cubic foot ; that 
the same mechanically transferred after drainage into another tank 
weighed only about 77 lb. per cubic foot ; and finally, that' after sub- 
mergence under solution in the second tank the same sand increased its 
weight again to the intermediate figure of about 83 lb. per cubic foot. 

The weight of slime collected in tanks, because of the impossibility of 
draining the remaining water, is not so readily determined. When brought 
into 8usj)en8ion, samples for specific gravity must be taken at various depths 
either by dipping them out or by tapping them through appropriate holes 
in the side. These determinations, even when made wth reasonable 
care, are, however, not wholly reliable. Estimates of slime tonnage are 
best made when the slime is suspended in a stream, a condition which 
permits the 8pe6ifitj gravity of the suspension readily to be determined ; 
or when in the form of filter cakes of definite size and of dry weight 
determinable by weighing. 

Rdiahility of Tonnage Estimates.— When the estimate of tonnage is 
made by direct or fractional weighing, the reliability of the estimate will 
still largely depend upon a careful determination of the moisture con- 
tained in the material. With crude ore such moisture determinations are 
best made upon material taken from the mill sampling-equipment ; usually, 
after the stream in this equipment has reached the stage when the material 
has been crushed to about one-quarter of an inch, a weight of 5 lb. is 
taken, and carefully dried at about 110° C., after which it is weighed again. 
Even then an allowance has to be made for the moisture lost in the interval 
< between the weighing for tonnage and the weighing of the moisture 
sample before drying ; ordinarily this allowailce will be an additional ten 
per cent to the moisture found, though the actual figure willl?^ w^th the 
climatid c^jnditions and with the seasonal variations. The moisture in 
cru(hf ore delivered to the mill usually varies from five to ten per cent. 

When the dkrimates of tonnage are made from pulp measurements, the 
weights forming the basis of the calculations are always of dried material, 
and* IK) further oorreetion is necessary. 
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With ;^roper ooxrection for moisture, tonnage Estimates of crude ore 
entering the mill, made intelligently, carefully, and impartially, are reliable; 
it is advisable^ however, occasionally to check the method in force by 
another method. Instances are recorded where tonnages obtained by 
tank and slime measurements and also by stream measurements have 
agreed with those obtained at the weighbridge to within one-quarter per 
cent • sinfilarly,’ the tonnage of flotation concentrate obtained by a 
weightometer has proved sufficiently accurate to provide a reliable 
check to direct weighing at the smelter. On the other hand, tonnage 
estimates made by officials anxious to report low costs per ton have 
sometimes been tragically in excess of the truth, while buyers of ore may 
sometimes consider that a ton should be as near a ton and a half as can 
be managed ; accordingly, impartiality in those making the determination 
is a pre-requisite to reliability. Granted all the attentions indicated, the 
tonnage estimate should be within an error of one per cent. 

With such reliability obtainable in sampling and tonnage respectively, 
by equipments and methods appropriate to the relatively low value of 
domestic crude ores, the total valuable content in the ore treated is com- 
putable within such a small error, say 2 — 5 per cent, that both interest and 
intelligence are stimulated, and a satisfactory control made available. 
The figure thereby computed will, it is true, not liave the force of such 
absolute truth that, failing a complete rendering, a prosecution for theft 
or criminal negligence could be instituted, but it will be sufficiently precise 
to warrant that any discrepancy between it and the sum of the contents 
of the products should receive close attention from the staff ; it will at 
the same time form a satisfactory basis in terms of which the valuable 
contents of the products can be expressed in percentages, a valuable 
means of control and comparison. 

With custom ores and the closer sampling and weighing associated 
wit^ such ores, the estimate of the total valuable content is reliable enough 
to form the basis of satisfactory purchase and sale. 


Recovery and Enrichment 

By dressing, the crude ore is separated into two products, a valuable 
concentrate and a worthless tailing, the former not being perfectly clean 
mineral, and the latter not perfectly clean gangue ; the mineral then in the 
concentrate represents the recovery, while that in the tailing tepfesents 
the loflp. • 

That these two factors may be on a basis for comparisoA with sipilar 
factore obtaining elsewhere, or with the work donejhom time Jo time at 
the same place, they must be stated in terms of the total vaiiualfle eontdht 
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of the original crude or£, efther as fracrions or as percentages of oontoii 

In such terms the two factors are complementary, the one of the other, 
and the whole position with respect to them is declared giving either. 
That being so, and recovery being the aim, recovery, either fractional or 
percentage, is the factor employed, the latter being usual. “ Percentage 
recovery ’’ is the number of valuable units recovered in the concentrate 
from every hundred units originally in the ore. . 

If the concentrate were completely of clean mineral or metal, the per- 
centage recovery would be a complete and equitable index to the technical 
success of the operation. That is the position with gold and silver ores, 
where the particular treatment results in the recovery of bullion. It still 
remains a useful index when the concentrate is approximately clean, or 
when comparison is being made between operations producing concentrates 
of like though imperfect cleanliness. But it fails as a basis of comparison 
between the work of equipments producing widely-differing grades of 
concentrate, as also between that of machines in the same equipment, each 
advancing the work of dressing by stages not necessarily equal. Accord- 
ingly, recovery alone is not a complete index to the success of a dressing 
operation; it includes no element expressive of the cleanliness of the 
concentrate. 

The factor commonly employed as the necessary corrective to recovery 
is the ratio bet^e^n the weight of the original ore and that of the recovered 
concentrate, this being known as the ratio of concentration.” Recip- 
rocally this ratio gives the proportion of concentrate recovered, and com- 
plementarily the proportion of gangue removed ; that is to say, it gives 
indirectly an idea of the cleanliness of the concentrate. Perhaps a more 
direct expression of that cleanliness is afforded by the ratio of the assay- 
value of the concentrate to that of the ore, a ratio which may be described 
as the ratio of enrichment.” Neither of these ratios is, however, in a 
form which permits it to be directly incorporated with the recovery) tc 
produce in a single expression a precise index to the whole success of as 
ore-dressing operation (p. 383). 

Before indicating how such an expression may be constructed, the 
importance of the factors already described demands that they themselvee 
' and 4heir relations to one another be defined with the greate^r claritj 
afforded by symbols and formulae. 

Let a be the weight of ore treated, that is, of the feed, aftd x its assay- 
” value ; 

6, the weight and y the assay-value of the concentrate ; 
c, the^'weight and z the assay-value of the tailing. 

Then : oo; is the valuable content of the feed ; by that of the con- 
o^ljJiTate ;*cz that of the tailing ; and ax^byxcz. * 
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Pur&y : by, is the Recovery ; 

tjie Fractional Recovery, R ; 

dX ^ 

100 the Percentage Recovery, 100 R ; 
ax 

• ax -9 cZf the Theoretical Recovery, or that called-for by assay ; 

CU7 CZ 

100 , the Theoretical Percentage Recovery. 

ax 


, the Ratio of Concentration, R.C . ; 


the Ratio of Enrichment, R»E. 


X 

All these expressions, except the last, are not determinable till the 
necessary weights are available. Yet the weights and assay-values of 
dressing products are interdependent to the extent that the more important 
of the above expressions may be given in terms of assay-values alone, in 
which form they usually are more quickly available ; thus : ^ 


a^b + c; and consequently az = 62 ^+ cz. 

Subtracting this last equation from that given above, the weight of the 
tailing is eliminated and the ratio between the two remaining weights is 
obtained in terms of the respective assays, thus : 

ax^hy+cz 


az^bz+cz 

a(X’-z)--b(y^z) 


a y-z 

— fi=3 • 

b x-z 

Continuing : 100 the Percentage Recovery, becomes 100 
ax 

the Ratio of Concentration, becomes — 

b s>-z 

' A special case is that of the precious-metal ores, with which, since the ^ 

weights of feed, a, and tailing, c, are equal, 

100 the Theoretical Percentage Recovery, becoines 190 * 

ax * 

Were there no loss in dressing, the ratios of concentrati^ and enrich: 
meat would be equal, the concentrate would increase in assay-value in 

* Hoover, T. J., Min, Mag., Aoguet 1910, p.* U9. 
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the same proportion a& it decreased in weight. Owing to loss^, howevet, 
enrichment lags behind concentration, the relation between the two being 
the same as that betweeii fractional and complete recovery This relation 

appears from the expression for fractional recovery, which, being 

ax 

b y 

regarded as x*^, declares the fractional recovery to be the prodirt ol 
ax 

the reciprocal-ratio of concentration and the ratio of enrichment, and the 
ratio of enrichment to be equal to the product of fractional recovery and 
the concentration ratio. Thus : 

Fractional Recovery, ^ ^ ^ x ^ 
ax a X 

1 R.E. 

R.E.-RxR.C. 

Returning now to the formulation of an index properly combining 
recovery and cleanliness, the following considerations were put forward 
by Han,cock.^ Theoretically considered, the perfection of dressing would 
connote the complete removal of all the mineral from all the gangue ; ii 
other words, it jvopld mean the complete recovery of all the mineral ir 
a perfectly clean concentrate. That being so, the proportion of clear 
mineral recovered clean of all gangue, or, since one could not be achieved 
without the other being achieved to the same extent, the proportioi 
of clean gangue removed completely from all mineral, would be the re 
quired index. Centering the considerations around the concentrate, f 
given concentrate must be considered as consisting of two materials 
the one an amount of perfectly clean mineral representing the succesi 
of the operation, the other an amount of unaltered feed for whicl 
obviously no credit can be taken. The amount of perfectly clean minera 
is that obtained by diminishing the total mineral in the concentrate b) 
that amount which finds itself there as part of the unaltered feed ; ex 
pressed fractionally with respect to the total mineral, or as a percentag< 
of that total, that amount gives the required index. It will be fount 
that this index is equally obtainable, fractionally, by subtracting unit] 
from the sum of the fractional recovery and fractional gangue-removal 
and as a percentage, by subtracting 100 from the sum of the percentage 
recqvery and the percentage gangue-removal. Accordingly it combinei 
the lactors o(,' recovery and enrichment. The calculation in percentage 
is as follows (see p. 292) : 

Vol. XXVU., 1918, p. Ill ; M. Mag,, September 1918. 
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Let a tlie weight of the feed, and x the percentage mineral content ; 
h the weight of concentrate, and y its percentage mineral content. 
Then the feed dbnsists of : 


mineral, 


100 


gangne^ 


n,(100-ar) 
100 ' ’ 


and the ratio of the weight of the feed to the weight of gangue in the feed is 

100 

m)-x 

Further, th<‘ concentrate consists of : 


mineral, 


100 


gangue, 


h(100-//) 

100 


Whence the percentage index becomes : 


100 


by j / ^>(11111 "y) y^ 

KKrl' loo'/ 


100 


= ioof^'/ H 


100 \ 
1(H) - X 


= 100j'«/_M'‘X*-//) 

iflfa: a j 


Iby^ h(m-y) 

= 100 /(100-x),. 

I “\ 100 I] 

= Percentage recovery - percentage of gangue not removed. 

-Percentage recovery ~ (100 - percentage removal). 

- Percentage recovery + percentage removal - 100. 

According to this index, perfect separation, represented by 100 per 
cent, demands a full recovery of the mineral and complete removal of 
the gangue. full recovery with no removal, as would occur sup- 
posing the crushed ore were simply run into a pit, would Jjavo fero as its 
index. Zero would also be the index when perfect cleardineBs were^ob- 
tained only by incurring complete loss. Or, when in removing 50 per-cent 
of the gangue only a 50 per cent recovery were made,^iis last case-connoti^ 
a simple ^vision of the material into two similar and eljual fwrtSihs. • 
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When instead of t^ o simple products, concentrate and toiling, a dressing 
)lant or a dressing machine produces also a middling product, then, in 
jomputing the index, this middling product is treated in a second calcula- 
tion as though it were a concentrate and the only one produced ; if of 
ligher value than the feed there will then be a positive 4gure to add to 
that resulting from the first calculation, while if of lower value there will 
be a figure to subtract.^ Again, when there are two minerals pfesent, each 
having its own recovery, the calculations will be facilitated by reducing the 
issay-values of the feed and products to money values, so that an average 
recovery, sometimes described as the ‘ economic recovery,’ may be 
available. 

Finally, in general, and assuming ordinary care, there is close agree- 
tnent between the theoretical recoveries calculated from assays alone, and 
the actual recoveries calculated from weights and assays, this close agree- 
tnent being particularly noticeable when, as in dressing plants generally, 
treatment is not prolonged (p. 664). Where, however, as in cyanide leach- 
ing plants, treatment may take many days, it frequently happens that 
the agreement from month to month is not close, the actual recovery may 
substantially exceed or be less than the theoretical. Even then it will 
generally be found that the divergence of one month will to a large extent 
be made good by an oj)poaite divergence of the next month, and that from 
year to year the ‘agreement is such as to give confidence in the work and 
in the control. 

In addition to the possibilities of control offered by checking the 
actual recovery with the theoretical, and by comparing the recovery with 
recoveries at other mines or with those of other times at the same mine, 
useful control of the machines in operation is also possible by the employ- 
ment of hand-testing machines, such as washing pans, plaques, etc., from 
which it may be seen at once, and without- waiting for the assay, whether 
any machine is functioning properly. The men working in a dressing plant 
should be encouraged to make themselves expert in the use of such helpful 
means of observing more closely both the operation of the machines and the 
character of the ore being treated. Those who have had the opportunity 
of watching the Cornishman use the vanning shovel on the dressing floor 
will have admired the artistic skill he brings to this good purpose. 

* Hwicock, E. MJ.t April 10, 1920, p. 841. 
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DRESSINCf SYSTEMS AND PLANTS; APPLICATION AND RESULTS 

Extent of Dressino 

Considered commercially, the puriK)se of dressing crude ore is to 
produce a dressed ore, suitable either for the market directly or to be 
metallurgically treated for a marketable product. This purpose is only 
possible of being maintained when the monies received from eventual sale 
cover, in the first case, all the costs of mining and dressing, and, in the 
second case, all those of mining, dressing, and metallurgical treatment, 
while leaving as large a margin as possible for profit. 

Dressing, therefore, is a middle operation, of wliich the raw material, 
crude ore, may be considered as purchased at the cost incurred in mining, 
and of which the finished article, dressed ore, is sofd at the price it will 
fetch in the market or is w’orth to the metallurgist. •As such, greatest 
profit, and neither perfect cleanliness nor complete recovery, is the 
over-riding consideration. Accordingly, the extent of dressing, whether 
in respect to enrichment or to recovery, varies considerably. 

In the matter of enrichment the concentrate must at least be clean 
enough to be acceptable to the smelter. Some minerals require to be very 
clean ; tin concentrate, for instance, must assay at least 55 — 60 per cent 
of tin, though the ore may assay less than one per cent. With other 
minerals, the removal of gangue may stop long before it approaches com- 
pleteness ; copper concentrate suitable for the smelter, for instance, often 
assays as low as 5 — 10 per cent. 

Beyond this, cleanliness is only pursued so long as the better terms 
received for the concentrate more than make good the extra cost and loss 
involved in prolonging the dressing. Where the concentrate is shipped, 
a long distance to smelters, the lower freight of clean concentrate would 
constitute a #ot unimportant item in such better terms. 

Expressing enrichment by the ratio of enrichment, the Jiigher the 
value of the particular metal of the ore being dressed* the greatejiwiU 
this ratio be. It is immensely high with the precious-metal ores ; it is 
usually 30--fi0 with tin ores ; while with base-ipptel ores generally, it is 
Again, with different ores of any one metal it»is ]!ighe];f^th 
643 
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poor ores than with •rich ores ; the ratios of enrichment wjjth alluvial 
gold and tin ores, which are notoriously poor, are, for instance, of the 
order of 1,(X)0,000 and 1000 respectively. * 

In the matter of percentage recovery, commonly spoken of as the 
“ recovery,” there is not the same wide range ; if there is to be any 
likelihood of profit a substantial proportion of the valuable content must 
be recovered ; but the great cost of recoverjn^ anything of the last few 
units precludes complete recovery. Within this range the most profitable 
recovery depends upon several factors. 

It depends \jpon the richness or poorness of the ore ; an extra propor- 
tion recovered from a rich ore might more than cover the extra cost, whereas 
the same additional ])rop()rtion recovered from a poor ore might only result 
in loss. Rich ores allow more plant and a more extensive dressing, and 
accordingly high recoveries are associated with them rather than with 
poor ones. Poor ores often permit only the simplest dressing ; a simple 
washing may suffice to remove the clay or sand from iron ores, a simple 
screening may remove the larger and poorer pieces from some poor gold 
ores, and leave an under-size rich enough for shipment or further treatment. 

The recovery sanctioned in practice, also depends upon the degree of 
enrichment demanded or reached, high recovery being more readily 
achieved when the ratio of enrichment is low (p. 383). 

Recovery dcfpeftds again upon the complexity of the ore, both in respect 
to mineral composition and the state of aggregation ; high recoveries are 
associated with simple and with coarsely-aggregated ores, rather than with 
complex ores or with those having the mineral grains finely interlocked. 
With a complex ore also, the more important mineral will be saved at ' 
the expense of any subordinate mineral, the recovery of which will be 
relatively low. Generally, no profitable recovery can be made by dressing 
from any portion of the ore which approaches the colloidal condition, and 
such material can usually with advantage be run to waste. The mineral in 
tailings discarded from a previous treatment is likewise difficult of recovery. 
Where the dressing of tailing dumps has been profitable it will usually be 
found that the profit was made on a relatively low recovery ; 30 per cent 
was, for instance, the recovery on which substantial profit was made from 
! tin-ore tailings in Cornwall. From the zinc-middlings dumped at Broken 
Hill much higher and practically normal recoveries were possible and 
made, because the zinc in them had not been impoverished bj^the previous 
treatment ', moreover, the treatment applied was radically difierent to that 
fron^ which these particular middlings resulted. Dump treatment by 
leachipg, wher^ that is possible, generally witnesses higher recoveries than 
those common to dun\p treatment by dressing. 

'Finally; recovery will depend upon the maturity and size of the under- 
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taking. the early life of a mine the most proitable recovery might 
well be that reStilting from hand-picking, coarse concentration coming 
later, and com^iiete concentration last. Similarly, with large undertakings 
different produces may be separated for different and more suitable treat- 
ment, a differentiation which would not be warranted with smaller under- 
takings. Accordingly, high recoveries are associated rather with mature 
and with Urge undertakings^ In the matter of plant size, poor ores have 
the advantage over rich ores that they generally occur in amount large 
enough to justify a larger size of dressing plant ; they have a second 
compensating factor in that they are more regular in character and value, 
this regularity making for better recovery. 

Clearly, being dependent upon so many factors and circumstances, no 
precise general figures of recovery can be given ; the following figures, 
however, indicate the common range of recoveries for different metals on 
mature mines : gold, 80 — 95 per cent ; silver, 70 — 90 per cent ; tin, 60—80* 
per cent ; copper, 65 — 90 per cent ; zinc, 60 — 90 per cent ; and lead, 75 — 95 
per cent. In computing the recoveries of different metals from a complex 
ore only those portions of the metals regarded as valuable constituents of 
the respective concentrates are considered ; any zinc in a lead concentrate 
would, for instance, not be recovered, and therefore could not be con- 
sidered as adding anything to the value of that concentrate ; lead in a 
zinc concentrate is in much the same position (p. 439). * * 

The Dressing System and Flow-Sheet 

The choice, grouping, and arrangement of the machines employed in 
dressing constitutes the “ dressing system,” the graphical representation 
of which is termed the ‘‘ flow-sheet.” 

Mechanical dressing being of itself unintelligent and only capable of 
domg a set work, demands that the ore submitted to it shall be regular 
in value and quantity. Regularity in quantity is accomplished by 
mechanical feeders ; regularity in value must be the care of the trained 
intelligence. This care may express itself in the mining of the different 
grades or kinds of ore in such relative quantities that a flow of average ore 
to the mill is maintained, this being the usual procedure ; or the different • 
grades may be separately treated in different mills or units, a system 
which, though not common, is practised on the Cobalt silver mines and on 
some Continental lead-zinc mines ; or the different grade| ma)^be*separ- 
ately delivered to the mill, where rich and poor campaigns are niA in 
succession, this procedure being quite exceptional * * , 

In the ordinary procedure, namely, that which aims at* delivering 
average ore to the m^, regularity in the ore to be niechahicallf dressed 
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is the more surely assifred if previous hand-picking be part of tl^ complete 
system. By such hand-picking rich mineral is removed, or worthless 
waste, or both, with the result that the remaining mill-ore' is more regular 
both in value and character. 

The choice of machine for the dressing of any particular ore will depend 
largely upon the properties of the ore itself, a matter discussed when 
describing the machines and processes. Their grouping and arrangement 
remain to be described. Practice in tliis respect may be divided under 
the following descriptive if somewhat artificial lieadings : — 

Stage Concentration. — Generally, ores contain coarse as well as fine 
mineral ; often, therefore, at a relatively coarse stage in the size-reduc- 
tion, coarse mineral grains are released in sufficient amount to warrant 
their separation by a concentrating appbance before the next stage in crush- 
ing is undertaken (pj). 177, 378, 471). The repeated separation of a certain 
amount of clean concentrate after each successive size-reduction consti- 
tutes stage concentration. Stage concentration is never practised 
narrowly, nor alone, but* in conjunction with ‘class concentration,’ 
the broad stages of coarse, fine, and slime concentration, are often 
well marked (Figs. ,208, 328). Seeing that tailing may likewise be 
discarded at each stage, to the extent that stage concentration 
is employed, the*' amount of material sent forward to be reground 
is diminished, and the loss associated with the wasteful crushing of 
already-released mineral is avoided ; moreover, by reason of its better 
physical condition, coarse concentrate is always more readily marketed 
than fine concentrate (Fig. 335). Further, stage concentration favours 
the application of particular processes and machines to material for 
which they are particularly suited ; coarse sulphides are well and satis- 
factorily recovered by water concentration, while the recovery of fine 
sulphides may be fitly left to flotation ; at the Anaconda copper mine; for 
instance, water concentration recovers ever)i.hing above 2 mm., leaving 
the reground material and the original slime to be treated by flotation. 
Concentration should therefore begin at that stage in crushing when, all 
things considered, an adequate release first obtains. 

Class Concentration.— Where the ore is so aggregated that reasonably 
complete release is obtained by relatively coarse cnishuil, stage con- 
centratiofi will, then be associated with ‘class concentration,* wherein 
diflerent sizes of the crushed product are concentrated separately, a dean 
concentrate and clean tailing being made by each machine, ^and, in the 
c^rse stages, perhapr also a middling product (Figs. 206, 282, 328), Stage 
crushing is th&i limited to the further reduction of the middling products. 
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Bmghi^g Conccrrfrflrfton.— Where the ore is pooi^and it would be diffi- 
cult or wasteful to make cieim concentrate at once, the initial operation ' 
may be directed to the removal of clean tailing, in which direction, of 
course, the effort is equally well expended. Since only a rough concentrate 
is then produced, such an operation is described as ‘ roughing * or 
‘ ragging * (p. 379). In turn this rough concentrate is submitted to a 
second o^ration, in which it is cleaned, and which, accordingly, is 
described as a ‘ cleaning ’ operation (Figs. 226, 227, 285, 307, 330, etc.). 

Koughing concentration, generally speaking, is not associated with 
stage-crushing, the material either not warranting such a refinement, or 
being already in a fine condition. Nor is roughing concentration associated 
with the separate treatment of different classes, all the material is treated 
together. Where applied to the treatment of crushed ore yet untreated, 
it permits, by reason of the relatively rough work first done, a high capacity 
to the concentrating machines, whether jigs, tables, or flotation machines. 
The water-concentrating machines adapted to this use, work with a depth 
of bed upon them ; roughing tables, for instance, have riffles which extend 
right across to hold a bed behind each, to. the exclusion of ordinary 
cleaning space. Having such beds the roughing machines are capable of 
absorbing variations in the quality and quantity of the feed, while passing 
a regular feed to the more sensitive and delicate cleaning operation. 

Though long practised in Cornwall in the treatmanteof tin-ore slime 
(Fig. 266), its application to the whole of the crushed ore first became 
settled practice at Joplin on zinc ores, spreading thence to the lead ores 
of South-Eastern Missouri ; finally, its benefits being realized, it supplanted 
preliminary sizing and classification in the concentration of low-grade 
copper ores (Figs. 255, 440). 

Roughing concentration may be regarded as concentration by gradual 
enrichment ; ordinary concentration, on the other hand, producing a 
small amount of clean concentrate at once, may be regarded as connoting 
rapid enrichment (p. 382). In the inclined-table treatment of slime in 
Cornwall gradual enrichment is closely followed, the concentrate made at 
each operation being only about twice or three times the value of the feed 
(p. 333). This slow enrichment involves a considerable extent of bed to 
hold the relatively great bulk of the collected concentrate (Figs. 256^ 
281) ; were more rapid enrichment adopted a smaller bed would suffice, 
and by retieatment of the tailing the same result would be obtained 
from a considerably smaller extent of total surface. 

S^eatment Concentration, — This variation in i/xaitr uAiuvcuuAMuiuu ' 
system, which in its simplest sense connotes ^the retreatment *of the 
taSing after the removal of a concentrate and wilkeut furthes cr^sMng^ 
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is practised where the^material is poor, and the recovery of the mineral 
largely depends upon repeating the operation. The many cells of the 
Joplin jig, those of flotation machines, constitute retreatment series. 
Retreatment of an impoverished tailing is also practised 6n slime tables, 
blanket strakes, etc. 

It remains to be said that though one or other of thesp difirrent 
systeniH of concentration maybe a feature -of “a particular flow -sheet, 
there is no flow-sheet but what finds all these systems represented. 

Further, that though particular crushing and concentrating machines 
do their best work on particular products, the number of steps and the 
number of machine-types should both be kept low, the complication of 
great differentiation should be avoided. Differentiation in treatment 
should wait till the assembling quantities ensure complete and continuous 
work for standard machines. The more complex the ore the greater the 
justifiable differentiation. 

Milling . — As indicated at the outset, dressing, the mechanical prepara- 
tion of the ore, may neither involve enrichment nor recovery, but simply 
the reduction to a fine or powdery condition. Such dressing may be 
described as ‘ milling it is the more usual preparation for metallurgical 
leaching. 

The extent tb \Vhich milling is carried will depend upon the character 
of the ore ; when the ore is porous and the ore-mineral readily soluble in 
the extracting solutions, a jeduction to |" may suffice, as at Chuquicamata, 
Chili, where the ore-mineral is chiefly the basic sulphate of copper, 
brochantite, and in Arizona, where it is chiefly malachite ; on the other 
hand, where the ore is compact and impenetrable and the mineral finely 
distributed, a reduction to slime may be necessary, as in the treatment of 
many gold and silver ores. 

"Where the necessary comminution is extensive, miffing becomes ho 
important an item that the term is given a wide sense, and purely 
metallurgical operations are included under it. It is, for instance, common 
practice to include amalgamation and sometimes even cyanidation, under 
miffing, though more precisely they should be separately specified. 

» 

The ‘ flow-sheet ’ depicts so well the treatment of a given ore that 
this term is commonly taken to stand for the * dressing system,* this 
latter term* being uncommon. In its precise sense as a picture, various 
styler^of flow-shdet are seen. The simplest is just a terse textual descrip- 
tion of the system, ordered around arrowed directions of the flow, and 
there is no^ attempt tq represent the diflerent machines pictorially 
(Fig. 438). ' Prom that, the introduction of simple outline drawings of 
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the macl^nes is no great 
elaborate pictures of the 
machines, me flow of the 
water being indicated in 
addition to that of the ore 
(Figs. 319, 440). Finally, 
the 1nost*elaborate flow- 
sheets give the values and 
quantities of the difierent 
streams, that is to say, 
they present the details 
of the whole “ circulating 
system ” (Figs. 161, 256). 

In such flow - sheets 
it does not appear neces- 
sary to represent separ- 
ately all the machines 
working in parallel, that 
is to say, doing the same 
work, though that is often 
done, the flow-sheet 
then becoming a key-plan 
to the whole installation. 
Seeing that flow -sheets 
serve primarily to expose 
clearly the principles of 
the particular dressing 
system, the machines in 
parallel appear sufficiently 
represented by one of 
their number, the actual 
number being indicated by 
a numerical figure (Fig. 

, 332). 

The Dkessing Plant 

• 

The particular flow- 
sheet adopted for a given 
ore is determined by the 
character of that ore and 
' the extent of the body 


step (Fig. 439). The# next step sees more 



192’3d tons at 1 oz. 
Tailing 

Fig. 438. 


Water-concentration and Flotation at Cobalt, 
Ontario,— Flow-sheet. (Callow and Thornhill, Trans, 
Can, Vol. XX., 1917, p. 28.) Two grades of 

ore occur, the one, high-grade vein-rock consisting of 
native silver, argentite, proustite, pyraigyrite, with 
niccolite, smaltite, etc., in a gangoe of calcite ; the 
other, low-grade wall-rock consisting largely of con- 
glomerate and assaying about 25 oz. per ton. These 
grades are mined separately. Crushing Itw-grade 
ore to 20 mesh, sufficient silver releaa^ to permit 
a tailing of 3*5 oz. The better recoveries no#1beiiig 
made are associated with finer gruf^ing (pp. 6^, 660). 

• ♦ * 

it is desired to beneflemte, decision .bAng 




660 


OBE-DRESSING 


OHAF. XT 


made after appropriat# tests, and full consideration of exper^nce else- 
where. Tliough, rightly, the ore actually exposed will thus repeive every 

consideratflon, some con- 
I sideration must also be 

I ^ given to the chance of 

Vw Grizzly possible change in the 

13 ^ future. With steep- 

standing deposits, for 
[ / i^/2 Grizzly instance, the particular 

S depth - zone in which 

the exposures find 
r / V/4 Impact Screen themselves, whether the 

qo oxidation zone, the en- 

richment zone, or the 

I [ mesh Impact Screen primary zone, should be 

^ op recognized. Depth gener- 

Fine Ore Bin ally brings a change from 

d the oxidized to the sul- 
phide condition, it brings 
I I often also a change from 

^ I coarse grain to fine grain, 

Concentrate Vp ■ and occasionally a 


P/2 Grizzly 


'y/ P/4 Impact Screen 


8 mesh Impact Screen 



Water-oonoentration at the Alaska Gold Mines. 

— ^Flow-sheet. The capacity of this mill, completed in 
'1916, was 9700 tons jKJr day. A little sorting is done 
during breaking; , amalgamation was relinquished. 
The oonoontrate produced is, after some regrinding, 
retreated by,. tables, a galena concentrate with some 
free ^Id being macketed while the pyriie is washed 
awajrfpp. 649, 660). (E. ct if. J., May 7, 1921, p. 632.) 


change from one metal 
to another, from copper 
to tin as in Cornwall, 
from lead to zinc as in 
many places. 

The proper size of 
the plant will depend 
u}x)n the amount of ore 
exposed and upon the 
carefully weighed prob- 
abilities of the future* 
Within limits a large 
plant is more economical 
in operation than a small 
plant, the ^fixed and 
overhead charges being 
divided over a greater 
tonnage. This limit may 


be put at a capacity ^of about 600 — 1000 tons per day, beyond which, 
grekte'* capacity is best provided by adding other independent units. 
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chief point about this flo^-sheet was the gradual impoverishment of tl^ slime by 
repeated treatment on roughing tables ; with classifiers in the place of roughing tables 
the assay-value of the mat(Tial separated as slime would have beei^ twice as high. 
As much as 76 ixsr cent of the mineral finer than 200 mesh would be obtained from 
the roughing tables (pp. 647, 649). (Callow, Trans. A.LM.E., V^ol. LVL, 1917, p. 678.) 

Limited by the necessity to work smoothly, the capacity of a plant should 
be pushed till the greater economy of the larg^ quantity is offset by the 
additional loss in the tailing. 

In respect to position, the dressing j>lant should be as near the mine 
as possible}, in order to come under the same general supervision and to 
enjoy the same general services and amenities. If away from the mine it 
should be along the line of communications, and preferably downhill. In 
such a downhill position not only would the transport of the ore to the 
mill be favoured, but the necessary water would probably be more readily 
available. Most important also, the position should include a good naill- 
site and enough space, including dumping space, for jiresent and probable 
requirements. 

Where possible, a sloping mill-site is preferred (Fig. 441). Height is 
required by all dressing plants in order that the material may by gravity 
flow through tlie machines ; w'here there are many stages the necessary 
height may be as much as 120 feet. A site having a slope of about 20° will 
provide this lieight viithin a convenient distance down the slope, and permit 
terraces of convenient width without unduly high retaining-walls ; the 
pulp will flow by gravity, quietly and continuously, not only tlirough the 
machines, but from machine to machine in succession, without the necessity 
of any elevating machinery ; each portion of tlie plant and practically 
each piece of machinery will be on solid foundations, and on the upper- 
most terrace the breaker may take its place without racking the building 
or structure (Fig. 442). These solid advantages are bought at the cost 
of the necessary excavations and retaining-walls, and, since a sloping silfe 
means climbing, lifting, and lowering, at the price of a little inconvenience 
in attendance and supervision. 

On a flat site it is usual to have a flat mill, the material being elevated 
between stages, or between every two stages (Fig. 443). Such a mill is 
cheap to construct as there is little structure or excavation, and the 
elevating machinery which then becomes necessary is not costly. 
Elevators, however, incur considerable expense in maintenan^, and are 
liable td bring irregularity and disturbance into the flow; moreover, 
continual elevation and re-elevation causes loss of mineral by attrition. 
On the other halnd, supervision and attendance are facilitated. 

If, however, the bre^iking plant be kept separate, which on account of 
dusf vi^tiOn is generally desirable, and if the number of other stages 
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be not g 5 pat, a sloping mill may by appropriate structure be constructed 
even on a flat site. Tlie requisite elevation is then done once and for all 



Fio. 441. 

Sloping — General View of the Engels Mill, California. This i§ a flota* 

tion mill; the several terraces stand out clearly, as also do ^le in^ned service 
tracks on either side (p. 652). 

at the head of the mill, either by a vertical eleval^ij an mcim^ tramway, 
• or better stiU by an inclined conveyor (Pigs. 444, 446$ 446). 
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Keepifig the breaking plant separate it may ^e placed at the mine» 
when the additional advantage accrues that broken ore and not lump ore 
is transported ; such broken ore is less destructive to trucks, fills them 



Fio. 443. 

Plat Mill-site showing Tailing Stack.— Genoml View (p. 652). 


more fully and regularly, and permits more reliable estimates of tonnage. 
In addition to a breaker station at the mine, there is sometimes a fine- 
breaker station at the mill where dry-crushing is carried further ; this 



Fio. 444. 

Plat Mill-site. — General View of the Inspiration Mill, Arizona. The actual mill 
is seen behind a row of storage bins ; it is separate from the breaker station, 
ooxmection with which is by an inclined conveyor (pp. 662, 653). 

second station likewise would be kept separate from lihe concen^ting 
machinery. ’ 

In determining the number of machines for a^yen capacity the details 
ai the circulating system should be carefully c^euls 
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appearing from these calculations being regarded as minima.* Flf;ctuation8 
in the system will arise by uneven distribution of coarse and /ines in the 
bins, by idle circuits wlien screens and jig-sieves become blinded, or when 
rolls become inefficient ; to meet these fluctuations machines' should 
nonnally be run light. In addition, machines such as- elevators, which 




Fig. 445. 


Breaker Station at the Inspiration, Arizona. — ^Transverse Section (p. 653). 
(Burch, Trans, A.LM,E,, Vol. ]A\, 1917, p. 707.) 


while subject to great wear have yet the continuity of operation§ dependent 
upon them 4 should be in duplicate. Continuity of operation is further 
swurcjl by placin'g above the breaker station and at the head of the mill, 
bins of sufficient* capacity to tide over possible temporary disturbances 
(Figs. 46, 48^ 383). Witjh those attentions paid, many Tnilk mn fully 
90-^95 per%5ent of the full-possible running-time. 
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The cost of approj/riate mills varies with the extent and difficulty of 
dressing. Simj)le mills, those at Joplin for instance, cost £15- nt -£20 per ton 
of daily capacity ; water-concentrating mills, fully equipped to make an 
adequate recovery from difficult ores, will cost about £100 — £160 per ton 
of daily capacity ; flotation mills, £50 — ^£100 per ton ; magnetic mills, from 
£60 per ton for magnetite to £150 per ton for franklinite ; and finally 
£150— £2(K) per ton for complete cyanide milj^, all these figures including 
an allowance for the necessary power plant. Where the total recovery is 
made partly by one i)rocess and partly by another, partly by water and 
partly by flotation, partly by cyanidation and partly by concentration, 
the total cost of the mill will be somewhat higher than where a single 
proci\ss suffices. Wliere roasting is part of the treatment, the roasting 
plant itself will cost £120 — £160 per ton of material roasted per day; 
similarly, a drying plant will cost about £20 per ton dried per day. The 
respective factory-costs of all these plants will generally be about one-half 
the costs stated, transport and erection being responsible for the other half. 

The })ower consumed in dressing varies equally widely, namely, from 
about 5 k.w. hour to about 25 k.w. hour per ton; and the power installed 
from about 0-.‘i h.p. to about 1*5 h.p. per ton of daily capacity. Of this 
power consumption 60~- 90 per cent is generally required for comminution, 
while, itself, it represents about 30 — 60 per cent of the total ])Ower consumed 
on the mine. ' * 

Allowing that tlie water passing through the plant is stored and 
returned to service, and ^ that during service and storage 25 per cent is 
lost by evaporation and leakage, the amount of fresh water required would 
generally be about 2—3 tons per ton of ore treated. 

Application and Results 

Crude ores arc beneficiated by various processes, some dressing, stfme 
metallurgical. The more important of these, and the extents to which 
they are re8i)ectively applied, appear from the following statement, the 
figures of which are an estimate of the position some five or six years 
ago:— 


Flotation Concentration , 


Cx)pix)r Smelting 

30 

H »» 

Water Conwntration . 

25 


Qpld-ailver Milling 

12-5 

M 

Magnetic Conoontration 

3-0 


u Smelting . 

Copper Le^Johing 

2-5 


20 



This position, since Altered to the advantage of flotation and possiUy ^ 
also to iji^t ol leaching, illustrates the competition which .dressing meets 



DRESSING SYSTEMS AND PLANTS 


from direte metallurgical treatment. Many mines, Ind particularly copper 
mines, produce some ore which can be directly smelted. In the south-west 
copper region of the United States (Arizona, New Mexico, and Sonora) 
5 per cent copper ore is smelted direct and with good profit, and excep- 
tionally ore with even as little as 2*5 per cent ; such low-grade smelting 
ore^ usually come from contact-deposits associated with limestone. On 
the other hand, with the disseminated copper deposits of the same region, 
these being associated with monzonite, porphyry, schist, etc., dressing is 
all-important, the ore generally assa)ring less than 2 per cent. 

Leaching similarly challenges dressing with its competition. The ore of 
the immense deposit at Chuquicamata, Chili, assaying about 1*75 per cent 
of copper, is rougldy crushed and then leached, dressing taking little part 
in its beneficiation. The sand tailing, piled up in former years from the 
Lake Superior copper mines, containing less than 0*5 per cent of copper, is 
successfully leached, dressing in the fonn of flotation having only estab- 
lished its right to treat some of the current slime-tailing. 

Leaching and concentration may even partake in the beneficiation of 
the same ore. Some oxidized copper ores at Anaconda and Utah^ for 
instance, are crushed to J" and then leached with sulphuric acid, the 
residue from this treatment being reground and flcjpted. At the Arizona 
Copper, on the other hand, 30 per cent of a 3 per cent copper ore is first 
recovered by an oxide-concentration plant in a form acceptable to the 
smelter, the residue being leached with sulphuric acid ; a similar sequence 
is followed at Collahuasi, Chili. , 

Concentration and ■ leaching likewise frequently co-oj)erate in the 
beneficiation of gold and silver ores. The advantage may be that, with- 
the relatively coarse and intractable mineral removed, the strength of the 
cyanide solution and the time of contact between ore and solution may be 
substantially reduced ; or, the concentrate recovered may be of value for 
the base metals, lead, copper, etc., it contains; or, by concentration, 
minerals capable of actively interfering with cyanidation, soluble copper 
minerals, stibnite, etc., may be removed. Concentration by water is gener- 
ally that employed in this particular association of concentration and 
leaching. 

Concentration versiis straight cyanidation is a question settled only on 
the merits of each case. If the heavy minerals contain no cyanicider and 
arc not present in considerable proportion, it will probably be better not 
to concentrate. But if they are abundant, and a subs^ntial' portion of 
the ^Itecious metal is associated with them, they will probably deserve the 
special treatment only possible when in the form of concentrate, pn the 
Witwatersrand, with about 3 per cent of auriferous pyrite,-^anidarion 
without concentration is practised. At Porcupine, Cai&da, ‘'it is held 
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that when the aurifeilJUB pyrite amounts to more than 4 per<tent, con- 
centration would probably be advantageous, and at the HoUinger about 
15 per cent of the recovery is obtained from concentrate. /The concentra- 
tion of auriferous {)yrite is also the established practice on the Mother Lode, 
California, where indeed it first began ; after amalgamation in mortar 
boxes and on plates the tailing is concentrated on vanners or canvas 
tables, after which it may be, but generally is i^^ot^ cyanided. On the large 
though low-grade Alaskan mines there is neither amalgamation nor cyanida- 
tion of tl»c crude ore, but simple concentration of the auriferous sulphides 
(Fig. m). 

Where cyanidation is apjdicable, flotation has little chance of success- 
fully competing with it in the treatment of the fine material, largely 
because cyanidation produces bullion, while flotation produces a concen- 
trate not so readily marketed. Flotation would, however, appear to be 
a possible alternative to cyanidation in the treatment of such siliceous 
silver ores as contain the silver largely in the form of granular argentite, 
f hough no Hucli displacement of cyanidation is recorded. 

On the Cobalt silver-field, Ontario, the battle between water concentra- 
tion, flotation concentration, and cyanidation, favoured first one then the 
other. In 191G the inilling-ore on that field was treated in the followmg 
different ways on different mine^ : water concentration throughout ; water 
concentration fdr ioarso material and sand, flotation for slime ; water 
concentration for coarse material and sand, cyanidation for slime ; coarse 
water-concentration, cyanidation of sand and slime ; flotation of cyanide 
tailing.^ At a later date flotation had increased at the expense of water 
concentration, but not at the expense of cyanidation ; though by flotation 
it was possible from tailing assaying 6 oz. of silver to recover 80 per cent 
in a concentrate assaying 300 oz., there were difficulties in marketing such 
low-grade and, from a smelteFs point of view, undesirably fine material ; 
cyanidation which produces bullion accordingly prevailed for the treatment 
of the fine material and slime ; in one instance, the Nipissing, there was 
a complete return to water concentration and cyanidation. Later still, 
beneficiation was achieved in the following different ways : water con- 
centration and cyanidation ; flotation and cyanidation ; water concentra- 
ition and flotation (Fig. 438). 

A further instance of the application of both leaching and concentra- 
tion in succession to the same ore, is afforded in the benefici&tion of the 
tin-silver o%es of Bolivia, these ores being first leached for the recovery of 
the sjlver and then concentrated for the tin. At the Sovocan mine, for 
instanpe, after ciusliing in dry ball-mills to 1 mm., the ore is roasted with 
4 per cent of salt, thorn leached with water to remove copper, and with 
^ Callow and Thornhill, Trans. Can. M.L, March 1917. 
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Bodimn h^suiphite to recover the silver, and fijially concentrated for 
the tin. ‘ ^ 

The variet}* of beneficiation processes, and at the same time the pro- 
gress in the art; is well illustrated by the different treatments successively 
appbed with passage of time at the same mine, or on the same field. 

At Broken Hill, New South Wales, for instance, the early days saw 
the Arect'umelting of the lead carbonate found below the gossan. Leaching 
and amalgamation were next applied, the former to recover silver chloride, 
and the latter native silver from siliceous ores associated with kaolin. 
Then, in the sulphide zone, lead was recovered by water concentration, and 
with it much of the silver ; while, to-day, beneficiation is complete with 
the application of flotation to the recovery of the zinc. 

At Mount Morgan, Queensland, the auriferous gossan was worked in 
1886 by stamps and amalgamation, though without much success, and 
later by barrel chlorination, with a much better recovery. Then, the 
ore becoming more siliceous and sulphidic, roasting became necessary 
in preparation for clilorination. Next, m 1905, with increased sulphide 
copper-smelting began ; eventually in 1912 chlorination was given up, all 
the ore being smelted. To-day, that part of the ore which is too siliceous 
for direct smelting is concentrated by water and flotation. 

At Braden, Chili, beneficiation first began with •hand-picking and re- 
verberatory-smelting for matte ; then water concentration similar to that 
employed on the low-grade disseminated deposits of the United States 
was adopted. Now, coarse water-concentration and fine flotation make 
concentrates which are nodulized and then smelted in blast furnaces. 

Results 

For purposes of comparison, the results obtained in the dressing of 
ar»y particular ore are sufficiently contained in a statement giving the 
tonnage treated during a given period, generally one month; the 
recovery and the ratio of enrichment obtaining over the period ; and the 
cost of the operation. Of these factors the recovery is given as per- 
centage recovery, while the ratio of enrichment is obtainable from the 
declared values of feed and concentrate, respectively. ^ 

The cost generally given is that incurred per ton treated, the actual 
figure bein^^btained by dividing the total expense for labour, fuel, stores, 
and supervision, during the given time, by the tonnage treated ; elcpense 
neces^iy to maintain the plant in an efficient condition i^usually included. 
Provided recovery and enrichment are satisfactory, this^figure, generally 
described as the “ operating or “ working cost,’* is a fair index %o the 
^ care and activity of the working staff. 
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Since, however, tl^e more complete the mechanical icqui^ent the 
greater the tonnage a plant will treat for the same total expense, plants 
can only be fully compared with one another when to th^ working cost 
an amount is added to represent the cost of the money expended in the 
purchase and erection of the jdant. The cost of money being the interest 
it would eani if invested, this additional cost, described as tlie “ invest- • 
ment cost,” is obtained by dividing the interest the money coujd be< con- 
sidered as ca})able of earning in a given time; by the tonnage treated in 
that time ; ordinarily, while neither given nor derivable from the regular 
statements of results, it is about one-tenth of the working cost. 

Finally, the loss sustained in the operation should in any precise com- 
parison be entered as a cost against the operation. Though not specially 
given in an ordinary statement, this loss is available in the knowledge of 
the percentage recovery. 

Additional to the cost per ton treated, the cost incurred per unit-weight 
of metal recovered is sometimes given ; thus, gold being sold by the ounce, 
the cost per ounce of gold recovered is given, the cost per pound of copper, 
the cost per ton of tin, and so on. Such a reckoning of cost declares at 
once the margin between cost and revenue, that is, the profit ; in that, it 
serves a good purpose. But, being dependent upon the richness or 
poonicss of the ore, it'is no direct index to the care and activity exercised ; 
since also the different metals have different unit-weights, such figures of 
cost afford no comparison of the efficiency obtaining on plants treating 
different metals ; moreover, by dressing it is unusual to produce metal. 
Accordingly, all things cctosidered, the cost of dressing is best expressed 
per ton of ore treated. 

The results generally obtained are probably best illustrated by giving 
those of particular j)erfonnance8. In the following statement such par- 
ticular performances, for their better comparison, are segregated un(|er 
heads descriptive of the class of plant. 

Simple Water ‘Concentrating Plants . — At Joplin, Missouri, treating ore 
containing 3 — 4 per cent of zinc irregularly distributed in a calcareous and 
cherty gangue, a 55 — 75 per cent recovery is made in a concentrate assaying 
about 50 per cent of zinc, the cost of dressing being 15d. — ^24<i. per ton. 

Similar work is done in the adjoining lead-district south-east 
Missouri, w^ere, from an ore containing about 4 per cent of lead irregularly 
distributed in a dolomitic gangue, a concentrate assaying 70 per cent is 
madd at a reco^^ry of about 80 per cent, and a cost of about 2s. per ton. 

On* the Alaska goldfield, where the gold is associated with galena 
ai»^ ]^yritg. m ^alL Quartz stringers traversing immense bands of idate * 
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and gabb^p, these bands constituting the ore body, t|^e ore assaying perhaps 
1-5 dwt. Id crushed and concentrated at a cost of about Is, per ton, with 
a recovery of,about 85 per cent, the tailing from this treatment being 
discarded. 

At Mount BischofF, Tasmania, a tin ore consisting of soft granite 
impregnated with about one per cent of cassiterite and some pyrite, is 
cruiied tnd concentrated for a cost of about Is. *dd, per ton, the recovery 
being about 65 per cent. 

The simple washing of haematite iron-ore on the Mesabi Range, 
Minnesota, costs but Ad. — 6d. per ton. 


Complex Water -concentrating Pla7its.~l\i tlie Lake Superior copper- 
district—where the ore consists of lumps and grains of native copper in 
an amygdaloidal rock or in the cement of a rhyolitic conglomerate, the 
copper in the amygdaloid being relatively coarse, that in the conglomerate 
being finer — dressing of the amygdaloid consists in stamp-crushing, 
jigging, and tabling, with regrinding of the jig-middlings and sometimes of 
the tailing. Such treatment recovers about 20 lb. of copper per ton in 
the form of a metallic concentrate, and leaved about 5 lb. in the tailing, 
the cost being about 24d. per ton. Dressing the conglomerate at the 
Calumet and Hecla, the tailings from the jigi^ and primary tables 
are reground and tabled, after which the sand is leeched, wliile the 
slime, original as well as reground, is floated ; the total recovery of this 
complete treatment is about 92 per cent from ore containing about 33 
lb. of copper, the total cost being about 3a. ’per ton. Leaching costs 
about 20d. per ton leached, and makes a 75 per cent recovery ; flotation 
costs about the same for a recovery of about 65 per cent. 

At the Bunker Hill and Sullivan mine, Idaho, treating ore consisting of 
galena in a gangue of siderite and quartz, by water without the aid of 
flotation, the results in 1918 were as follows : 

Lead. Silver. 

Ore (feed) 10*2 per cent. 3-8 oz. 

Concentrate 66-6 „ 23*0 „ 

Recovery 84*4 „ 79'0 per cent, 

'Milling Cost 2«. Sd. per ton. 

In Cornwall— w'here the tin ore consists of cassiterite finely distributed^ 
partly in a siliceous veinstone and partly in granite and altered slate, the 
cassiteritejieing sometimes accompanied by wolframite, pyrite, mispickel, 
etc. — ^the recovery from ore assaying about one per cent of piotallic tin, 
is about 66 per cent, that of the wolfram when presentrbeing abou(^ 50 — 
60 per cent, and that of the arsenic in the mispickel perhaps abdht 50 
per cent. Dressing of the complex ore costs about 12s. per t5n, and 
that of the clean tin ore about 10s. per ton. 
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Water-and-fotation Plants . — At the Butte -and -Superior zjnc mine, 
Montana, treating the coarse material by water and the fine by flotation, 
the results obtained during 1919 were as follows : 


Assay of oro .... 1 5-9 [kt cent zinc. 6-33 oz. silver. 

Assay of c«)nccntratc . . 54-0 ,, ,, 22*00 „ |i,, 

Recovery of zinc 97 per cent. 

Milling cost 11«. pt'rton. ^ 


At the Inspiration mine, Arizona, treating the disseminated ore charac- 
teristic of the south-west copper-region of the United States, part of the 
ore being oxidized, the results obtained in 1917 from primary flotation and 
secondary water-concentration were as follows : 


Assay value of ore 1*39 per cent copper. 

,, ,, flotation concentrate S.'i-S? ,, ,, 

„ ,, water concentrate 13*93 ,, ,, 

R<'covery c.aleulatod from assays only 7.')*34 „ 

,, from assays and weights of fee<l and concentrate . . 75 78 ,, 

„ from assays and weights of <*oncontrat<‘ and tailing . 75*4() ,, 

„ from assays and weights of feed and tailing . . 75*30 „ 


At the Miami, another of the disseminated or ‘ porph 5 Ty ’ copper 
mines, the introduction of flotation in 1914 to 8ui)plement water concen- 
tration, increased the capacity of the water plant and gave a cleaner 
concentrate, thus : 

» , Jarnwry 1014. January 1917. 

Tons treated .... 102,497 171,882 

Assay of oni .... 2*31 per cent Cu. 2*15 per cent Cu. 

Assay of concontrato . . 38*97 „ Cu. 43*14 ,, Cu. 

Assay of tailing . . 0*747 „ Cu. 0*592 Cu. 

Recovery 70*06 per cent. 73*48 per cent. 

In respect to these disseminated or ‘ ])orphyry ’ copper mines in 
general, the following results pertaining to the year 1915 are instructive, 
since at that date flotation had not been adopted at those mines appearing 
to the left in the statement. The relatively low recoveries throughout afe 
largely due to the presence of oxidized copper. The low assay-value of 
the concentrate at the Nevada Consolidated is explained by the fact that 
this company possessed its own smelter. ^ 


‘Porphyry Coppers’ in 1915 



Utah. 

Chino. 

Ray. 

Nevada. 

MUmi^ 

Inspiration. 

f 

Per cent. 

Per cent. 

Per cent. 

Per cent. 

Per cent. 

Percent. 

Feed, Assay . , » . 

1*43 

216 

1*67 

1*54 

2*17 

V70 

Conerntrato . i 

19*17 

21*56 

19*29 

7*77 

41*91 

32*07 

Recovery . . . 

64*13 

66 69 

6411 

70*18 

75*17 

79*95 

Milling Cost . . . 

m 4. 

17d. 

r • 

27d. 

26d. 



m. 
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At Ana,ponda, Butte, Montana — ^where the ore is lode-quartz with 
some granitic wall-rock, the whole containing aboift 3 per cent of copper 
all in the forq^ of sulphide — a concentrate representing about 25 per cent 
of the weight of the ore is recovered by water from the material larger 
than 2 min., and another 11-50 per cent by flotation from the reground 
material and the original slime. The final tailing assays 0-15 per cent of 
copfier, tile recovery being 96 per cent. 

At the Braden, Chili, in ‘October 1915, the crude ore treated was 120,000 
tons assaying 2-15 per cent of copper, and the concentrate obtained, 10,700 
tons assaying 19-2 per cent, this concentrate representing a recovery of 
80-8 per cent ; the tailing assayed 0-42 per cent. The ore at this mine 
consists of copper sulphides in veins and stringers traversing shattered 
andesite. The relatively low recovery is due to the presence of oxidized 
copper-minerals ; in this and in general, the ore resembles that of the 
disseminated deposits of the United States. 

At the Sulphide Corporation, Broken Hill, New South Wales, the 
concentrates in 1910-1911 assayed much as follows : 

I^ad concentrate . . . (i 1*3 per cent. Pb. 8-8 ikt cent Zn. 28*1 oz. Ag. 

10 9 Pb. 42-7 „ Zn. 14-7 oz. Ag. 

The recoveries represented, respectively, by thj total weights of the 
metals in these concentrates, and by the weights actually paid for, were 
as follows : # • 

Apparent recoveries . 98*2 per cent Pb. 87-8 jx^r coni Zn. 90-2 per cent Ag. 

Paid-for recoveries . 74-5 ,, Pb. 63-6 Zn. (>0-9 „ Ag. 

At that time the lead and silver in the lead concentrate were paid for 
at market rates, but nothing was paid for the zinc. In the zinc concen- 
trate, after deduction of eight units, the zinc was paid for at market rate, 
the lead at 1^. per unit after deduction of eight units, and the silver at 
per ounce after deduction of 5 ounces, the last two rates being con- 
siderably below the respective market rates. 

The concentrates now obtained at Broken Hill are cleaner, and the 
losses on this account, though still appreciable, are lower. Present costs 
on th^ field may be illustrated by the following figures pertaining to work * 
at the British Broken Hill : 

UiDing. LeMlMiU. ZlnoMUl. 

June 1918 20/8 7/- 6/2 

DJtbmbor 1918 22/4 7/8 5/6 

m 

In ^e lead mill the whole ore is treated, chiefly by waier concentration ; 
in the zinc mill the zinc tailing is treated, chiefly by flotation. • , 

At the Falcon mine, Rhodesia, the ore, consisting of chalcopyiite with 
pyrite and pyrrhotite in a siliceous gangue, and bdh^inin^ oi 
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copper and 6 dwt. of gold, is stamped, tabled, reground, apd floated, the 
concentrates, after sintering, being smelted in blast furnaces. Water con* 
centration, including blankets to catch fine gold, recovers flO ^r cent of 
the gold and 20 per cent of the copper ; flotation recovers* 20 per cent of 
the gold and 70 {)er cent of the copper, the total recoveries being 80 per 
cent and 90 per cent resj)ectively. More precisely, the figures for the year 

ending June 1918 were : « f 

* 

Assay-valuo of iho on* ... 2*2 pt*r cent Cu. 6*1 dwt. Au. 

,, water conccntrat<! . . .'>•2 „ (’ii. 20*4 dwt. Au. 

„ flotation conoontraU* . . 9*8 „ (!u. 5*8 dwt. Au. 

Recoveries 87i)crcent 81*9 per cent. 

Smelting rc'covcries .... 90 „ 96 ,, 

The oxidized ore at this mine contains too little copper to be worth 
recovering, but too much to permit cyanidation ; the gold accordingly 
is recovered by concentration on tables and blankets. 

At Mount Morgan the ore too siliceous for direct smelting is first 
concentrated. Typical ore of this character consists of about 6 per cent 
chalcopyritc, 16 per cent pyrite, and 78 per cent of quartz, cal cite, etc., 
and contains about 5 dwt. of gold per ton. The treatment followed in 
1916 ^ was as follows : dry-crushing in ball-mills to 50 mesh ; table con- 
centration ; tailing reground to 80 — 120 mesh and floated. The following 
later results, pertaining to the year ending June 1918, appear to indicate 
a different treatment ; 



Ashay. 

Recovery. 

C'u. 

.\\x. 

(•u. Au. 


Per cent. 


Per cent. Per cent. 

Ore troaU'd .... 

12.3,854 2*29 

5*10 


Jig concentrate . 

20,598 2*(K) 

4*10 

18*83 13*31 

Table concentrate 

2.5,071 3*70 

8*51 

32*72 33*79 

Flotation conoentraU; . 

6,295 18*66 

29*18 

41*46 29*09 

Total recoveries 


93*01 76 19 




Flotation -Beneficiation of an ore directly and exclusively by 

flotation was first accomplished at the Engels copper mine, California, 
where, after water concentration had been unsuccessful, flototion was 
applied in the year 1912 ; the ore at this mine consists of copper sulphides 
associate t iih mgnetite in an eruptive rock. The results now being 
obtain^ are illustrated by those pertaining to February 1921, wheiT 820 
' tons of ^re assa^g 2*7 per cent of copper were treated per day, producing 

« ^ SboQshoitf, Juno 1916 ; Abri. E. and MJ., Oct. 21, 1916. 
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a concei^ate assaying 30 per cent and a tailing assajdng 0*5 per cent, the 
recovery^eing about 83 per cent. The cost of this flotation was 3s. 6d. 
per ton, and tjie power consumption 23 k.w. hour per ton. 

At the Swansea mill, Arizona, where the ore consists of chalcop 3 rrite 
in a gangue consisting chiefly of haematite, breakers and ball-mills prepare 
for direct and exclusive flotation. The ore assays 2-3 per cent of copper, 
th% con^ntrate 23 per cent, and the tailing 0-05 per cent, so that the 
recovery is 98 per cent.* The mill has a capacity of 300 tons per day, and 
the milling cost is about 4if. per ton. 

Cyariiding Plants. —ki the Tonopah-Belmont, mining siliceous-silver 
lodes in andesite, all the ore is reduced to slime and cyanided. From ore 
assaying 5 dwt. of gold and 22 oz. of silver, 95 per cent of the former and 
93 per cent of the latter are recovered at a cost of 9^. per ton. The power 
installed was at the rate of 1-66 h.p. per ton of daily capacity. 

At Santa Gertrudis, Mexico, treating a similar ore, the combined 
recovery of gold and silver in the year 1917-1918 was about 88 per cent. 
At Dos Estrellas the milling costs were about 6a‘. per ton. 

Milling and cyaniding on the Witwatersrand costs 2s. 6d. — Is. per ton, 
somewhat less than half the ore being reduced to slime, the remainder 
being satisfactorily cyanided in the condition of aand. On this field the 
recovery of the gold is now about 95 per cent, amalgamation being 
responsible for 50 — 00 per cent. * 

Concentrating-and-cyanidimj Plants . — Water concentration is applied 
ahead of flotation, where a substantial proportion of the valuable content 
may be recovered in concentrate acceptable to the smelter, or, exceptionally, 
where minerals harmful to cyanidation must be removed. 

At the Nipissing silver mine. Cobalt, Ontario, by concentration and 
f yanidation a recovery of 93 j)er cent was made where water concentration 
alone would have recovered only about 80 per cent. The cost of this 
complete recovery was as follows : 


s. d. 

Labour 3 0 per ton. 

Supplies 0 e „ 

Power 2 6 „ 

General 0 6 „ 

Total cost . . 12 6 per ton. 


^t the Hollinger gold mine. Porcupine, Ontario, thetore treated in 1914 
assayed 13*5 dwt. per ton and the tailing 0*60 dwt., sc^hat the recover); 
was about 95 per cent. At that time the mill had a capacity «f about 
600 tons per day, ind the cost was about 5«. 3d.* ton.^ 
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Magnetic-concentration Plants.— Ai Mineville, New York/wher^ the dry 
magnetic-concentration magnetite ore assaying 30 — 35 per cent’ of iron is 
undertaken, the concentrate assays 64 per cent and the tailing 6 per cent, 
the recovery is close upon 90 per cent, and the milling cost? about 3^. per 
ton. The cost of the magnetic treatment of zinc ore at Franklyi Furnace, 
Now Jersey, where though dry concentration is practised the ore has all 
to be reduced to 60 mesh, is considerably higher. So also is the cost in 
wet magnetic plants. 


Smelting Plants . — As indicated at the outset, the cost of smelting crude 
ore is generally about 20s. per ton and the recovery 90 — 95 per cent. Such 
figures apply to copper ores and lead ores ; the crude ores of zinc, tin, etc., 
are not smelted. Better figures are sometimes obtained where the ore is 
self-fluxing. Before the War, reverberatory copper-smelting at the High- 
land Boy, Utah, cost Os. per ton ; blast furnace smelting at the Teimessee 
cost but 4s. per ton, and at the Granby Consolidated but 5s. per ton. 

On the other hand, recoveries by smelting have •not always been so 
good. In the early days of the Copper Queen, Arizona, for instance, the 
slags from ore assaying 10 per cent of copper, reported as assaying one 
per cent, were afterwards found to contain 2| per cent, and the losses by 
smelting were accordingly of the order of 15—25 per cent. 

The recovery in smelting copper concentrate is now generally about 
95 per cent ; that 6f lead concentrate probably about the same ; and 
that of tin concentrate probably about 98 per cent. Much depends upon 
the cleanliness and character of the jiarticular concentrate. 

The recovery in smelting zinc concentrate is, however, lower, that from 
a concentrate assaying 60 per cent of zinc being generally about 80 per 
cent. 

The investment cost of smelting reckoned in terms of the ton smelted, 
is considerably higher than that of dressing, the total cost of smelting 
plants being generally of the order of £250 per ton of daily capacity. 
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Parsons, A. B., 435, 484, 512 
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Rabling, II., 321, 479 
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Robson. W, (J., 390 
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Adirondackfl (New York), 55IJ 
Africa, South, 34, 117, 118, 152, 155, 175, 
179, 325, 571, 578 (see also KimlxTlev, 
Rhodesia, Transvaal, and Witwatorsrand) 
Aft<)rthought, Shasta (ralifomia), 445, 011 
Alabama (U.S.A.), 573, 581 
Alaska (U.S.A.), 179, 180, 387, 050, 002 
America, 15, 103, 202, 431, 447, 529, 533, 
553, 598 (see also C^anada, U.S.A., and 
separate states of South America) 
Anaconda (Montana), 177, 309, 325, 330, 
377, 403, 433, 436, 470, 471, 475, 481, 580, 
587, 040, 059, 005 
Aneia (Bolivia), 558 

Arizona (U.S.A.), 35, 74, 122, 18], 233, 289, 
418, 435, 447, 449, 407, 409, 479, 482, 573, 
577, 580, 025, 048, 055, 050, 057, 058, 004, 
067, 008 (8(50 also Inspiration and Magma 
Copper) 

Arizona Hercules (Ariztjna), 470 
Atlas, Sheffels (Colorado), 481 
Australia, 90, 103, 178, 321, 389, 431, 434. 
430, 437, 450, 520, 506, 578, 580 (s(;e also 
Broken Hill, Kalgoorlus, and separate 
states) 

Australia, Western, 100, 450, 571, 577, 694 
Avioaya (Bolivia), 385 

Belmont-Shawmut (California), 435, 483, 484 
!ftlmont-Surf Inlefi (British Columbia), 483 
Bilbao (Spain), 20, 35 
Bisbee (A^ona), 448, 449 
Black Forest (Germany), 451 
Bolivia J^nth America), 35, 96, 100, 177, 
300, Sli, 326, 336, 386, 626, 639, 543, 558, 
559, 599, 609, 660 
Boston Moi^jtana (Montana), 248 
Braden (ChiU), 76, 467, 474, 696, 661, 665 
Bradl (South America), 338, 350, 526, 543, 
559 

Britannia (British Columbia), 73, 467, 473, 
482 

BritwH Columbia (Canada), 73, 310, 321, 
445, 467, 473, 482, 483, 537, 612 (see also 
(}ranby Consolidated and Kootenay) 
Brcdten Hill (New Souttf Wales), 9. 68, 71, 
77, 108, 118, 177, 243, 312, 314, 321, 369, 


377, 391, 392, 394, 396, 397, 418, 420, 421, 
433, 438, 439, 440, 442, 443, 444, 465, 467, 
409, 480, 507, 5 JO, 548, 549, 557, 611, 644, 
660 

Bucklumi (Nevada), 595 
Bunker Hill (Idaho), 177, 297, 311, 409, 465, 
673, 663 

Burma Quwnsland Corporation (Queens- 
land), 485 

Burro Mountain, Tyrone (New Mexico), 
475 

Butler, 3\»rringt.on (Nom' South Wales), 486 
Butte (Montana), 665 

Butte-and-Suix^rior (Montana), 397, 436, 
467, 480, 664 

Calaveras ((’alifomia), 469, 482 
California (U.8.A.), 35^ 111, 152, 293, 338, 
389, 435, 445, 4«f , 469, 482, 483, 484, 580, 
611, 653, 6(i0, 666 

('aluniet and Hocla (I^ake Sujxirior), 481, 663 
(^ara-and-Motor (Rhodesia), 594 
Canada, 167, 212, 581, 601, 659 (see also 
British Clolumbia, Ontario, and Quebec.) 
Cananea (Mexico), 565, 586, 026 
OyJon, 526, 543, 659 

Chili (South America), 179, 467, 474, 696, 
648, 659, 661, 665 
Chino (Now Mexico), 664 
Chuquicamata (Chili), 179, 648, 659 
Clausthal (Black P'orest), 313, 451 
Cleveland (England), 35 
(bbalt (Ontario), 35, 179, 212, 326, 377, 486, 
645, 649, 060, 667 (see also Nipissing) 
Coeur d’Alene (Idaho), 175, 440, 482, 608 
Collahuasi (Chili), 669 

Colorado (U.S.A.), 369, 445, 469, 481, 483, 
526, 649, 661, 666, 673, 682 
Connemara (Rhodesia), 695 
Copper Queen (Arizona), 668 
Cordoba (Spain), 462 ^ 

Cornwall (Engird), 96, 101 111, 161, 

176, 327, 328, 331, jm, 384, SJI, 341, 
343, 344, 356, 380, 38/, 382, 435, ^2, 626, 
627, 543, 567, 658, 589, 599, 600,^1, 602, 
608, 644, 047» 660, 663 
Cripple Creek (Coloradof, 48^ • 
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Dakota (U.8.A.), 137, 17J, 583 (see also 
Homestako) 

Dannemora (Sweden), 633 
Denver (CJolorado), 5G1 
Dolooath (Cornwall), 350 
Dominion, Glolxi (Arizona), 482 
Dominion, Quyon (Quol>oc), 4HG 
Dos Estrellas (Mexico), 007 
Dundorland (Norway), 01, 535, 552, 555 

East Pool (Cornwall), 380, 452 
El Oro (Mexico), 483, 485 
Empire (Colorado), 409 
Engels Copp(‘r (California), 407, 409, 482, 
053, 060 

Eurojie, 15, 598, 007, f)08 (see also separaU^ 
oountrios) 

Eiirojx) (Continental), 20, 130, 202, 330, 300, 
520, 640, 543, 647, 548, 045 

Falcon (Rhodesia), 482, 005 
Finland, 527, 528, 553, 555 
Florida (U.S.A.), 15 
France, 114, 002, 008 

Franklin (New .h'OMvv), 514, 520, 527, 528, 

‘ 540, 543, 557, (508 

Gastineau (Alaska), 180 
Gellivara (Swi'don), 24 * 

(Germany, 307, 054 (wm* also different districts) 
Giow (Cornwall), 38§ i 
Glasdir (Wales), 3fK) 

Glofx) (Arizona), 482 
Goloonda (Nevada), 395 , 

Goldfield Consolidated (Neva<la), 178, 181, 
182 

Granby Consolidated (Nevada), 668 
Grangoslwr^ (Sweden), 533 
Groat Britain, 325, 598, 001 (see also Wales, 
and separate counties of l^Ingland) 

Great Falls (Montana), 248 
Guanajuata (Mexico), 483 

Halkyn (Wales), 314 

Herrang (Sweden), 627, 555 

Highland Boy (Utah), 008 

Hill City (S. Dakota), 583 

Holllnger, Porcupine (Ontario), 660, 667 

Holywell (Wales), 389 

iiomestako (Dakota), 137, 139, 179 

IcUho (U.S,A.). 176, 177, 247, 297, 311, 395, 
440, 441, 468, 482, 673, 679, (K)9, 663 (see 
also Bunko/ Hill) | 

Idaho Springs (Colorado), 483 
♦ IUmoi/(U,S.A.).5«6, 

India, 626, 643, 659, 574 (see also Mysore) 
Inroiration (Afizona), 1!^^ 408, 415, 448, 
167, i71, 441, Alt, 481,*666, 666, 657, 664 


Joplin (Missouri), 71, 245, 299, 314, 317, 

323, 325, 326, 381, 471, 47(J, ‘481, 647, 658, 
662 , 

.Juneau (Alaska), 180, 3f}7 

Kalgoorlio (Western Australia), 87, 130, 694 
Kimfxirley (South Africa), 2^ 

Kootenay, East (British Columbia), 445 
Kort^a, 418, 431, 43.5, 474, 477, 596 g 
Kyloe (NjiW Eolith Wales), 397, 437, 467 

Lake Eric, 591 

l^iko Sui)C‘rior, 35, 161, 163, 176, 318, 336 
481, 659, 663 

liJiunceston Works Cl'asrnania), 527, 558 
Ijeadville (Colorado), 445, 526, 649 
Llallaj^ma (Bolivia), 539, 559, 009 
Jjudcrich (Germany), 654 

Magma-CopiKif (Arizona), 447, 448, 454 
Magpie (( )ntario), 598 
Malay StaU‘8, 341, .550, 599 
Manpiotte Range (Minn(!8ota), 591 
Mesabi Range (Minnesota), 15, 10, .526, .534, 
553, 5.55, 591, .594, 009, 003 
Mexico, 93. 483, 505, 571, 580, 586, 620, 007, 
(sec also Dos Estrellas and El Oro) 

Miami (U.S.A.), 471, 480, 482, 004 
Michigan (U.S.A.), 35 
Midvale (Utah), .505, 001 
MineviUe (New York), 52(), 527, 553, 554, 
583, 008 

Minnesota (U.S.A.), 16, 626, 534, .553, 555, 
.500, .591, (K)9, 003 

Mississippi Valley (U.S.A.), 520, 635, 556 
(see also Wisconsin) 

Missouri (U.S.A.), 71, 78, 300, 305, 317, 321, 
325, 326, 471, 479, 481, 603, (>47, 662 (see 
also Joplin) 

Montana (U.S.A.), 177, 248, 308, 325, 336, 
.397, 430, 467, 480, 586, 663, 665 
Moonta (South Australia), 321 
Moose Mountain (Ontario), 527, 553 
Moresnet (Rhineland), 386 
Morning (Idaho), 395, 441 
Mother Ls>do (California), 36, 338, 483, 660 
Mount Bischoff (Tasmania), 326, 663 

Mount Hoi>o (New Jersey), 666 ^ 

Mount Morgan (Queensland), 482, 661, 666 
Mullan (Idaho), 468 
Mysore (India), 179 

National Copper, Mullan (Ida!^, 468, 482 
Netta (Oklahoma), 316 
Nevada (U S.A.), 35, 178, 339, 395, 695 (see 
also Tonopah) 

Nevada Consolidated (Nevada), 664 
New Copper (Arizona), 625 
New Jersey (U.8.VV.), 514, 526, 527, 528, 
535, 540, 543, 553, 555, 557, 583, 668 
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New Mexico (U.S. A.), 475, 557, 577, 6,59 
New South WaloB (Australia), 71, 118, 177, 
377, 397, 46f, 480, 485, 543, .548, 557, 661, 
665 (see also KJpha?) 

New York (U.S.A.1, .5^6, 527, 553, ,554. 583, 

668 

New Zealand, ^59 
Nigeria, 326, 548, 559 
Nixing (Cobalt), 212, 480, 660, 067 
North Stai (California), 35 • ^ 

Norway, 61, 396, 527, 535, 552, 553, 555 
(see also Duiirlerland) 

Oklahoma (U.S.A.), 316 
Oneida-Stagg (Colorado), 483 
Ontorio (('anada), 35, 179, 325, 485, .527. 
553, 583, 598, 649, 660, 667 (soo also 
Cobalt) 

Oregon (U.8.A.), 580, 581 
Otago (New Zealand), 559 
Ouray (Colorado), 565 
Ouro Petro (Brazil), 338, 350 

Pierrefitte (Franee), 602, 608 
Pitkaranta (Finland), .527, 555 
Plymouth (California), 293 
Porcupine (Ontario), 659, 667 
Progress, Loadville (Colorado), 445 

Queensland, 482, 485, 661 (see also Mount 
Morgan) 

Ray (Arizona), 664 

Replogle (New Jersey), ,527, 5,55 

Rhineland, 325, 386, 555 

Rhodesia (South Africa), 482, 594, .595, 665 

Ring wood (New Jersey), 583 

Rio Tintb (Spain), 24, 26, 179 

Russia, 93 

St. Jolm del Rey (Brazil), 338 
St. Joseph Lead (Missouri), 481 
St Louis Smelting and R<*fining (Missouri), 
78 

Santa Gertrudis, El Oro (Mexico), 483, 627, 
667 

Sardinii|p26, 627, 666, 608 
Saxony, 001 

Scandinavia, 626, 627, 530, 632 (see also 
separate eountries) 

Shattuck-Arizona (Arizona), 448, 449 
Silesia, Z25tt0l 
Slooan (British Columbia), 310 
Sonora (Mexico), 659 


Sovocan (Bolivia), 660 
Spain, 35, 179, l52, 604 (see also Bilbao, anu 
Rio TinUi) 

Storav's Crei‘k (Tasmania), 325 
Suan Concession (Korea), 474, 477 
Success (Idaho), 247 
Suhtelnm (Norway), 396 
Sullivan (British Columbia), 537 
Sunuyside (Colorado), 573 
Swans(>a (Arizona), 467, 667 
Sweden, 24, 527, 528, 530, 533, 553, 5.5.5 
Sydvarariger (Norway), 527, 555 

Tahoraa (Missouri), 603 

Tasmania, 325, 336, 437, 527. .543, .558, 603 

Tennesstw' (U.S.A.), 668 

Thomson Zine (WisiMmsin), 70 

'Ponopah (Nevada), 35 

Tonopah-Ihdmont (Nevada), 667 

'Torrington (N<*w South Wales), 485 

Trail (Hrilish Columbia), .537 

'Fransvaal (South Africa), 580 

'Pivadwell (Alaska), 180, 387 

Till Mi Chung (Korea), 595 

United States, 200, 201, 336, 340, 389, 394, 
397, 398, 431, 434, 435, 437, 570, 571, 574, 
57(5, .594, 606, 61.5, (559, 6(51, (H54, 666 (see 
also separate ^itatf*s) 

United Verde (Avizona), 74 
Utah (U.S.A.), 289. 443, 481, 5(55, 582, (501, 
(559, (568 * 

Utah (JopjKT (U.S.A.), 75, 294, 3,5.5, 407, 
436, 471, 475, 478, 482, (504 
Utah Ix^asttig (Utah), 481 

Van Roi (British Coluiebia), 301 
Victoria (Westphalia), 556 

Wales, 314, 389, 390 
West})halia, .555, 556 
Wharton (New Jersey), 555 
Whim Well (North-M^^st Australia), 450 
Wisconsin (U.S.A.), 35, 79, 317, 325, 535, 
537, 5.56, 665, (KKi, (K)7 (mjc also Missis- 
sippi Valley) 

Witwatersrand (South Africa), 10, 26, 34, 
17.5, 181, 616, 036, 659, 667 
Wohifahrt (Clausthal), 451 

YeUow Pine (Ariztma), 573 
Yorkshire (England), 35, 597 

Zaaiplaats (Transvaal), 61 

a 



SUBJECT INDEX, 


AkiriH olassHier, 2tt8 
Amalgamation, IHS, 178, 483 

Amcrli'aii 4(12 
Anglo of aifj, 54, SO 
Ariwtod oruHliing, 74 
Arsoiiio, (li-oHKiiig, 500, (1(13 

Ball.»nillH. 12(1, 171 

liall-tiihomills (ho.o ('ylifidor mills), 120, 17 

Bar Horooiis, 218, 303 

Barrol pulvori/or. 111 

Bartsch tabU*. 350, 377 

Beam aclioii, 41, 44, 4(1, 101 

Boator mills, 1(13, 1(15 

Bolt oono('ritratorH, 330, 310 

BolO'd or standard rolls, 50 

Bisnnflli, dn'ssmg, 478, 527,. 558 

Bluko broukor, 37 

BlukO'Morsclu'r proopss, 5(11, .5(13 

Bbinkot strakos, 337, 35f,, 477, 483 

Borgmann scroon, 225 

Box olassitior, 238 

Brailforil acid-salt process, 44(1 < 

Bradford sulphur-diox'idii process, 442 
Breakers, 30, 73-70, 052 ; gyratory or cone, 
44 ; r<‘ciprocating or jaw, 37 ; rtivolving 
<ir disc, 50 ; Blake, 37 ; Dodge, 43 : 
Gates, 44 ; Svmons, 51 
Breaking. 30. 170, ISO, 101, 102, 103, 104 
Briart. screen, 223 
Brownian movement, 258, 510 
Bninton calcincr, 500 
Brunton cloth, 330 
Brnnton sampler, 024 
Bnbble flidation (see Froth Hotjition) 
Buddies, 341, 581 
Bunker-Hill sewn. 244 
Buss table, 300 
liutejiart t*ble, 374 
Buttner drier. .502 

Calciner8,^*507 : rotary ealoiner, 597, 601 ; 
sliaft fumaoe, 010 ; "ertical ealeiuer, 597 ; 
Brun|ik)u ealoiner, 599 : Humlx)ldt fur- 
nace, (KH ; Mertrti ^unmee. 002 ; Oxland 
calcine?, 001 ; Wedge roaster, 007, 011 
Calojning and |t!)i^ting, 591, '59T 


Caldecott cone, 205 
Californian stamji, 134 
(‘alh>w (!onc, 273 
Callow flotation machine, 413 
Callow screen, 244 
Canvas tahh* and Ih'IIs, 338, 479 
( 'ard iahli', 37.5 
(’attcrrnolc (iroci'ss, 392, 500 
Centrifugal separation, 583 
Chats (see Middlmgs), 381 
Chilian mills. 87, 170, 171 
Choke crushing, 74 
(’ireulatmg system, 049, 055 
' Clarksou-Stanslli'ld scjiarator, 584 
I (lass eoni’cnt ration, 309, 378, 430, 438, 471, 

I 475, 010 

I Classification (uater sixmg), 249; circuits, 
109, 120, 171, 178 ; counter-classification, 
2.57; (Ic-sbming. 29.5 ; dc-vvatcring, 207, 
29.5; cflicicney of, 290 ; cliitriafion, 200, 
208 ; equal-falling jmrticles, 2.53, 255, 
288, 300; fall in v\ater, 205, 249, 2.55; 
hindi'i'cd fall, 250 ; sedimentation, 200 ; 
settlement in water, 257, 275; Stokes’ 
formula, 205 ; stream -action, 257, 200, 

279. 290; thickening, 271, 295; w^ater- 
sizing, 171, 178, 190, 20.5, 249 

* (’lassilicrs and settlers, 259 ; application, 

I 259, 280, 293 : principles, 259, 200, 270, 
278, 287 : imiduets. 201, 203, 206, 268, 
273. 278, 288, 290 

Classifiers, tyjKis {see Settlers), 259 ; box-, 
200, 280 ; cone-, 203. 280 ; dcep-pocket-, 

280, 284 ; de-w’^atenTs, 207, 269 ; dia- 
jdiragm classifiers, 265 ; drag-t^-, 269 ; 
drag-, 265, 207 ; hindered -settlmg-, 287 ; 
hydraulic-, 278 ; launder-, 285 ; pipe-, 

I 281 ; roughing-, 2(H ; series-, 201, 284, 
1 289, 292 ; stdtlers and thickeners, 270, 

271; shallow-pocket-, 280,^84; slot-, 
284 ; sloughing-, 264, 286, 293 ; spitz- 
kasten, 260 ; spitzlutte, 280 ; surface 
classifier, 260 ; Akins-, 268 ; Anaconda-, 
287 ; Caldecott cone, 265 ; Dorr clarifier, 
267 ; Mosher cone, 204 ; Ovoca classifier. 
269 ; Yeatman-, 284 

Closed cinmits, 57, Vl, 72, 109, 120, 171, 178 
574 
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Coal dresailll;, 32, Si, 223, 231 
Coarse rolls, 

Cobbe pan, 102 , 

Cobbing, 24, 530, §54 
Colloidal phenoiiiona,<217, 25K, 275, 510 
CoinminutioiWscr (’rushing), 30; circuits, 
57, 71, 101^120; cxt.<‘nt., 170, 177. .520; 
foroo-applicatiim. 41, 44, 40, 53, K7, 95, | 
1^>, 13(^03 ; gi'ucral, 1(59, 175, 520, (504; 
screening, 142 ; stages, 71, ^77, 527, 04(5; 
systems, 174 ; theory of work done, IK2 : 

^ wet or dry, 30, 78, 84, 172, 580, .581, .594, 
600, 000 ‘ 

Com])lc\ ores, dr-essing, 9, 23, 35, 77, 311, 
325, 391, .395, 4,39-440, 477, 557, .5(55 
Coni'entration, general, 2 ; ratio of, 383, (538 
Coiieentratiori systems: ('lass-concentra- 
tion, .3((9, 378,^ 43(5, 438, 471, 47.5, (540 ; 
retival rimnt-, .379, 404, 407, 414, 415, 41(5, 
424, 471, (547 : roughing-, 294, .314, .317, 
.379, 404, 407, 414, 424, 477, .534, .535, 047 ; 
stage., 177. .378, 4(59. 471, 473, 474, 527, 
04(5 

Cone classifier, 2(53, 280 
Cone settler, 272 
Conical mill, 124 
Contact angles. 487, .501 
Cooling, 598, (502, 008, 012 
Cojiper ores, dn'ssing, 2, 24, .3.5, 7.3-7(5, 1(51, 
325, 33(5, .3.38, 3.5.5. 384, 397, 431, 447, 448, 
4.5(5, 408, 472, 473, 474, 475, 481, 482, 043, 
048, (551, 058, 059, (503, 004, 0(5.5, (5(58 
Cornish foils, 57 
Cornish stain ]>, 1.31 

Costs: cajutal., 0, 384, 481, 482, .594, (558, 
6(52-068 ; dressing-, 0, 35, 3(5, 48, 79, 84, 
93, 108, 181, 384, 40.5, 480-485, .554, .555, 
5.56, 594, 661-668; operating-, 130, 15(5, 
163 ; smelting-, (5, (568 
Counti’r-classification, 257, 360 
Coxe scnMUi, 230 

Crushing (st'c Comminution), 36, 53, 74, 179, 
191, 192, 193, 194 ; dry-, .36, 78, 84, 172, 
680, 594, 660, 666 ; impact-, 53, 104, 130, 
163 ; pressure-, 53 ; shearing-, 53, 179, 
191,^3, 194, 217 
Cnishmy strengths of on% 69, 604 
Cyanidation, 5, 178, 180, 432, 477, 48.3, 485, 
486, 594, 658, 600, 067 
Cyclone mill, 166 

Cylinder mills, 10.3 ; crushing bodies, 107, 
114, 121^26; diameter and sjieed, 104, 
111, 171, 121 ; dilution of feed, 110 ; dis- 
charges, 114, 120; finders, 113, 122; 
Ift^h, 107, 111, 171 ; linings, 116, 122; 
rate of feed, 109 ; vedume of charge, 107, 
116 • 

Cylinder mills, ty|»e8 : ^U-mills, 126 ; ball- 
tubemiUs, 120; barrel pulverizer. 111; 


conical mill,. 124; rod-mill, 107, 116; 
tulie-mills. 111; Ferraris mill, 120; 
(irondal mill, 12(( ; llardinge mill, 124 ; 
Kruppmill, 12(5; Marathon mill, 107, 110 ; 
Marcy mill, 122 

l>e Havay process, ,394 
Decantation, 455 

l)c-floceulati(Mi (s«*e Flocculation), 258 
l)eis(vr table, 370 
De-sliining, 295 

l)('-wa(4‘ring and de-waterers, 267, 2(59, 295, 
453 

j Diapliragin elassifh'r, 2(53 
j Di(‘le(‘tne separation, .5(57 
j Diffei-ential dotation, 435, 4.38 
j Disc breaker, .59, 172 
! Disinb'grators, lt57 
1 l)(»rr elassilu*r, 2(57, 534 
’ Don thickener, 27.3, 45(5, 4(5(5 
! Drag- belt <‘iassitier, 269 
I Drag < laHsi(jer, 1 19, 123, 265, 2(57 
j I h edging, 348 

I Dressing, apfilieation and n'sults, (558 ; 
j eireulating svstern, (549, (555 ; costs, 6, 
I 482. 474, (5.50, (5(5l-(5(58 ; ext-eiit, (54 3 ; 

! flow shee(, (515; mill-siti's, (5,52 ; plants, 

! 384, 474, 482, 643, (549, (5.50 ; priftci]>les, 

1-7, 23, 35. 2*17. 295. 309, 314, .324, .377, 
.384. 4(57, 471, 478. 48(5, 613 ; HystemH, (545 
Drum washer, 1.5 ^ • 

Dry crushing, .36, 78, 130, 172, 5S(), 581, .594, 
(>(>0. (5(5(5 

Dry washing and blowing, 167, 576 
Drying, 4(f4, .528, .5(5.5, 591 

Eddy resistance, 249 
Edge runners, 87 

Electrolytes and elcc(n)tytic action, 258, 
42(5, 43(b 432, 438, 440, 444, 4.53, .5()l,-606, 
.507, .508, 510, ,570 
Electrostatic wparation, 56(( 
lOlmore flotation processi's, 390, 395, 397, .506 
Elutriation and elutrialors, 206, 208 
Embrey vaimer, 357 
' Emulsions, 511 

I Enrichment, ratio of, etc,, 38.3, 468, 471, t553, 
j 637, 64.3, 647, 661 
I Equal-failing particles, 255, 288, 3rKf 

i 

I Fall in water, 205, 249, 25.5 
I Feeding and feeders, 76, 77, 113, IT^ 129, 
j 155 

J Ferraris mill, 120 
j Ferraris screen, 227* 

: Ferraris table, 366 * 

I Film flcitation, 389, :lb4, 31^8, 441*582 
I Film-sizing. .296. 328 ^ 

! Filtration, 457 • t 

2*x2 
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Fine or finishing rolls, 72 

Floatability, 492, 498 

Flocculation and flooculatorH, 268, 275, 302, 
43J, 433, 435, 43fi, 450, 451, 510 

Flotation (general), 17«, 177, 178, 179, 388, 

389, 404, 4fi7, 478, 48(J. 480 

Flotation ag<<ntH, 42(5 ; acid, 390, 392 ; 
amount of, 395, 423, 424, 432, 505 ; coal 
tar and distillateH, 389, 428 ; collecting 
agents, 423, 420, 504 ; c.lTcrveH<*ing agents, 
426, 5(18 ; fixed oils and fatty acids, 389, 
392, 429, ,438, 452 ; frothing agents, 423, j 
426 ; insoluble oils, 398, 423, 439 ; 
mineral oil and jtrodiiets, 39(», 429, 431, 
436 ; mixtim*«, 439 ; modifying agiaits, 
399, 424, 433; organic salts, 429; select- 
ive agent, 42(1, 504 ; soaps, 392, 426, 429, 
452, 507, 598, 510; sohible oils and 
fractions, 395, 397, 398, 423, 439 ; wood 
distillab's, 427 

Flotatmn cJiemicals, 432 ; ammonia, 436, 
446 ; causti<! soda, 434, 478 ; cojiper 
8ul])hat^», 436, 437, 440, 443, 444, 5(55, 566 ; 
lime, 435, 478 ; organic salts, 452 ; 
jiotassium cyanide, 435 ; salt, 4.33, 440, 
509 : sodium carbonate, 435, 449 ; 
sodium silicate, 435, 449, 4.50 ; soiliuni 
Bul]ihide, 435, 448, 449, 484, 485 ; sulphur 
dioxide, 442; sulphuric •acid, 275, 433, 
607, 512, 513 ; suljihuivtted hydrogen, 447 

Flotation machines,* 39J ; cascade-, 417, 
478 ; horizontal-, 409 ; mechanical-, ,399, 
421, 424; pneumatic-, 411, 422, 424 ; 
sub-aeration-, 406, 421 ; valveless-, 405 ; 
Callow-, 413 ; Groeh-, 409 ; * Grondal-, 
417; Hebbard-, 408; Inspiration-, 415; 
Janney-, 405; .lonos Belmont-, 418; 

K and K-, 409 ; Minerals-sejiaration, 399 ; 
Owen-, 407 ; Rork-, 509 ; Ruth-, 409 

“Jotation principles and bases, 398 ; acid 
einmit, 4.34, 437 ; adsorption, 452, 505, 
607, 608, 609 ; alkaline circuit, 434, 437, 
462, 483, 613 ; application and rc'sults, 
467, 478, 480, (>68, 660, 664, 666 ; bubbles, 
392, 398, 412, 425, 432, 49^, ,509 ; contact 
angles, 487, 601 ; contamination of water, 
.396, 398, 421, 423, 424; eoutaniination 
of mineral. 398, 421, 423, 501, 503; 
development, 389 ; difierential flotation, 
(436, 438 ; inlgo angle, 492 ; effervescence, 

390, 426, 508; electrolytes and charges, 
426, 430, 432, 437, 440, 444, 453, 601, 606, 
607, 50(8, 610, 670 ; eniuUification of oil, 
396, m. 42 J, 422. 436, 506, 508, 611 ; 
film or skin floUtiorf» 389, 394, 398, 441, 
682 ; ^oatability, C92, 498 ; flocculation. 
392, 431, 433,' 4.33,^436, 461, 506, 510; 
froth, 392, 402, 412, 420, ,422. 423, 425, 
4^ 439, 608,; froth flc4«tion, 392, .394, 


398, 582 ; gas-attachuSent, 402, 433 , 
44.3, 49t), 491 ; hot circjjit, 392, 437 ; 
hysten^sis of contact aygle, 489 ; metal* 
lizing, 4.36, 453, 507 ; pineral-froth, 397 , 
425, 426, 5(K), 510 ;t mixing and aeration, 
39.5, 399, 401, 405, 408, 41.3,417, 418, 420, 
421, 423, 432 ; neutral ciriuib, 436, 437 ; 
oil-ficdation, 390, 398, 500 ; oiliness of oil, 

393, 432 ; jiractice, 467-480 ;c prefefonoe 
for oil, 398 ; processes, 398 ; sul- 
phaiizitig, 444, 611 ; siilphidizmg, 447 ; 
suR}H‘nsory angle, 493 ; suspensory con- 
ditions, 492, 499 ; use of acid, 390, 392, 
398, 433 ; wetting and non -netting, 389, 

394, 433, 43.5, 442, 487, .506 ; netting by 
oil, 501 

Flotation processes, 398 ; Bradford acid- 
suit-, 446 ; Bradford sulphur-dioxide-, 
442 ; (’attermolo-, 392, 506 ; Do Bavay-, 
394 ; Klmore bulk-oil-, 390, .506 ; Elmore- 
vacuuni-. 395, 397 ; Everson-, 389 ; 
Haynes-, 389 ; Ilczekiab Bradford-, 389 ; 
Horwood-, 444, 611 ; Macijuisten-, 394; 
MiiK'rals 8ej)aration-, 397 ; 450 ; 

Potter- 1 )elprat-, 392; Robson-fh'owder-, 
390 ; Terry-, 446 

Flotation systems, 469; all-llutation, 467; 
idttss-, 436, 438, 471, 475 ; eoilectivo-, 
438; dilh'reiitial-, 438, 611; leaching-, 
450; pivfenmtial-, 438; retreatment-, 
404, 414, 415, 416, 424, 471 ; roughing-, 
404, 414, 424, 477; stage-, 471, 473 ; 
straight-, 471 
Flow -sheets, 378, 645 
Ford screen, 243 

Formulae, 56, 57, 83, 105, 109, 205, 260, 33^, 
489, 495, 496, 517, 619, 620, 623, 568, 686 
Free fall, 204, 249, 255 
Freeman pan, 99 

Fi-oth flotation, .392, 394, 398, 582 
Fruo vanner, 350 

Gaiigue, definition, 1 
Gannow pulverizer, 165 
Gatos breaker, 44 
Geared mils, 67 
Gee separator, 689 

Gold ores, dressing, 3, 35, 118, 165, 169, 171, 
178, 338, 346, 347, 348, 387, 431, 482, 483, 
677, 680, .594, 604, 643, 660, 668, 669. 662, 
666, 667 

Goltra process, 679, 609 ^ 

Granulators, 118, 122, 126, 171 
Graphite, dressing, 678, 681 
Gravel deposits, dressing, 13, W5, 247|^2S, 
341, 344-348, 568, 677, 580, 643 
Griflin mill, 86 if) 

Grinding, 53, 179, 1<>1. 193, 217 
Grinding pans, 95, r?l 
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Orizaly, 2?j,222 * 

Grdndal flotation machine, 417 
Qrdndal magnetip separator, 532 
Qr5ndal mill, 12(^ 

Gyratory screens, 23© 

Hammer mil^, 163, 164 

Hand-picking, 23 

HlUlinge^hill, 124 

Hatfield dielectric process, 565, 61 1 

Head motion, 359, 3(>4 

Heat treatment, 591 

Height of discharge, 93, 142, 156 

High-speed rolls, 6U 

Hind<^^(ul fall and settlinix, 256, 2H8, 3<M) 
Hindered settling classifier, 2S7 
Hrdmari pan, 99, 101 
Holman stamji, 159 
Hoojx'r tahh‘, 576, 582, 583 
Horwood process, 444, (ill 
Huff electrostatic proci^ss, 502, 563 
Humboldt roasU'r, 6(H 
Huntington mills. SO, 81 
Hydraulic classifier, 278 
Hydro- metallurgy (see also C'j'anidfttion}, 5, 
*178, 179. 658, ^9, 660 

I.M.M. screen scale, 198, 221 
Impact crushing, 53, 104, 130, 163 
Impact screens, 232 

Iron ores, dressing, 3, 13, 16, 2(f, 24, 35, 384, 
526, 527, 553, 583, 591, 597, 605, 609, 663, 
668 

Isbell vanner, 356 

James table, 369 
Janney flotation machine, 405 
Jig cells, tyf) 08 , 298, 324 ; hand-, 298 ; 
plunger-, 302 ; pneumatic-, 572 ; rougher 
and cleaner-, 315 ; sand-, 316 ; Double- 
dee-, 305 ; Hancock-, 319 ; Hodge-, 305 ; 
•Joust-, 305; May-, 314; NeiU-, 323; 
Overstrom-, 306 ; Parsons-, 305 ; Rich- 
ards pulsator-, 322 ; Willoughby jig, 326 ; 
Woodbury-, 306, 318 

Jigging^ethods, 307, 324 ; English, through 
the wS^e, 307, 309 ; German, over the 
Bieve, 307, 309 

Jigging systems, 309, 324; Harz jigging, 
809 ; Joplin jigging, 314 ; W'oodbuiy 
jigging, 318 .... 

Jigs and jigging, 298 ; application and 
lesults, 300, 307, 308, 309, 313, 314, 321, 
324 : general, 256, 325, 473 ; mild suction, 
iRfta operation, 298 ; pneumatic jigging, 
672 i pulsation jigging, 302 ; pulsion 
stroke, 300; sieve ratic# 300, 309 ; strong 
suction, 301, 315 ; s^tion stroke, 300 ; 
water action, 300 


Johnston vanjier, 357 

Karlik scretm, 231 
Kek mill, 167 
Kelly filter, 457 
Kieve, kieving, 327 
King screen, 243 
Krupj) ball-mill, 126 

Laboratory shakers, 203 
Jjtboratory sizing, 195 
Laist separator, 586 

Lead ort's, dn-ssmg, 3, 13, 20. 35. 78, 310, 
311, 312, 325, 336. 384, 421, 431. 439, 442, 
448, 440. 451, 456, 471, 478. 480, 508, 
658, 662, (»63, 665, 668 
Linkenbach table, 337 
Log washer, 14, 434 
Lowdeii drier. 4()4, 595 
Luhrig vanner, 358. 377 

Macejuisten process, 394 
Magnetic separation, 514; alternating- 
current separation, 550 ; nppli(;ation and 
ifsults, 526, 553, 594 ; circuits, 515, 519, 
520, 521 ; curn'iit, 550 ; flomagnetiza- 
tion, 552; diamagnetic substances, 515, 
616 ; effect of particle size, 525 ; electro 
magnets, 519,' 521, 522, 543, 550 ; fwbly 
magnetic substanccji, 516, 54<J ; fiTro- 
magnetic substaiiccs, 510, 529 ; forci' of 
attraction, 522 ; general, 450, 485, 514, 
658, 668; induction, 514, 519, 521; 
magnotijation, 617, 525 ; non-niagnetio 
substances, 516 ; paramagnetic sub- 
stances, 515, 516 ; permeability, 515, 617, 
620 ; prejiaration for, 526 ; roasting for 
magnetism, fK)4 ; susi^ptibility, 517; 
wedge poles, 524 

Magnetic separators, 629 ; Hall-Norton 
belt-, 631 ; Ball-Nortun drum-, 529 ; 
Ball-Norton pulley-, 530 ; Campbell-, 
638 ; Cleveland-Knowles-, 537 ; Dij^s-, 
635 ; Dings wet-, 537 ; Eflison deflection*, 
534 ; Grondal wot-, 532 ; International-, 
549 ; Jx)g- washer-, 634 ; Mcchemich*, 
647 ; Motor-, 548 ; Rapid-, 543 ; Htern 
wet-, 539; Ullrich-, 645; Ullrich wet-, 
547 ; Wenstroro-, 530 ; Wetherill-, 540 
Manganese ores, dressing, 13, 20, 247, 666^ 
Marathon mill, 107 
Maroy mill, 122 
Marketing, 4, 483, 485, 065 
Mauss separator, 688^ 

Mechanical value ol ^rushed pu^, 169, 
183, 191, 193 , • . ^ 

Medium roils, 73 
Merrick weigbtsmeter, 634 a 
Merton roaster, 002 # 
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MeBh (seo Hcrofin inc»h) 

MotalliKing, 43«, 450, 507 
MicroHoopy, 215 

MiddlingR, 300, 314, 315, 310, 321, 322, 377, 
381, 4(M, 445, 554, 505, 008, 600, 642, 040 
Milling, 2, 648 
Mineral, deliniiidn, 1 

Mineral ])r(if»<irtieN (se<i On' chiiraeier), 10, 
174, 175, 275, 380, 408, 400, 515. .502, 567 
Miner/il.M-separabidU precesH, 307, 300, 405, 
400, 407, 408 
Mitchell Hcn'oti, 233 
Molyhdeniitn, dreHsing, 380, 441, 485 
Mdiiazibe, dressing, 520, ,5,50 
Mdiiell vanner, 350, 377 
Mosh('r eon(‘, 204 
Multi(lo«‘k tahles, 330 
Mures jinieesH, 450 

Newago serc'en, 233 
Nisseii stamp, 157 
Nodulizing and sintering, 504, 500 
Nimu'iK'latim' of produets, 37, 100, 215, 205, 
201), 381, 510 

Non-inetalliferous, dressing, 11, 15, 111, 114, 
104. 107, 550, 578, 570 

Oil nutation, 300, 308, 500 ^ 

Oils (see Flotatiofi agents) 

Oliver filter, 458, 400, 

Op('n eireuit (erushing), fF, 72, 100 
Ont (definition), 1 ; (’haraoter (see Mineral 
eharaeter), 8, 33, 174, 275, 380, 400, 478, 
510, 502, 044, 050, 001 ; stren^h, 09, 175 
Ores, luiueral euntent, 3 
Overstruin tahh', 300 
Ovoca olaasifier. 200 

Oxidized ures, drt'ssing, 8, 171, 172, 170, 
217, 387, 447, 448 
Oxland ealeiner, (K)l 

PaiKi-llennelierg Be|Mvrator, 584 
Pebble mill. 114 
Peek eeutrifugal separator, 585 
Penalties (m»e Marketing), 4 
Pendulum mills, 78, 81, 171 
Plumb pnoumatie jig, 572, 583 
Pneumatie sojiaration, 570 ; do-dusters, 
579 ; drv blowers, 577 ; drv washers, 576 ; 
• jig, 572 ; tables, 573 
Portland filU*r, 460 
PositivM’tui, 99 
Potter-ffcprat process, 392 
Power consun^^tion, 1£8, 180, 193, 405, 410, 
413, J6tl, 482. 48^ 658 
* Preoioite stonos^drefti^ng, 22, 579 
PrefcrenHal ftotation,^438 
Pressure cnishiAg, 63 « , 

Pr^ctiye cofl6id8,<J58, 6tl 


Puddlers, 21 

Punched screens, 218, 240, 30^ 

Quenner mill, 107, 580 

€ 

liaggtiig tiablcs, 333 g 

Han' ores, dressing, 559, 570, TO2 
Ratio of coiu'entration, 383, 038 
Ratio of onriehment, 383, 038, 04C 
Record taltl<n 373 

Recovery (see, also Results), 037, 044, 661, 
005 

Ree«»very, percentage, 038, 000, 008 
R(‘Hiilt8, recoveries, 312, 379, 383, 384, 385, 
:iK0, 387. 393. 439, 451, 473, 478, 480, 553, 
.50.5. 001 

Retreatment e«»ui‘entrati<>n, 379, 404, 407, 
414, 415, 410, 424. 471, 047 
Ittjvolving scree!is, 235 
Riehards-ilanney classiHcr, 289 
Riehards-Pulsator classifier. 290 
lliftli'H, 344, 340. 375 
Rittingi'r tabl(!, 301 
Roasters (m'o Caleuu'rs) 

Roasting (general). 2, 444, 528, 55(5, 591, 
,599. 004 , 058 ; ehloridi/.ing-, OOO ; dash-, 
(510; fractional-. Oil ; magnetic-, 004 
Rod-mill. 107, 11(5 
Roll crashing, 53, 71-79, 170, 172 
Rolls, details, 01 ; adjustments, (53, 04, 05, - 
00 ; distance j>iee('s, 57, 58, 07, 09 ; nest- 
ing bolts, (54, 00 ; nuts, 6(5, 67, (59 ; shells 
or tyres, 01, 70 ; springs, 57, 58, 03, 66, 
60, 69 ; tension rod, 65 
Rolls, types, 53 ; belted or standard-, 69, 
65 ; coarse-, 72 ; corrugated-, 61 ; fine-, 
72 ; geared or Cornish-, 57 ; high-speed-, 
00 ; medium-, 72 ; rigid-, 61 ; spring-, 65, 
60 ; swinging-arm-, 66 ; synchronized-, 
68, 69 

Roughing classilication, 204 
Roughing concentration, 294, 314, 317, 37§, 
407, 414, 424, 477, 634, 535, 647 
Round tables, 333 
Rowand-Edisou sortHjn, 225 
Ruggles-Coles drier, 693 

Samplers, bucket-conveyor-, 624 ; dry- 
stream-, 026; fixed cutter-, 620 ; moying- 
cutter-, 622 : pulp-, 627 ; samplers in 
series, 626 ; whistle-pijH'-, 621; Bnmton-, 
624; Jones riffler, 018; Snyder-, 624 ; 
Vezin-, 622 « 

Sampling, car-, 615; coning and quarter^, 
617; filter-cake sampling, 617 ;«TiSc- 
tional shoyelling, 617 ; hand-, 614 ; heap-, 
617 ; mechani^l-, 614, 6^, 621 , 629 ; 
mortar- box-, proportito of sample, 
620 , 624, 627, 6^; reliability of, 630 ; 
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riffling, ^7 ; t%nk and bin-, 615 ; time-, 
619 ; trnek-, 615 
8ohranz 

Screen mesh, 18^, 198 
Screening, 195, 2(S, ^8 ; analysis, 185, 191 ; 
a;3^1ianc©8, 222 ; bar screens, 218 ; rir- 
ouita, 57, ^ ; ^fficuincy, 24G ; punched- 
plato screens, 218, 249; serc'en -faced | 
#ao}iin||, 84, 91, 130, 142, 156, 158, 22(» ; j 
screens, 218; silk screci^, 20.5. 222; j 
wot-, 178, 242 ; with rolls, .57; fl ; woven- ' 
wire screens, 205, 220 j 

tScropning appliances, 222 ; 1x41 screens, 

244; c()rn[)ounfl shakinir-, 228, 239; j 
cone-, 244 ; drum-, 243 ; fixed-, 222 ; ! 
grizzly, 222; gyratory-, 230; impact-! j 

232; lahoraforv-, 203; nio\ing.bar-,224 : ’ 
•* ?noving-( hanncl-, 224 ; revolving-, 235 ; 
roller-bar-, 225 ; scrcmi-faccd machines, 
22(5 ; shaking sci'ccns or shakers. 226 ; 
tromiuelx, 235, 238 ; vihroniotor screens, 
231; wet - screeming machines, 242: 
Borgrnann screen, 225 , Hriart-, 223 ; 
Bunker Jiill-, 244 ; ( 'o.\(>-, 230 ; Fi'iTaris.', 
227; Ford-,243; Karlik-, 231 : King-, 
243 ; .Mitchell-, 233 ; Xewagoi-, 233 ; 
IloMand-Kdison-, 225 ; Zimmer-, 227 
Sedimentation. 20(5 
S<dective floeeulalion, 258, 392. 533 
Sonri vanner, 357 
8<*ries elassilicr, 2(5], 284, 2S9, 292 
Settlement M slime. 257, 275, 43(5, 4,53, 455 
512 

Settlers, thickeners (see ( lassifiers). 259, 270, 
271,4.56; battled-, 272 ; box-, 271 ; cone-, 
272 ; Dorr-. 273, 277 ; nest-, 271 ; pit®-, 
278 ; V-, 272 

Shaking screens or shaki'rs, 226 

Shearing crushing, 53 

Sieve ratio, 197, 300, ,309 

Silver ores, dressing, 3, 35, 118, 178, 325, 

^ 431, 483, 643, 649, 658, 659, 660, 667 
Sintering and nodulizing, 594, 596 
Size-nMluction, 37, 38, 71, 168 
Sizing, 195; circuits, 57, 71, 109, 120; 
efficiency, 246, 290; film sizing, 257; 
gene*^ 171, 247, 527, 563; LM.M. 
screen wale, 198, 221 ; laboratory sizing, 

197 ; measurement by microscojK*, 215 ; 
records tf analysis, 212, 291 ; screen 
series (see also Sieve ratio), 197 ; screen 
mesh, 198 ; screen sizing (wxi Screen- 
ing), 195, 201, 218 ; sizing analyses, 185, 
191**201, 291 ; Tyler’s screen scale, 200 ; 
Ji£.A. screen scale, 201 ; water sizing (see 
Clft&mcation), 196, 205, 249 ; wet screen- 
ing, 178, 242 

Skin flotatioi|, 389, 394,Jl8, 441, 582 
Sledging, 24 
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Sloughing classifier, 264, 286, 293 
Sluice Ix^xes a^l tables,^ 

Smelting, 2, 3. 6, 7, 658 
Sorting, 23-31, ;124, 325, 473 
Spalling, 24 
SiM'rry table. 350, 359 
Spitzkasten, 260 
Spitzluttc, 280 

Stage concentration. 177. 378, 469, 471, 473, 
474, 527. 646 

Stage crushing. 71. 156, 177, 178, 527 
Stamp crnsJiing, 1.30; cam-lifting, 132, 149, 
15.3, 1.59: costs, 156; duty, 134, 156; 
general, 169, 172; height of discharge. 
142. 1.56; height of drop, 1,52, 154; 
nuuilier of drops, 1.53 ; jirodiict, 1.56. 163 : 
seipience of drops, 152 ; water corisump- 
tiou, 156 

Stamp jiarts, 1.34; Blanton wodgi*, 152; 
cam, 149: cam-shaft., 148; dii*. 137; 
guides, 147 ; imad, 134 ; mortar- block, 
143; mortar-hox. 13H ; sIkk*, 134 ; stmn. 
134 J tappet, 1.35 

Stamps, types, 130; crank-lifb'd slamjis, 
159 ; gravity-, 1.30; heavy-, 157 ; steain-, 
161; Californian-, 1.34; Cornish-, 131; 
Holman-, 159; N'lssen-, 157 
! Standard mils, 59, 65 
f Steam stamps, ^61 
I Stchhms table, 574, 580 
, Stokes' formula, 205 • 

. St<»ros and supplffjs, tlotation igcnts, 395, 

I 423, 424, 4.32, 434-436 ; steel consump- 
■ tion, 42, 47. 56, 71, 84. 93, 94, 116, 123, 
128, 15? 

Stn*am acthm (sec Film sizing), 257, 266, 
279, 296, 328 
Sulphatizing, 444, 61 1 

• Sulphidizing, 447, 507, 565 
i SusjX'nsions, 217 

, Suiton-Stecle table, 573, 583 
i Symons disc -breaker, 51 

! Synchronized rolls, 67 

1 

I Tables (sco Water concentration, 

I tables, 3.38 ; inclined-. 331 ; round-, 333 ; 

! shaking-, 360, 376 

• Telsmith breaker, 48 

I '4'hickcning and thickciicrH, 261, 271, 270 
j 295, 453, 456 

I Tin ores, dressing, .3, 35, 170, 325, 326, 33« 

I .341, 347, 348, 356, 38tl, 382, 383, 3« 452 

i 485, 526, ,527, 557, .599, (>09, 643^47, 660 

! 663, 668 - ^ 

i Tossing tub, 327 
Trans|)ortation by watir, 329 
Trent centrifugal seiiiriPtorr .589 
Triumph vanner, 367 ^ 

Trommels, 28, f!^ 
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'jHibe-milU (sec* Cj^inder mills), 111, l/i 
Tun^itcu (see Wolfram) ^ 

Tye, or cleaning box, 340 
Hciven scale, 2(M) 

rn(lercurn‘nts, 345 

V^anrifM'H (see Wat(*r conceiitratorK), 340 
V'ilu’oniotor wreeii, 231 
Viscositv, 2(M5, 241). 250, 275, 438 
ViH(!(JUH resistance, 240 

Washing and washers, 13, 15. 20, 242 
Water eoneentyration, 200 ; class coiieentra- 
li«in, 300, 378 ; coarse eoncentration, 207, 
378, 370 ; etTeet of machine j«urf ace, 328, 
320, 337, 340, 344 ; fine concentration, 
298, 328, 378. 379 : general, 17G, 177, 256, 
205, 467, 486, 658 ; pnnciples, 206, 328, 
320, 340, 344, 340, 360. 378, 383, 386 ; 
results, 370, 384, 385, 662.664, 667 ; re- 
treat imuit eoncentration, 370 ; rouiiliing-, 
205, 317, 370. 661 ; slime-, 208, 328, 362, 
378, 370 ; stage-, 378 ; system and flow- 
sheet, 378, 650 

Water eoneeiitrators. 208, 328 ; blanket 
strakes, 337, 477 ; budilles, .341 ; canvas 
t,nl)lt> and hell. 338, 483 ; cleaning b(‘X or 
tye, 340; tilm-sizing eiaeliines, 329; 
frames, 331-333 ; bgrizonial -current, 328 ; 
inclined tables, 3:tt ; Jerking maohinos, 
360 ; jigs, 208 ; inultideck ti^, 336 ; 
oscillating machines, 349 ; sluice- boxes 
and tyes, 344; strips, 344 J 
ourivnt machine^ 298 ; Bartsqh table, 


359; Buss t^ble, Buts^*art tifiii 
374; Card table, 376; Deis^ table, 110^ 
Kmbrey v{innor,'36T *, Ferrerifl table, 86^^ 
Fnie vannor, 350; Isjfell manner, 3Wl 
James table, 368 ; J/>hi{stor\ vanner, 35^ - 
Linkenbach table, 337 : Uhrig vaaner 
368 ; Monoll vanner, 3591; Overstroll. , 
table, 369 ; Record tabic, 373 ; llittmger 
- table, 361 ; Scan vanner, 357^ Triur^ 
vanner, }57*; Weir-Metedith vanner, 369 ; 
Wilfley table, 362 

Water ediisumption. 15, 18, 21, 84, 91, 286, 
21K), 308, 313, 322, 348; 437 
Water-sizing (see Classification) 

Walter transportation, 320 
Wedge angle, 54, 80 
Wedge roaskT, 607 
Weighing, 633, 636 
Weir-Meredith vanner, 359 
Wet orushi^, 78, 84 

*and non-wetting, 380, 304, 433, 
435, 442, 487, 501, 506 
Wheeler j»an, 07 
White-llowcll roaster, 601 
WUfley tables, 355, 362 
Wolfram, dn ssing, 325, 387, 452, 485, 526, 
527, 557, 583, 500. 603 
Woven -wire screens, 205, 220, 303 

Zimmer screen, 227 

Zine-ores, dressing, 3, 13, 35, 70, 310, 312, 

I 313, 314, 325, 336, 384, 393, 431, 430, 439, 
! 442, 464, 466. 471, 48a, 627, 556„603, 606, 

1 608, eU, 647, 602, 664, 666, 668 


THE END 


BritaiH R. & R. CiaSK, Limitsu, Edini^h, 








